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What makes 
LARSON 
America’s Ideal 
Boat For 
Family Fun? 


® LIGHTS AND HARDWARE are stand- 
ard equipment on every Larson boat. 


& 


PLEXIGLASS WINDSHIELD is tall 
and strong. Heavy frame takes the 
strain. Center ventilating section is 
available for a small additional cost 


* 


“RIDE GUIDE” STEERING provides 
sure, mechanical control through a 
single, sheathed, push-pull cable 
Response is faster, more positive 


SEATS CONVERT TO SUNBATHER 
BUNKS in 30-seconds for con fort- 
able sunbathing or sitting. Sun- 
bather seat-bunks are upholstered 
with foam, covered with color- 
matched vinyl 


FLAT FLOOR AND SIDE PANELING 
are standard in all Larson Boats 
Attractive paneling in the deep cock 
pit gives every Larson a completely 
finished appearance. 


® FOLDING STERN SEAT provides 
extra seating capacity in the stern 
where the ride is smoothest. High 
oaming behind the seat makes it 

an ideal place for children to ride 


safely 


FULL, SELF-BAILING MOTOR WELL 
enables a Larson to take big motors 
safely The well strengthens the 
transom and helps keep cockpit dry, 
even when the bow is pulled up on 
shore. Enclosed space under the 
motor well is ideal for storing gas 
tank, battery and gear 


e COMPLETE TOP SET of heavy, 
weather-proof vinyl is standard on 
most models. Consists of folding 

nvertible top, side weather 
dows and stern cover 


17’ ALL-AMERICAN 176 (at left) is 
equipped as listed above. Centerline 
length, 167 Soat price range $1495 
$1570* including accessories 

Model 175 features moulded-in 
back-to-back seats boat price range 
$1395-$1465* including accessories 
Model 172 features heavy canvas top 
set, moulded-in seats and cable steer 
ing—boat price range $1295-$1360* 
including accessories 
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ALL-AMERICAN 





pen the throttle and move smoothly into a fast, flat plane as laplines 
‘ap air to form millions of tiny bubbles beneath you. Laplines in the 
breglass hull of every Larson boat break waves into a cushioning air- 
ater mixture. You feel the crisp response to the wheel as they bite in to 
old speed and prevent slipping in clean, banked turns. And now, another 
ew exclusive—foam in the sealed double bottom—increases the pleasure 
f the million-bubble ride. Foam absorbs vibration and sound while it 
dds extra flotation safety. 





HERE’S A FISH-EYE VIEW of a Larson lapline hull... 


a 
be Larson Boats are designed by Paul Larson . . . master builder an exclusive feature in Larson Boats. Bubbles 
Fass in Oy a wenn Sher aus Galle Gil meen. ten ~rseeaggee Tet seegges stream from the laplines to soften your ride and 
y OFf 40 year acy Ske DUNY With Cart doa. eee snap digas a add speed. Increases stability and maneuverability. 
+ ba each boat assure you that your new Larson is built to the 


highest standard possible 
Larson Boats range from the 14’ Playmate ($695-$782*) to 


the 19’ Surfmaster Cruiser ($2195-$2305*), including the pop 
ular 16’ All-American ($1095-$1255* 
*T he pr r West of (¢ tir t D F P ¢ hivher in Canada 
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difference in 


LAPLINE HULL FOAM FILLED 
DOUBLE BOTTOM 





A Product of Baunswick World Leader in Recreation 





e comfort with... 


lapline design cuts spank 













speed and stability 


Open the throttle and move smoothly into a fast, flat plane as laplines 
trap air to form millions of tiny bubbles beneath you. Laplines in the 
fibreglass hull of every Larson boat break waves into a cushioning air- 
water mixture. You feel the crisp response to the wheel as they bite in to 
hold speed and prevent slipping in clean, banked turns. And now, another 
new exclusive—foam in the sealed double bottom— increases the pleasure 
of the million-bubble ride. Foam absorbs vibration and sound while it 
idds extra flotation safety. 
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Larson Boats are designed by Paul Larson master builder 
for 45 years. They are built with care—150 quality checks on 
each boat assure you that your new Larson is built to the 
highest standard possible 

Larson Boats range from the 14 


% 


Playmate ($695-$782*) to 


the 19’ Surfmaster Cruiser ($2195-$2305*), including the pop 
ular 16’ All-American ($1095-$1255* 
*The higher price applies West of Continental Divide Price hivhe Car 
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A Product of Baumwick World Leader 














HERE’S A FISH-EYE VIEW of a Larson lapline hull... 
an exclusive feature in Larson Boats. Bubbles 
stream from the laplines to soften your ride and 
add speed. Increases stability and maneuverability. 
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LAPLINE HULL 


FOAM FILLED 
DOUBLE BOTTOM 





in Recreation 








TAKE EVERYBODY ALONG IN COMFORT in the roomy 19’ 
Surfmaster 198 Cruiser. There’s room for family and guests 
in this seaworthy cruiser that loves big water. Includes foam- 
cushioned bunks « helmsman seat « sliding cabin divider 
¢ walk-thru deck hatch « “Ride Guide’’ mechanical steering 
* convertible top set. 

Surfmaster 198—centerline length, 19’2'%4". Boat price range $2195- 
$2305* including accessories 





CHOOSE THE BOAT 
THAT FITS YOUR FAMILY 


Among Larson’s 17 fibreglass models, 
you'll find the size, style, color and 
price that’s right for you— 
completely equipped, too. 





QUICK TO PLANE, SAFE TO TURN and more convenient than 
most, the Playmate makes skiing and riding more fun. Rear 
seat may be reversed for water-ski observation. Lapline hull 
responds to a touch of the wheel or throttle. Includes up- 
holstered seats »* complete steering system « windshield. 
Playmate—centerline length, 14’. Boat price range $695- 

$782* including accessories 





COMBINE SPACE AND SPEED WITH ALL-DAY COMFORT 
and you’ve described the big Sea Lion runabout. There’s 
more liveable room in the Sea Lion than in many boats 
3’ longer. Includes walk-thru deck hatch + convertible 
_~ set + ‘‘Ride Guide’’ mechanical steering + vinyl 
side panels « sunbather bunks. 


Sea Lion 185—centerline length, 17'10”. Boat price range $1645- 
$1730* including accessories. 





MOST POPULAR FAMILY RUNABOUT IN AMERICA... The 
All-American 165. This is the boat American families 
have taken to their hearts... right size, right perform- 
ance, right equipment, right price. Includes back-to- 
back upholstered seats + vinyl convertible top set « ‘“‘Ride 
Guide’’ mechanical steering. 

All-American 165—centerline length, 16’. Boat price range 
$1195-$1255* including accessories. 





: ine ee? : 
SPEEDIEST, SPORTIEST, NEW ALL-AMERICAN is this new 
All-American 155—a 15’ of boat for fun-loving families. 
Fast for active ski enthusiasts, yet with comfort you’ll 
love. Includes new 3-to-1 ratio cable steering «+ front 
sport seats « folding stern seat (side Porta-Seats and 
ventilating windshield section are optional). 

All-American 155—centerline length, 14'734". Boat price range 
$1095-$1150* including standard accessories 
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OWENS is synonymous with value born of gale Through 
dedicated, manufacturing the name OWENS has become identified with Advanced Styling 
Performance arid ‘aie Life (high resale a Construction. From the beginning, in 1896, 
OWENS 
without sacrificing the performance demanded by dis- 


criminating boatmen. After 65 years, Owens today offers the safest, smartest, smoothest boats in 
its history. Today's OWENS lead the industry in giving you the greatest boating satisfaction and 


pleasure. There is no substitute for experience. 


THE BOATS THAT TOOK 65 TO BUILD! 


27” FLAGSHIP DELUXE EXPRESS 


“27” DELUXE SEA SKIFF EXPRESS “35” EXPRESS YACHT 


= Malini ig 5k, ey ap ET OE ia, 


“18” Sports RUNABOUT 


OWENS 


QuUuUAtLlii 


Owens Yacht Co., Baltimore 22, Md., division of Brunswick Corp ‘YACHTS - FLAGSHIPS - SEA SKIFF - FLEETSHIPS 


























Do 
you 
know 

this 
harbor? 


This beautiful harbor, marked by Government House on a low promontory at the head of 
the Bay, is the site of the only town on this island. Located between Galge Point and Lind 
Point, it indents the western tip of the island, a distance of about seven hundred yards. On 
entering, favor the north shore to avoid a reef, bare at low water, extending one hundred 
yards northwestward from Galge Point. Good anchorage can be found in the central part 
of the Bay, with a sandy bottom and twelve feet of depth. Although supplies are limited, 
the grocery store in the little village can supply ice, canned food and some vegetables. A 
medical relief station is maintained in the Bay and there is passenger and mail service to 
St. Thomas. This is Cruz Bay, St. John, Virgin Islands, one of the few places that is still in 
the hands of the people who discovered it, a dozen years before most of the island was 


bought up for a National Park. 


by, Gu UNDERWRITERS 


YACHT INSURANCE Send for the new “ABC of 


Yacht Insurance’, an interesting 


err 
P : : booklet explaining your 
Ask your agent or broker oh ex] 8) 
: 1n urance and containing many 
for Chub b & Son protection. valuable suggestions for the 
proper care of your boat. 


} 
| Chubb & Son In ] 
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in 
luxurious 


19’ SEAflite 
cruiser 


Large enough for luxurious weekend cruises anywhere, the 19’ Seaflite Cruiser is beautiful enough to command attention 


everywhere. Lavish appointments include teak vinyl flooring and walk-around gunwales; mahogany vinyl panelled cabin; seats 


which serve as sofas by day and beds by night, color harmonized with 2-tone molded-in deck colors; upholstered side panels 


which enclose additional dry storage; open-out windshield; walk-thru hatch; stow-away table and companion seats. Steering gear, 
cabin and running lights, wiring harness and hardware are completely installed, ready to go. Before you buy, be sure to compare 


the quality, performance and low-cost luxury of the Glastron Seaflite with any comparable cruiser. 
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ON SALE February 28th 
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TEST YOUR OWN BOAT 
P.B Test Skipper Hank Bow- 


man gives a detailed expla- 
nation of how a boat is eval- 
uated, what is checked and 
why, and how a boatman can 
perform the same analysis on 
his home waters. 


FLOTATION 


The new materials used to 
keep your boat afloat—what 
they are, why they work, how 
much is needed, and where 
and when the boatman can 
and should install them. 


HULL LINES FOR THE 
FUTURE 


Designs developed for craft 
of aluminum that may pre- 
dict new trends in hull design 
for powered pleasure craft. 


BOATING AROUND THE 
WORLD 


Reports from P-B correspond- 
ents overseas telling of new 
designs, activities, building 
methods, and regattas that 
may soon influence American 
boating. 
a 
PLUS: 


BOATS OF THE MONTH, 
HERE'S HOW, NEW PROD- 
UCTS, FITTING OUT WITH 
JIM EMMETT. 


FROM THE EDITOR— 


GUIDE DIRECTORY TO 1961 


HIS YEAR’S Marine Buying Guide Directory, which starts on page 
135, illustrates in print the significant progress made in this field for 
pleasure boating—1961. Both salty traditionalists and newcomers alik 
will note interesting improvements in boats, engines, hardware, and ac- 


cessories. 


Refinements rather than radical changes are the rule this year. After 
the plastic boat manufacturers demonstrated that they could make boats 
which look like cars, rocket ships, and fish over the past several seasons, 
they have graduated this spring to styling which reincorporates the good 
looks and sound seaworthiness of conventional boat design. 


Powerplants, as well, show decided improvements. Instead of more com- 
petition for high horsepower, both outboard and inboard engines have been 
further refined to combine additional reliability with fuel economy. Th« 
inboard engine coupled with an outboard drive is a happy compromis¢ 
which gives strong signs of gaining wide acceptance. Also on the horizon 
are turbine powered methods of marine propulsion. Two companies hav: 
announced prototypes in this field and hope to make them commercially 
available. 


Hardware is more durable than ever before. At present some show signs 
as well of nonfunctional styling with sharp edges and protrusions that could 
hurt crew members in a rolling seaway. This trend is likely to die as soon 
as boatmen demand sensible design of hardware as well as hulls. 


Accessories for pleasure afloat show striking improvements again this 
year. Plastics and non-corrosive metals make possible even less wear and 
maintenance. Electronic aids to navigation have made such pronounced 
steps forward in reliability and miniaturization that radar, loran, depth 
finders, radio telephones, and direction finders are all possible and sensible 
additions to a pleasure craft. 


Boating has reached such a level of big business in fact, that the Federal 
Trade Commission is taking a close look at the claims made in boat adver 
tisements. Following a preliminary meeting with the trade last fall in 
Chicago, the FTC has now scheduled a public hearing to go over the re 
vised trade practice conference rules for the advertising of pleasure craft 
The hearing will be held in New York City on January 17th at 9°30 in th 
South American meeting room, Ist mezzanine floor, New York Coliseum. 
Boatmen who can attend will use the 20 West 60th Street entrance so they 
can enter without charge. The F.TC. has studied advertising claims of 
dimensions, speed, amount of maintenance required, flotation, types of 
wood used, prices, and guarantees in the boating field, and will formulate 
rules which should help define what statements boat advertisers can mak« 
that will not mislead the reader This study should only worry the adver- 
tiser who claims his boat is “completely maintenance free” or “unsinkabl 
or other unlikely qualities. But the reputable manufacturer, and all boat 
buyers, are likely to benefit from these new rules. 


In many ways, 1961 will see pleasure boating coming of age 


—Wmn, TayLor McKeown 
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303 Douglas N.W., Grand Rapids 2, Michigan 


Please send me your 1961 marine fittings catalog. 
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BOCK 
HAS IT! 


SPEED 


COMPACT 
CRUISER 


FT. HUC FIN DELUXE, 
EXPLORER CRUISER 


The Huc Fin is a new and different, 
smart, streamlined outboard that 
provides thrilling performance. It 
has all the deluxe quality appearances 
of larger, more expensive boats. Sur- 
prising stowage capacity is available 
in the enclosed forward and aft com- 
partments. Ample Styrofoam flota- 
tion adds to Huc’s Fins safety features. 
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The all Fiberglas inboard Explorer 
Cruiser, is a gem of clean design, 
sound construction and exceptional 
performance. The 70 HP V-Drive 
Universal Engine stern installation 
provides a top speed of 24 MPH and 
ideal cruising of 18 MPH with re- 
markable economy. 

Both Bock boats feature the strongest 
Fiberglas construction with alumi- 
num fittings and gunwale molding 
to assure minimum maintenance. 





FIBERGLAS 
FISHING + UTILITY 
SAILBOATS 
RUNABOUTS 


Write for 
MOTOR SAILERS 


let 
ae CRUISERS 


Details 











BOCK BOATS, INC. 
3600 Summit St. * Toledo, Ohio 
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A BOATMAN'S DREAM 

For some time now it has been my 
“dream” to have an _  ocean-going 
motorized sailing craft. Being in the 
unskilled seaman category, I’m search- 
ing for general information. Could you 
please fill me in on the following: 

l What would be the minimum 
size considered safe for operation on 


the high seas? 


2. What size crew would be neces- 
sary to “get by” on a boat such as this? 
3. What papers, or what rating 
would be required for a man to operate 
a craft of this nature—for pleasure 
only—for light freight—for charter 
business? 
Glenn W. Weaver 
Denver, Colo 
Go to your public library and read 
every book on boating you can obtain. 
{fter you consider yourself well-read 
on the subject, we suevest crew onto 
an “ocean-going motorized sailing 
craft” for several years. With this 
experience, you should be able to begin 
to answer some of your questions. To 
yiart vou on vour way, we sSuevgest vou 
read Standard Handbook of Pleasure 
Boats by Robert J. Shekter and Sea- 
manship Simplified by Elbert Robber- 
son Ed. 


PLANNING A CRUISE 
In the October 1960 issue you have 
an article by Jim Emmett on Inland 
Anchorage Guide to Florida. As my 
husband and I are planning a trip to 
Florida by boat this March, we are 
interested in obtaining the charts men- 
tioned in this article 
Mrs. Jean Dawson 
Montreal, Canada 
Turn to Elbert Robberson’s Sea- 
manship article in this issue. He ex- 
plains how to read charts and tells 
where to obtain them Ed. 


SLIGHT MODIFICATIONS 

I plan to purchase a surfboard type 
Sailing craft in the near future. I be- 
lieve that the large two-person size 
will be adaptable to my needs 

During the course of assembling this 
vessel I plan to modify it a bit to suit 
my needs. The modifications planned 
are as follows: Make it 4 feet wider 
and 7 feet longer; this change with a 
minor increase of depth of the sides to 
3 feet should make a comfortable 
ocean-going Cruiser. 

The question I have now is, do you 
think the two 6-cylinder 1926 Essex 
engines I now have will be enough 
power for a moderate cruising speed of 
about 25 to 35 miles per hour? These 
motors are in good condition (only 


about 200,000 miles) and should not 
use too much oil or gas. How large 
should the gas tank be if I should de- 
cide to make a trip across the Atlantic? 
I shall make the sail bigger and then I 
will not need to run the motors very 
much. What is the purpose of a center- 
board? It seems to me that it takes up 
a lot of good room in the middle of 
the boat. 

While I do not have a sextant, I do 
have a very good pocket watch, hand 
compass and a copy of a world alma- 
nac. Do you think I should buy a radar 
set to complete my navigation equip- 
ment? 

Ann Onymous 
Bagdad, La 

The above letter was sent by John 
Holter of Bridgeport, Pa. as a light- 
hearted spoof of some letters directed 
to the Here’s How department.—Ed. 


DO-IT-YOURSELF SAILS 

Please permit me to answer Mr. 
Hunsaker of Greenville, Texas on the 
subject of home made sails (Readers 
Report, Dec. 1960). My prime quali- 
fication is that my “little wifemate” 
and I made a “little old main” and a 
“little old jib” about 3 months ago. 
Never again! 

The plans plainly said, “The builder 
is advised to secure the services of a 
professional sailmaker, but if—.” 
Those last two words were the snare. 

So its an ex-sailmaker who says they 
turned out to be more trouble, con- 
sumed more time, cost more money, 
and were generally a bigger job than 
we anticipated. Now we aren't dedi- 
cated racing skippers, but we like a 
little turn of speed. With our home 
made sails we simply didn’t get it 
Certainly this may be an indictment 
of our ability, but it’s “first time sail- 
makers” we're talking about 

Since sails are power, it would be 
just as foolish to try making an out- 
board motor after building a fishing 
skiff. I suspect the author of “It’s 
easier to build a boat than sew a sail” 
probably has long since joined the 
legion of us ex-sailmakers 

The next time I need sails I'll call on 
one of the reputable professionals— 
thank you. 

Joseph Doyle 
Camilla, Ga. 


WHAT BOAT? 

I realize you must receive hundreds 
of requests like this every day, but 
since I know of no other source of 
professional advice, I must turn to you 
and ask—What boat should I buy? 

I have two children, a wife and a 
cocker spaniel and I would like a 
cruiser that would accommodate all 
of us comfortably. I would prefer an 
outboard powered boat since I must 
trailer it to the nearby lake. Should it 

(continued on page 8) 
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The thrill of a new way of life for your 
whole family is here, now, with Sailboat Liv- 
ing! Because Sailboat Living is Family Living 

picnicking, camping, day cruising, leisurely 
sailing in the sun, racing and fishing activ- 
ity and luxury and adventure that everyone 
can enjoy! 

This new kind of fun and relaxation is all 
yours when you take proud possession of your 
first O’ Day Sailboat. These O’Day boats have 
been designed especially for family enjoy- 
ment. They are easy to sail, safe, budget 
priced and require practically no maintenance. 
And there’s a model and type to fit every 
mood and purse, from the all-around Seven/ 
Eleven sailing and rowing dinghy to the top 
performing Rhodes 19. O’Day boats are beau- 
tifully molded in modern fiberglass, finished to 
true “‘Yankee’’ craftsman standards, and 
boast a host of unusual features to make your 
time on the water a wonderful new family 
experience. 

Come and see these O’Day “Sailboat Liv- 
ing’’ Boats,ready to set your own sails for new 
fun and adventure and the real joy of achieve- 
ment, this season. Be sure to visit the O’Day 
dealer nearest you for the complete story and 
prices on the boat you'd like to call your own. 


Nese Ll 


y THE O'DAY CORPORATION 
4 Boston 16, Mass. 


19 Newbury St., 





In Canada: O’ Day Associates of Canada, Limited, 
20 Front Street, West, Toronto 5, Ontario e 
Phone WAlnut 1-3817 

In the West: O’ Day Pacific Corp., 841 Baker St., 
Costa Mesa, Calif. « Phone AImberly 5-1115 
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O'DAY SEVEN/ELEVEN .. . perfect all- 
around boat, beautifully molded in fiber- 
glass. Light to handle, rows with prac- 
tically no effort, can't sink and doubles 
easily as a sailboat. Budget priced and 
represents today’s best value in the small 
boat and yacht tender category. Length: 
7’ 11", width: 4’ 2", weight: 89 Ibs. All sailing 
gear stores inside 


OSPRAY .. . all-purpose centerboarder, 
15%’ long and 6’ wide. For family sailing, 
racing and camping—using O'Day cuddy- 
cabin with boom tent. Goes nicely with 
outboard, has roomy cockpit, built-in 
flotation. Carries 125.7 sq. ft. of sail. 





“~~ 


SPRITE . . . ideal, low-cost trainer for the 
small fry. Exclusive convertible rig for 
sailing as catboat or sloop. Uses a spin- 
naker. All fibergiass construction in a 
variety of hull colors. Length: 10’, width 
4' 7", sail area: 53.2’. Easily cartopped. 





DAY SAILER America’s most versatile 
sailboat. Big boat look and feel, but very 
easy to handle and sail. O’Day cuddy- 
cabin, large cockpit and high boom pro- 
vide comfort and camping luxury. Easy to 
trail and rig, beautifully molded in fiber. 
glass with permanent colors. Length: 
1644’, beam: 6’, sail area: 145 sq. ft 


DOLPHIN This midget Sparkman and 
Stephens center board ocean racer packs 
a tremendous amount of living, racing 
and cruising value into its 24 feet. Sea 
worthy and fast, she'll satisfy every man 
who wants the most boat, the most sail- 
ing and the most fun for his dollar. 


RHODES 19... . fiberglass version of the 
famous Hurricane Class by Philip Rhodes. 
A real top performer in both keel and cen- 
terboard models. Roomy, safe, comfort- 
able and fast. Big cuddy-cabin, length: 
19’, beam: 6’ 9, sail area: 176 sq. ft. 





YOU ARE CORDIALL INVITED 


TO ATTENI 


. Dont V1 e Varin 


BOOTHS C-201-204 


NEW YORK MOTOR BOAT SHOW 











IS MORE than just an invitation. It’s actually 


in opportunity to preview the absolute best marine 
electronic equipment your money can buy 

Strong statement? Sure, but let’s find out why: 

You ll see, at our booth, products engineered with such 
skill and care that the question... “Will I get top 
performance?” ...no longer exists. Years uf consistent 
Bendix progress have made it possible for you to have your 
choice of equipment that can be best described 

as “an investment in quality.’ 

Bendix, you know, enjoys the reputation of being the 
first to offer a line of transistorized equipment that 
complements an already complete line. There is a model 
to fit any boat, need, or budget 

Here are a few of the new units that will be 


displayed at our booth 
Bt 
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tipment shown left to right: sk1pPpER 365 —6 Channel and broadcast — 2000 to 

KC, 65 watt input. Fully transistorized. 12 or 32 volts. The most compact, 

nt radiotelephone available. Remote channel switching. SKIPPER 242 —6 

ind broadcast. 42 watt input. 26.5 watt output. Fully transistorized. Excep- 

»w battery drain. Noise limiter. MODEL 61 AUTOMATIC PILOT — Low cost. 

erful, With exclusive dial-your-course compass feature. Remote control available 
pI-6 DEPTH INDICATOR — Fully transistorized. 0-100 foot scale. Brite-Lite flasher. 


| 


Compact portable. 12 volt battery pack or ship’s voltage. 


Remember, our booth is C-201-204 during the New York 
Motor Boat Show, January 14 to 22. Stop in and see 
these superior products, 


Bendix-Pacific Division 


ALIF 





READERS REPORT 


(continued from page 6) 


be constructed of wood. fiberglass, or 
aluminum? 
Russ Thorenson 
Marion, Ohio 
The only 4 Tdi ho ca? answer 
your question is ou. By carefully 
studying the boats that fall into vour 
price range and by asking the opinion 
of people who own a hoat similar to 
the one vou expect to pure hase you 
should he able t ne up with a 
qualified decision. Turn to the article 
on how to buy a boat, and leaf through 
the selection of outhoard hoats in the 
Buyine Guide Directory in this issue. 
This should start vou on vour way to 


I } “ ; 
makine the correct selection Ed. 


ILLUSTRATIONS OF THE SEA 
In my 35 years of reading boating 
publications, I have never encountered 
a more moving selection of illustra- 
tions depicting life at sea 
Jim Harkness 
Racine, Wis. 
Thanks for bringing a touch of true 
art to a boating magazine 
Wesley Adams 
McKeesport, Pa. 
You topped off the year with the 
finest. Illustrations of the Sea _ by 
Rockwell Kent were breath-taking 
Mrs. Thelma Grunick 
Pomona, Calif 


WASTED PAGES 

In the December 1960 issue you 

ran Illustrations of the Sea by Rock- 

well Kent. This was a complete waste 

of 7 pages in an otherwise excellent 
magazine. 

Larry Bedlow 

Boston, Mass 


CLASSES CAN HELP 
I'm a power boat man, and I have 
taken the Coast Guard Auxiliary 
course in Small Boat Handling and 
Seamanship, I’ve spent six years at 
sea with the U. S. Navy. I feel that 
most boatmen, especially novices, 
should take this course, or that offered 
by the U. S. Power Squadrons, so they 
will know how to be more of a yachts- 
man with a better understanding of 

safety afloat 

Edwin Dickson 

Trevose Hts., Penna. 
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every year 
buy 
FIBER GLASS BOATS — 


In a nutshell, fiber glass boats offer the best all-around buy 
for safety, convenience, low cost maintenance and long-life. 
Here are some of the more important reasons: 
RUGGED, SAFE. Fiber glass reinforcement of plastic provides 
the strongest of all materials, pound for pound. Fiber glass boats 
will take shock of heavy seas, vibration of motors, effects of col- 
lision or careless docking better than comparable boats con- 
structed of other material. One-piece molded hull construction 
means no leaky seams. 
EASY, LOW-COST MAINTENANCE. Fiber glass boats can- 
not rot or rust—are unaffected by marine life. Colors are 
molded in—an integral part of the construction. This means 
no caulking, scraping, sanding, or painting is needed. A good 
swabbing is all that is required to start the season—you save 
time and money—year after year. 
You'll find fiber glass boats in a wide range of powe! and sail 


designs and sizes. One of them will be your best buy. 


PPG 


rgh Plate Glass Company * Fiber Glass Division 
One Gateway Center, Pittsburgh 22, Pa 


Helps make products better 
- safer + lighter + stronger 





: maker of the World's Finest Anchor... 


the World's 









ACTUAL SIZE 


| Finest Moye sm ae iied 


SUBMERSIBLE - 550 GPH - THREE YEAR GUARANTEE 


The first and only bilge pump with a completely sealed motor. Danforth’s unique 
inertial coupling eliminates any mechanical connection between motor and 
impeller. No holes in the hermetically sealed motor housing mean lifetime 
protection against all moisture. damage, corrosion and electrolysis. See this 
amazing new Danforth Bilge Pump at the New York Boat Show. 


‘DANFORTH ANCHORS 


A ae ee ee ° 2 


LD © i CO Greatest ever... 


in value...in full performance features... 
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NEW » AE-31M FIVE 
FLAT PACK RA 


CHANNEL, 32 WATT 
DIOTELEPHONE. 


Now.. long-await- 
phone design “flat pack’. Now... 
augmented with a beautifully simple, 
effective mounting idea, snap clamp 
allows set to be easily removed for stor- 
age — just as rapidly replaced. And 
new, better all aluminum rust proof 
fully protected against ma- 
rine environment. Rich, blending col- 
ors too. Soft platinum and slate grays 
with Newport Red accents. Modern! 


housings 
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Transistors—other advanced electronic 
elements—now make possible smaller 
equipment size, add to performance and 
reliability. An important bonus—sub- 
stantially reduced average current drain 
from boat’s battery—is made possible 
by transistorized circuitry. 

Apelco’s great, new “flat pack” series 
covers the power range from seventeen 
to one hundred watts, offers—with six 
different models—the ideal radiotele- 
phone for every craft—the small out- 
board—the cruising yacht. 











AY 
Le 
APELCO RADIOTELEPHONES FOR ’61. 


. exclusively the 
ed ultimate in space saving radiotele- 


At the economy end of the Apelco line, 
AE-3M, 4-channel, 17 watt marine 
radio-telephone “package”. Complete 
with Webster antenna and deck mount, 
two sets of quartz crystals—and at the 
lowest price ever! In contrast, the new 
line is topped by AE-150M—superb, 
remote controlled ten channel 150 watt 
radio-telephone. Here is unexcelled 
quality and completeness of detail 
including remote control consoles in 
handsome wood-grain finishes. 


Get the most for your money! Choose Apelco, America’s largest manufacturer of marine radiotelephones. 


AE-3M RADIOTELEPHONE "PACKAGE" 


APPLIED ELECTRONICS COMPANY 213 


NEW AE-3M FLAT-PACK'’ 4 CHANNEL 
RADIOTELEPHONE PACKAGE COMPLETE 
WITH WEBSTER ANTENNA, DECK MOUNT ANDO 
CRYSTALS FOR COAST GUARD EMERGENCY 
AND BOAT-TO-BOAT FREQUENCIES 

AT RIGHT: NEW FLAT PACK 
CHANNEL RADIOTELEPHONE 


60 WATT FIVE 
AE-SOM 


“ast Grand Avenue 


South San Francisco, California 
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PEARSON, 


Prestige, Performance 
and Luxury Cruising! 


Dynamically styled Pearson 30 sets new criteria for judg- 
ing modern powercraft. The Pearson “appeal formula” 
assures top dollar value — offers outstanding design, qual- 
ity materials, meticulous craftsmanship and unique con- 
struction methods for greater strength, minimum care and 
long life. In this striking Express Cruiser, Marine Archi- 
tects MacLear & Harris blend sleek styling with comfort- 
able accommodations for four or six. Experienced yachts- 
men, comparing the Pearson 30 feature by feature, are 
amazed that this, the first fiberglass stock model cruiser 
of its size, can be sold at competitive prices. 


LOA 30'0”; Beam 10'0”; Draft 2'6”; Freeboard 4'3” 
(fwd) to 30” (aft); Headroom 6'2”. Power options, in 
single or twin screws, range from 185 HP to 400 HP. 
From $12,050 


Request descriptive literature and 
name of nearest Pearson dealer 


PEARSON CORPORATION 


POWER BOAT DIVISION « BRISTOL, RHODE ISLAND 


PEARSON... 
Yinesl Name 


tH Giberglads 





PEARSON 21 _ 

Rugged Sports-Fisherman 

20’6” x 8’0” x 1'3” 

Engineered hull with 80 HP Volvo- 
Penta ‘Aquamatic Transmount motor 
for speeds over 25 MPH. Fast! Roomy! 


Safe! $3995.00 





PEARSON 27 

Sports-Fisherman, Sleeps 4 

26’8” x 9/1” x 23” 

Snappy sports-fisherman with accom- 


modations for 4. Large cockpit area. 
Teak trim. Several power options. 


Many extras. $6995.00 


Se AIT Tr ¢ — 
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PEARSON 37 

Sports-Fisherman, Sleeps 6 

36'9” x 12’0” x 2’°6” 

Sleek design with comfortable accom- 
modations for 6. Power options up to 
650 HP. Here’s-vatue that will last and 


last! $21,000.00 


“designing and building the finest in fiberglass” 
FEBRUARY, !1961 





Send for FREE Data Sheets on these 


ALROY MARINE AIDS 


Proved by Time and the Elements 


ALROY-707 


NO-COTTON CAULKING 
COMPOUND 


This famous thiokol-base compound creates a vir 
tually unbreakable watertight bend even with teak, 
Remains resilient, never 
shrinks or loosens, needs no priming. Impervious 
to salt water, gasoline, oil, sun and ice. Applies 
with putty knife or gun. Easily sanded and finished 
Terrific time and labor saver! 


1-lb. can.. buswes sd dd orensiadecceceoee 
(Fills 40-ff. seam Ye" wide x 4° deep) 
2-lb. can.. -s««+++$11.70 (biggest seller) 


ALROY EPOXY COATINGS 
“A Perfect Coat for Every Boat” 


Extremely durable 
vious to oil, grease 


filling seams up to 


absolutely waterproof, imper 

gasoline, abrasion-resistant, 
silient! Far outlast ordinary 
finishes, saving time and money each season. Alroy 
Epoxy Coatings set by catalytic action, never dry 
out. Colors don’t haze or chalk. The two-part mix 
(1-to-1) ends tricky mixing. 


HEAVY-DUTY EPOXY COATING 


A special extra-tough heavy-duty formulation 
Creates a durable long-lasting protective “‘coat of 
armor that waterproofs hulls, fills cracks and 
checks, bars marine borers, prevents plywood 
checking and de-lamination 

Colors: Dark red, gray, black, white 


Per qt. (covers up to 75 sq. ft.) $9.00 


and they remain re 


EPOXY COATING 


For topside, deck and brightwork. One coat makes 
new canvas non-skid and watertight. Two coats 
give cabin tov a glass-like finish. For non-slip 
surface add Alroy Non-Skid to second coat. Colors: 
White, blue, green, gray, black, red, yellow, old 


gold, clear 


Per qt. (covers up to 100 sq. ft.) $8.10 


MARINE ADHESIVE & PRIMER 


Ideal canvas and fiberglass liquid cement. Perfect 
as a primer-sealer. Saves several coats of paint 
Won't crack. Avoids removing fittings, rails, etc. 


Economical 
Per qt. $3.60 


ALROY EPOXY FIX-KIT 


Permanently repairs dents, gouges and cracks in 
hulls. Non-metallic. Non-magnetic. $3.95 


FREE OFFER! 
(Good only until April 1, 1961) 


With every order of $20.00 or more we will 
include FREE a $2.00 pint can of ALROY- 
06 Marine Adhesive and Primer. 


shipping charges by remitting with 
order 


See us at the N. Y. Boat Show, 
Booth C-146 


For FREE Data Sheets write Dept. 30 


ALROY con" 


333-P_ HUDSON ST., NEW YORK 13 


WA 9$-0723 
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Answers to Your Boating Queries” 


By 


¢ 


NAVY PICKET BOAT 
HAVE A FORMER Navy picket boat 


built by Gar Wood with V bottom. 
Dimensions are 36’6” LOA., by 11’ beam 
and draft 3’. Power is twin Chris- 
Craft 145 hp sixes. We can get no 
speed. Running the engines at 3000 
RPM creates a tremendous wake but 
not much speed. | am embarrassed to 
admit that we have never measured 
the speed. What kind of power and 
what size wheels were originally used 
on these boats? 
Barnet Bernstein 
Somerville, Mass. 
Lacking complete details, it would 
appear that your boat is performing 
like a displacement hull, in which case 
a speed of 9-11 knots would be good. 
I have been unable to locate in my files 
any details of the original equipment 
used on this particular boat, and sug- 
gest you have a local naval architect 
look over your installation. 


BOAT REPAIRS 
ie WINTER my 43 year old trunk 


cabin cruiser will need fairly ex- 
tensive repairs, frames replaced, tran- 
som rebuilt, etc. This not only involves 
woodwork, but a choice of materials, 
how to avoid electrolysis and further 
decay, and matching new wood to old. 
What is the best reference manual | 
could use for this work? 
Charles R. Brainard 
New York 6, N. Y. 
A great deal of information of this 
nature is contained in Jim Emmett’s 
new book, Guide To Fitting Out. A 
review of his column in back issues of 
POPULAR BOATING will also be found 
most helpful 


BOAT DESIGNING 
Y INTEREST is in small boat 


designing, such as small outboard 
cruisers and runabouts. | would like 
to know if there are any books on this 
subject that are not too involved in 
theory and would just give me the 
fundamentals. | would like to design 
small boats as a hobby. | am now a 
mechanical engineer and | do not want 
to make boat designing a career. 
Kenneth Westmoreland 
Bay City, Mich. 

High Speed Small Craft, (2nd Edi- 
tion) by Peter du Cane, Temple Press, 
London, England; and Naval Architec- 
ture of Small Craft, by D. Phillips-Birt, 
Philosophical Library, New York, are 
two excellent books on small boat de- 
sign. If you are considering the use of 
fiberglass reinforced plastics in your 
designs you should also have a copy 


ae —— 


Ken Whitteker 


of Marine Design Manual for Fiber- 
glass Reinforced Plastics by Engineers 
of Gibbs & Cox, Inc., McGraw-Hill 
Book Co., Inc., New York, N. Y. 


SCALING UP PLANS 
HAVE, THIS PAST SEASON, built 


a 12’ hull from plans and am well 
pleased with it. | have an idea to start 
another hull over the winter and would 
like to use this same design but en- 
larged to 179”, with a beam of 8/0”. 
Am | taking too much of a chance 
or does this revised model stand a 
chance? 

James W. McCann 
Easton, Pa. 

There are many factors that enter 
into the design of a boat. The scaling 
up of plans does not always produce 
the desired results. Often the finished 
boat is a disappointment and some- 
times a complete waste of money. It 
is suggested that you obtain a set of 
plans for the size and type of boat 
wanted. 


TWIN SCREW ROTATION 
Y BOAT IS A 47’ older type in 


which | wish to install a pair of 
Navy Buda’s series D.B. that are both 
right hand rotation. Can these engines 
be used successfully, turning in the 
same direction? What boat speed can 
| expect from these engines—they have 
a 2.43:1 reduction and the largest pro- 
peller | can use is 20 inch diameter? 
R. D. Erickson 
Hopkins, Minn. 
The use of twin screws rotating in 
the same direction will result in a 
torque reaction causing a steering bias 
that will have to be corrected with the 
rudder 
I have no direct knowledge of any 
installations on pleasure craft using 
these engines. This does not mean there 
have been none. Since these are mili- 
tary surplus engines, I have no per- 
formance data. The dealer from whom 
you are buying the engines should be 
able to supply operating data. 


OUTBOARD MOTOR WELL 
AM BUILDING a 22’ double end boat, 
the design of which necessitates the 
use of an outboard motor mounting in 
a well for power. Can you refer me to 
a source of information concerning 
shape and size of the well, effect of the 
well on motor performance and other 
details which | need to know? 
John W. Boutwell 
Forest, Miss. 
There is, to the best of my knowl- 
(continued on page 16) 
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IN A CLASS BY ITSELF 


ROLEX 


for every Seagoing Venture 


The fun of racing, boating and other aquatic activities 
often lies in the timing...accurate timing is acknowl- 
edged, best kept by Rolex Chronometers (officially 
certified for accuracy by a Swiss Government Test- 
ing Station). Hermetically, permanently sealed 
against the elements the Rolex Oyster (waterproof)* 
case protects the extremely accurate Perpetual (self- 
winding) movement. Handsome, functional styling 
sets the pace...in a race...or any place, See the 
ladies line, too...at the finest jeweler you know. 


*When ca rown and crystal are intact 


ROLEX 
y Siadmioh ot x Alaliy ra (Amt Hf} asuaneit 


AMERICAN ROLEX WATCH CORP. « 580 FIFTH AVE. + N.Y. 36. N.Y. 


This popular booklet fea- 
turing helpful interesting 
details on signal flags 
timing techniques and 
Coast Guard weather in- 
formation, is available free 
at your local jeweler or 
just send 10¢ in coin to 
The American Rolex Watch 
Corp., 580 Fifth Avenue, 
New York 36, N.Y. 


the Rolex Ze- 
Jyster Perpetual — 
5 jewel waterproof,* 
ng wrist chro- 
2 inless steel 
gold diamond- 
$190, F.T.I. In 
i case $350 
r awards and 
Rolex is the 
d's first choice 





HERE'S HOW 


(continued from page 14) 

edge, no special source of information 
on the subject of outboard motor wells. 
In general they must be large enough to 
pass the lower unit and to permit the 
movement of the motor for steering 
The side pieces of the well (port and 
starboard) should extend over several 
frames to distribute the thrust. Height 
of the well is determined by motor 
shaft length. As a rule a stern mounted 
motor gives slightly better performance 
than one mounted in a well. 


ADJUSTABLE PITCH 


PROPELLERS 
S AN ADJUSTABLE pitch propeller, 


similar to that made for outboard 
motors, available for inboard installa- 
tions? 
Norman E. Marshall 
Trinidad, West Indies. 
The adjustment of such a propeller 
on a conventional inboard installation 
would require removal of the boat 
from the water each time an adjust- 
ment was made to pitch, unless you are 
a skin diver. However such propellers 
could be used with outboard drive 
units that have a tilt-up feature. For 
inboard boats of about 40 feet or more 
in length, the Liaaen-Wegner Control- 
lable Pitch Propeller can be used. This 
unit is hydraulically operated, and is 
made in the U.S.A. by Wegner Ma- 
chinery Corp., Long Island City, N. Y. 


RUDDER POST LEAK 


_— 1S A continual leaking, 
under way, around the rudder post of 
my Friendship sloop. The rudder post 
comes up in a well. Under way, mostly 
under power when the stern settles, 
the condition is worst, and a continual 
trickle runs down each side of my 
shaft log. 
| know that | could replace the rud- 
der post with a bronze shaft with an 
outside and inside stuffing box but 
Wilbur Morse would never forgive me 
for altering his original design. What 
do you think? 
F. P. Smith 
Wethersfield, Conn. 
Fit a sponge rubber collar around 
the rudder post and fasten to the top 
of the well. While this will not com- 
pletely stop the leak it will greatly re- 
duce the amount of water you will 
have to pump. 


PROPELLER PROTECTION 
OPERATE a 27’ boat with dual 125 
hp engines on one of the TVA lakes. 

| have trouble hitting logs in the lake 
and bending propellers and sometimes 
shafts. Would appreciate any help you 
can give me to overcome this trouble. 
J. H. Lawson 
Hendersonville, Tenn. 

The best solution to your problem 

could be the installation of outboard 


(continued on pace 
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TYPE...DEPENDABLE, TOO 
i - 
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Here’s the Sea-Horse for big boats, big 
loads, big water. It’s Johnson’s new 


V-Bomb—the Super Sea-Horse V-75A. 


A new alternator-generator is built 
right in. Charges at all engine speeds, 
even idling. And to further protect 
your battery, there’s a new full con- 
trol voltage regulator. 


Key starting, of course. And even 
surer starting thanks to a new auto- 
matic choke that handles freezing 


— 


~*~ 


and frying temperatures equally well 
Sound-engineered to keep the peace 
that only comes on water. And with 
famous Johnson dependability clear 
through. Remember, only Johnson has 
built well over two million motors. 


Johnson Motors, 1031 Pershing Road, 
Waukegan, Illinois. Division of Out- 
board Marine Corporation. 





When you 
at it this 


CRESTLINER 





Handsomest, livel LTS afloat 
Crestliners for 61 are styled for beauty from the water 
line up. And Crestliner interiors rank in sheer luxury and 
high-fashion design with the finest of fine automobiles 
Smart color harmonies, stunning upholstery materials, 
rich simulated teakwood floors and Tabl-ettes, luxurious 
vinyl sideliners—these are Crestliner achievements that 
outclass anything else in the boating industry. And for 
all their elegance, Crestliner interiors are crafted to 


withstand wear and water through seasons of boating fun 


- fos 
Mae 


Fiying Crest Deluxe ‘17 


1 al (liners for yourself “== rs 
ny vea ore than ever Detlor 11 make ~-> 
? r. CnecrR u nh vour Cre iner deaier 7 
ite G. R. McKenzie. Director of Marketin 
Crestliner, Thompsonrille, Connecticu 


Aluminum « Fiberglass « Royalite Watercraft 


Crestliner it liary of Bigelow-Sanford, Inc., Thompsonville, Conn. « Little Falis, Minn. « Strasburg, Va. « Morrilton, Ark. e Waterloo, Ontario, Canada 





Only Chris-Craft could launch a fleet of boats 
so completely new in styling, so impeccably luxurious 
in interior design as the eighteen new models for 1961. 
Throughout the fleet, Chris-Craft has added many features 
to increase comfort, reduce maintenance, and provide even 


oreater performance. Visit your dealer. 


Chios t+ CT asf f— 


World’s Largest Builders of Motor Boats 


The 21-ft. Continental for 1961 


1960 Chris-Craft Corp. Write for free color literature to Dept. PB Chris-Craft Corporation, Pompano Beach, Florida 
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ITALIAN VIZCAYA, MIAMI 





BUNDY SOO 


a new, versalile outboard from Italy 


(OW WITH 

- All New Chris-Craft Sea Skiffs for 1961 LUXURY TO 
MATCH THEIR 

kN. \ 7 SEAWORTHINESS 





Launched — a totally new concept, the 42-foot Custom Sea Skiff! Never before has a lapstrake boat boasted such daring exterior 


design, such superb interior luxury. Fully carpeted cabin and forward stateroom. Twin engines to 550 hp; speeds to 29 mph. 


1 Sea Skiff 


power options to 185 hp V8. Folding top or hardtop Cabins on Custom 30’, 32’, 36’ cruisers feature full carpeting, 
Other open models available in 18, 20, 27 and 30-foot lengths paneling throughout, dinette with vinyl-fabric upholstery 
Sliding cabin side windows have color-coordinated drapes. 


With the 1961 Sea Skiff fleet, Chris-Craft starts another revolution 


in boating! Traditionally, only those seeking greater seaworthiness 


favored the round-bottom, full-lapstrake Sea Skiff hull. But now, a yA gat PT CO ss = 
in addition to its Standard models, Chris-Craft offers luxurious 

new Custom Sea Skiffs with interior beauty and comfort to delight SEA SHI 

boatsmen and style-conscious women, too! Visit your Sea Skiff 


dealer now and learn how luxurious a full lapstrake boat can be! ; 
For free full color literature, write to Sea Skiff Division, 
Dept. PB, Chris-Craft Corporation, Pompano Beach, Florida 





Skiing is believing! 


rp 


{kiing sensation of Sixty-one! The all-new Dorsett 14’ 
U Ski- Bird —it’s sleek-lined, fast-planing, and the only 


14’ ski-boat with positive mechanical steering available. 


The Ski-Bird is the finest, safest ski-boat you can buy. 
It is very wide at the base of the transom, like all Dorsetts. 
This provides a bottom planing area that is exceptionally 
broad, for a smoother, more stable ride at any speed. At the 
far end of the tow-rope, skiing is really believing! 

But see all the brand new fiberglass Dorsetts for ’6] 
before you choose the one for your family. There are three 
cruisers and eight runabouts, all spacious and comfortable, 
ll brightly new in concept and styling ..a boat for every 
man and his income bracket, for his wife and children and 


high hopes brace ket 


For smoothness, stamina, styling, safety—drive a Dorsett! 


DORSETT MARINE 


FREE CATALOGUE! 

A beautiful collection of color photographs showing the 
new '61 Dorsetts, complete specifications and prices. Just 
mail this coupon. We’ll rush your catalogue to you. 


DORSETT MARINE, Dept. P-2 
1955 Lafayette Street, Santa Clara, California 


Please send me your free catalogue on the ’61 Dorsetts. 


NAME 





ADDRESS 





CITY ZONE___STATE 








Looks better, runs smoother, lasts longer, trades higher, and costs less! 


One look at the new style, spirit, and luxury of the 1961 LEA 0 5 AGAI N 
Cavalier models and you'll think that every one carries 2 y 

a mammoth price tag. But it isn’t so. For nobody can 

match the measure of quality, looks, comfort, power, and sea-worthiness that Cavalier gives you for every 


dollar you spend. Big value is always Cavalier’s top card. And stepping into the V8-powered inboard 


class is just as easy as stepping into your Chris-Craft Cavalier dealer’s showroom. Try it soon and see. 


25 and 30-ft. Custom Cruisers feature deep car- 
peting, fullpaneling, privatelavatory, flushcock- 
pit in mahogany vinyl. 30-ft. interior shown. 


18-ft. Custom Sports Utility. 185-hp V8 engine. Easy to trailer. $3,045; $59 CAVA 
per mo. Other Cavaliers include 21-ft. Sportsman 2-sleeper, and three 25-ft. 


Cruisers: Custom 4-sleeper; Express 4-sleeper; Express 2-sleeper from $89 per 
mo. fully equipped. For free color literature, write Dept. PB, Cavalier Division, Chris-Craft Corporation, Pompano Beach, Fla 


© 1960 Chris-Craft Corp. (FOB prices, specifications and speeds subject to change) 








Hi 


V] a It’s a carnival of fun...the versatile new Del Mar cruiser! Sixteen feet of pure pleasure, perfect 
We 


‘e 


for wonderful weekends of fishing, skiing, or just plain cruising. Expensive? Not at all. Only 


nn} 2 ritime $1695 FO.B. plant. That’s value. Plenty of performance with medium H.P. motors. 


Lots of space, too. You even get two comfortable bunks up 


mardi ras forward for overnight anchoring! Maintenance? 
Practically nil. A 


quick splash of the hose and that lia 


gle aming fiber glass hull is showroom fresh. Glasspar, world’s largest manufacturer 


of fun, has 11 different models from 10’ to 17’. One’s just right for you. See them at 


your nearest Glasspar dealer’s Mardi Gras Boat Show; or write to the division nearest OLYMPIA, WASHINGTON 
SHERMAN, TEXAS 
for a free full color brochure. Come on in...the water’s fun!...in a Glasspar. 


S, VIRGINIA 

















In twenty years of operating fishing boats in Florida and 
Bahama waters, Captain H. T. Rainwater has used many 
different kinds of marine engines — and he’ll take Chris-Craft 
over any of them. “‘They’re dependable,” says Capt. Rainwater, 
‘‘and they’ll stand up under very tough conditions. I’ve found 
Chris-Craft engines to be economical to run, and they ordinarily 
need less service.’’ Chris-Craft Marine Engines are famous for 


steady performance and power, and they’re economical to buy 


and operate. See your dealer, or write for free information. 


Zee a MARINE ENGINE 


New Chris-Craft Model *283”’, 185 hp. V8 uses regular Marine Engine Division, Chris-Craft Corporation, Pompano Beach, Florida 
automotive fuel, delivers the highest horsepower per World's largest builders of Motor Boats 


7 > 7} > —n se oO ro oe ’ , 
pound of any engine in its class, yet it’s lowest in price. © 1961 Chris-Craft Corporation 
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“LIQUID PLASTIC” 


The Marine Miracle 
of the Decade! 


Makes “Paint” Obsolete! 


2 YEAR WATERTIGHT & CORROSION RESISTANT GUARANTEE 





ORDER: BY 


Dries WATERTIGHT in 15 minutes 


You can almost apply it in the rain! 


Now, modern plastic chemistry offers 
you the most watertight, weatherproof 
and elastic finish yet produced. Here, 
at last, is the “Dream Coating” chem- 
ists have struggled to perfect for years. 
So advanced is this remarkable time- 
tested and brilliant coating that it 
makes old fashioned paints and var- 
nishes obsolete. Seals boats in a gleam- 
ing plastic skin. 

Goes on as easily as paint . . . brush 
it, roll it or spray it. Forms a water- 
tight skin in 15 minutes. It actually 
defies aging lasts indefinitely. 
Doesn't crack, peel or chip in 250 de- 
gree heat or Arctic cold. So tough a 
severe wallop will dent rather than 
shatter it. Goes over old paints without 
wooding down. Used by thousands of 
delighted boat owners, U. S. Navy, 
boat builders, etc. 


BUY DIRECT FROM FACTORY 


~ REG. $25 gal. only $17.50 per gal. Quart only $4.95 


Postpaid. Send check or money order today. 
Order Now Money back guarantee 
plasticlear and brilliant white, green, blue, red, gray 


and black Shipped Immediately! 
Write today for your FREE 


literature & color chart! 





HERE'S HOW 


(continued from page 16) 
drive units with your present engines. 
See the engine section of the Buying 
Guide Directory in this issue for a com- 
plete listing of outboard drives. 


SAILING DINGHY 
OULD LIKE TO CONVERT my 
7’ dinghy into a sailer. | know 
there is a formula to find the amount 
of sail that this boat can carry. | 
would like to know where I could ob- 
tain this information or if you 
Also, | would like to know 
if there is a formula for the location of 
the dagger board and the setting of the 
mast. | would like this information for 


a gaff rig sail. 


can 
furnish it. 


[here is no simple formula for de- 
termining sail area, location of dagger 
board and mast location. Sail area may 
be as little as twice the wetted surface 
of the boat or as much as four times. 
Lacking any your boat | 
would guess that the sail area might be 
on the order of 35 to 40 square feet 
The use of a dagger board may intro- 
duce an obstacle in the boat that will 
prove objectionable when the craft is 
used for other than sailing. I would 
Suggest a lee board that is placed on 
craft and can be re- 
moved when it is not required. It elim- 
inates the problems associated with a 
center board trunk. Mast location is 
difficult to determine without a know]- 


details of 


the side of the 


edge of several of the boat’s charac- 
teristics including the center of effort 
of the sail plan. 


BOAT REMODELING 
ILL RAISING THE ROOF of my 


24’ cabin cruiser two feet to full 
headroom of six feet affect the boat’s 
stability? 

Would the addition of a skeg im- 
prove my boat other than protecting 
the propeller? 

The keel has become uneven due to 
improper cradling. What can | do to 
correct this? Would the installation of 
the skeg help to correct this condition? 

James Garron 
Philadeiphia 30, Pa. 

Any increase in the height of your 
boat will have an adverse effect on its 
stability. 

Having no information concerning 
your boat, other than its overall length, 
it is impossible for me to say whether 
it needs a skeg or not. Any added un- 
derwater protrusions increases the re- 
sistance of the boat. 


Save up to 30% 
Enclosed is $ 


l¢ ® 
| S AV- C O T E Please ship the following: (indicate Quantity & Galess 


| 
| CHEMICAL 1Ass. “ ! 
iP. O. BOX 2128—PB °S——— r* os 
1 


If the hooks in the keel have changed 
the lines of the hull it is best to have a 
shipyard determine whether they can 
repair the damage. If it is only the 
keel that is affected the unevenness 
can be overcome by graving in pieces 
of wood or filling the indentations with 
epoxy patching compound. 


NAME 


; ALEXANDRIA, VA. 


! Sav-Cote is a Reg. U.S. 
a Patent Office Trademark 


ADDRESS 
Des 
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| BEFORE YOU BU 
| COMPARES 
PEMBROKE 
FEATURES 



















Yo} m|>) MAHOGANY HULLS FOR 20 YEAR DURA- 
BILITY - SOLID OAK SKEGS FOR PROTECTION 


Before you buy a boat take a good look at the Both the Pembroke ‘24’ and ‘28’ are delivered 
entire hull. Find out exactly what goes into to you completely equipped saving you hun- 
the boat’s construction. When you compare, dreds of dollars in “extra” charges. Full galleys, 
you'll discover that Pembroke rates first in heads and sleeping accommodations for four 
quality materials, fine workmanship and in each model. 


ingenious design. 


Stop in at your authorized Pembroke 
AUTHORIZED PEMBROKE DEALERS dealer for full color brochure and 
MARYLAND _ CENTRAL NEW YORK felsseatseinectaleyen 


t WESTERN NEW YORK 
CONNECTICUT MASSACHUSETTS ge W f 


MICHIGAN 


RHODE ISLAND 
NEW HAMPSHIRE t ter 


NEW JERSEY VERMONT 





VIRG'NIA 


NEW YORK 


=[e7-¥a-s Ty [om Epsom, N. H. 








85 HP. AND 100 HP. SIX-CYLINDER 
Get More Fun INTERCEPTORS FOR OUTDRIVE, 
STANDARD DRIVE, JET DRIVE 


From Your Boat 
with aan. 
INTERCEPTOR a nn 

POWER — Ee Sa a | 


e DEPENDABLE 





135 HP., 150 HP., 170 HP., 185 HP., 
e ECONOMICAL AND 215 HP. V-8 JW7IEFRCEPTORS 
* QUIET DEPENDABLE POWER FOR 85% OF 

ALL INBOARD APPLICATIONS 
«POWERFUL 


Interceptor Marine Engines are designed and en- 
gineered for real dependability. Each component 
is positioned to do the best job in the simplest, 
most direct manner possible. 

Through the extensive use of lightweight alu- 
minum alloys, over 200 lbs. of fuel-robbing dead 
weight has been eliminated from every Interceptor. 
This provides more usable horsepower per pound 
of engine weight, enables you to carry more passen- 
gers with top performance and efficiency. 

Other important engineering features include 
full-flow cooling water for quieter, cooler operation, 
and virtual elimination of annoying exhaust fumes. 


Accessories and inspection points are easily acces- BIG 240 HP. 352 CU. IN. AND NEW 


sible. Design is clean, uncluttered. 


Rugged Interceptor Engines are available in a 260 HP. 390 CU. IN. V-8 INTERCEPTORS 
wide range of power for boats of all sizes. Before FOR CRUISERS AND LARGER BOATS 


you buy a new boat—or repower your present one 

inquire about all of the engines available. Com- 
pare efficiency, weight, dependability, and cost. 
Ask an Interceptor owner what he thinks of his 
engine. He'll give you an enthusiastic story. “‘In- 
terceptor is your best buy!” 











UF Ti Me dal-M eel] olelaMmel-lie)\ Mm iol amiell Mme -te-TiL 
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Interceptor Engines. 
j 


Dearborn Marine Engine Division « Eaton Manufacturing Company 
hway Ma n Heights, Michigan 


tors new Catalog that lists the full line of all 


available for boat { all 





America’s first really modern small engine is now available 
in two options, the 85 hp., 144 cu. in. model and a new 
100 hp., 170 cu. in. model. Now small-boat owners have a 
choice of two modern inboard power plants at a surprisingly 
low cost. Both engines develop high torque in the lower 
r.p.m. ranges providing full, usable propeller thrust quickly 
for fast acceleration and rugged power. 


Interceptor 


























Interceptor 





Constant engineering advancements and innovations have 
kept Interceptor ’way ahead of all competition as the 
leader in modern, dependable, economical marine engines. 
The introduction of a new 150 hp., 256 cu. in. model in- 
creases the already-broad range of Interceptor V-8 power 
available for more than 85% of all inboard applications. 
There is an Interceptor that is ideal for your boating needs, 
for responsive power for skiing, for long cruises or smooth, 
quiet operation when trolling. 


Interceptor 
Interceptor 
Interceptor 
Interceptor 


Interceptor 


The big 240 hp. and 260 hp. Interceptor V-8’s are designed 
for really rugged power and performance. They are sur- 
prisingly economical to operate, too, because dead weight 
has been eliminated for more horsepower per pound of 
engine weight. These big Interceptors have been designed 
for more power, more performance than you’ve ever expe- 
rienced before! New optional 60-amp. alternator available 
to provide full electrical power, even when engine is idling 
or during low-speed operation. 


MODEL HP. CU. IN. DISP. BORE STROKE COMP. RATIO 
Interceptor 240 352 4.05 3.50 86-1 





*Specifications subject to change without notice. 





DEARBORN MARINE ENGINE DIVISION 


EATON MANUFACTURING COMPANY 
Dept.M-2 + 31465 Stephenson Highway. 

Madison Heights, Michigan POWERED 
EXPORT DEPT.— 2111 WOODWARD AVE., DETROIT 1, MICH. 


INTERTEPTOR 





WE 
ARE 
MARINE 
SPECIALISTS 


We like to think that we know more about marine electrical problems than anyone else in the world. Prove it you say... 


Exhibit 1. Autolite Explosion-Proof 
Spark Plugs. Here’s the cheapest 
boat insurance you can buy. A set 
of the special spark plugs that seal 
the spark inside the engine where 
it belongs. Available with resistor 
to cut down on two-way radio inter- 
ference. You can get them at your 
nearest Autolite Marine Dealer’s. 


Exhibit 2. Autolite Outboard Spark 
Plugs. The gold shell tells you they’re 
corrosion resistant. The electrode 
is made of a new, tough alloy to 
resist electrical erosion. The current 
world record for outboards was set 
using these plugs. They're standard 
equipment on America’s finest out- 
board engines. Try them in yours. 


Exhibit 3. Autolite sta-ful Marine 
Batteries. Most skippers find check- 
ing the battery about as pleasant 
as scraping the bottom. Good news. 
This battery has far more extra 
liquid reserve than ordinary marine 
batteries. Needs checking, filling 
only a third as often. Extra good 
news. Each one is popularly priced. 


YOURE ALWAYS RIGHT WITH AUTO LITE +> MARINE ELECTRICAL EQUIPMENT 
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in boat safety and 








trailer dependability... 








Rollaire” Air Cushions with Self- 
Lubricating Nylon Bearings 


Rugged 6” Dana-Loy 
Steel Siderails 


~ Heavy Duty Trailing Arm, 
Shock Absorbers, Turnpike 
Wheels and Axle 


Tapered Roller Bearing 
Hubs with 1-yr. Warranty 


The Hull-Gard Peerless ¢ Model 16012 


A COMPLETE LINE for every budget. Choose from 37 different 
models, lengths and capacities with complete accessories. 


FULL YEAR WARRANTY on all! Hull-Gard parts. (Tires on 
separate warranty.) 


EASY ADJUSTMENT to fit any boat hull or boat up to 20 ft. 


NATIONAL SALES & SERVICE from nationwide Hull-Gard 
representatives and dealers. 


EASY FINANCING through your local Hull-Gard dealer. 


Exclusive Dana-engineered features make the dif- 
ference between an ordinary trailer and one that 
protects your boat. Compare the Hull-Gard, fea- 
ture-for-feature, with any other trailer and you'll 
see why MEN WHO TREASURE THEIR BOATS 
TRAIL WITH A HULL-GARD! 


ASK YOUR HULL-GARD DEALER 
FOR A DEMONSTRATION TODAY... 
FREE CATALOG! 


With colorful photos and 
detailed information on the 
new and complete 1961 
Hul!-Gard line of boat trailers 
and accessories. 

Write today! Dept. 14. 


fh def] 
New More Efficient as 


Durable Baked Epoxy Finish 


Easy, 1-Hand Tilt 
Frame Operation 


Custom engineered—assured reliability by one of Amer- 
ica’s biggest, most experienced automotive and marine 
manufacturers. 


Incorporates more exclusive features—provides more hull 
protection than any other trailer. 


Designed by the industry's severest critics: boat builders, 
boat and trailer dealers. 


Built for year-round utility—a camp sleeper or hauler for 
luggage, dozens of other items. 


More automatically adjusts to fit any boat hull: outboards, 
sailboats, catamarans and inboards. 


Pre-tested and proved in 500,000 test miles, 10,000 
launching cycles, and on the industry's only scientific 
torture-testing apparatus. 


Far surpasses all 0.B.C. minimum standards with more 
quality and value per dollar investment than ever 
before offered ' 


aie i 
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Cruisers x 


PARISH PRESSED STEEL, DIVISION OF DANA CORPORATION, Reading, Pa. 
Distributed in Canada by Hayes Steel Products, Ltd., Merritton, Ontario. 





Manual Gear with water- 


specifications. jacketed reduction. 


Serving the Marine industry exclusively for over fifty yéars 
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Manual and Hydraulic 
Transmissions 


Reverse and 


... there’s f Sragon 


with world-wide service 








PARAGON GEAR WORKS, inc. 


TAUNTON, MASS. 


World's largest manufacturer 
of Marine transmissions 


2» 
~ 


Manual Gear with low vol-  ™~ H Series Hydraulic 
ume reduction housing. oath Gear with V-Drive, 


FEBRUARY, 





HMS 
BOUNTY 


Bligh and Christian 
again cruise the 
South Seas in 

this ghost out 

of the past 


—- TED LAST FALL and now 
cruising the waters off Tahiti, the 
replica of the Bounty is probably the 

last square-rigged ship of her type ever 

to be built and her launching closes an 

other era in maritime history. She is 
owned by Metro Goldwyn Maver and 
will be used in the filming of the new 

Vutiny On The Bounty. The 108-foot 

vessel was built by Smith & Rhuland 

Lmt., of Lunenburg, Nova Scotia, from 

the famous Bluenose was 

he new Bounty has a beam 

inches. The original ship 

overall and had a 24 foot 

beam. The replica cost an estimated 


$500.000 to build 


A 
(continued on page 36) mnt 


¢ awe 
4 portion of the Bounty’s 10,000 square feet of sail is set in this 
picture taken during her trials off Nova Scotia. Her hull is royal 
blue and golden yellow on the waterline. She has a bronze bottom. 


This is the view Captain Bligh and his 18 loyal crewmen had An emphasis on strength is apparent in this picture. She 
when set adrift off Torfua. His 3,618 mile passage in the has a 13 by 17! inch keelson with 9 by 12 inch Douglas fir 
longboat is one of the greatest feats of seamanship in beams. Frames are two-sections of 5' inch sided timber 
the history of small boat navigation. bolted together to provide added stiffening. 
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SPEEDSPORT 
WINDSHIELD 
Exciting racian design 

in compound curved 
Plexiglas complemented 
by Heavy Aluminum Trim. 
From $57.95. 


BOARDING 
LADDERS 

Top Quality — New Low 
Prices. 2, 3, or 4 step 
models. All models fold 
compactly for easy and 
convenient storage 
From $8.75 


SPORTSPOTS 
360° rotation — full 
vertical movement — 
powerful sealed beam 
head removes for 
portable hand-use 
Deckhand model only 
$16.95 


SEARAMA 
MIRROR 

Extra large chrome head 
for 170° rear vision. A 
must for safe water 
skiing. Adjusts easily, 
stays in position 

Only $4.95 


CHART LITER 

An automatic cigarette 
lighter that doubles as a 
handy cockpit light 
Complete with chrome 
dashboard mounting 
plate. Only $5.95 


LINE RELEASE 

A must for Safe Skiing 
—a flick of the finger 
releases tow line. Also 
remote control model for 
easy mooring. Triple 
Chrome. $6.95 


SKI-LON 

SKI HITCH 

A must for safer skiing. 
Vinyl coated columns 
Sweeping design places 
tow line in convenient 
position — keeps rope 
well above water. $24.95 


SPORTSCHAIR 
Constructed of sturdy 
aluminum and heavy- 
duty weather-resistant 
canvas. Ideal for boat, 

beach or home use. 

Only $8.95 


NYLON 
PENNANTS 

New rake design enables 
flag to fly properly on 
Straight or slanted pole 
Perma-Print dyed in 
sparkling colors 

$1.35 each. 
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HOLIDAY CONVERTIBLE=Safety Glass or Plexiglas ...Windshield coupled with 
dashing Holiday BoaTop. Complete with patented Top Lok fasteners. From $94.45. 





Below decks—deep freezes and air conditioning .. . 


The Bounty has a 65 foot mainmast and a 64 
foot foremast. A 35 foot stack in the mizzen 
mast acts as an exhaust pipe for the diesel 
engines. Lower yards measure 73 feet. 


The bowsprit is carefully set in place. A plastic 
figurehead of a woman wearing riding habit with 
long skirt and cock hat rides 14 feet from the 
bow. Carvings on the bulwarks are also plastic. 


Below the waterline are items that would be new to Captain An estimated 400,000 board feet of wood was used in 
Bligh. Twin propellers are driven by two 320 horsepower her construction. Although modern tools help speed 
Caterpillar diesels. Outside planking is 3'/> inch oak the work, experts in the use of the adze and broad axe 
fastened with 14 inch hackmatack treenails. were called in to trim the planking and fashion the masts. 
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Set Your Course... /or More Boating Pleacure 


Sudbury Gives You More Comfort and Safety Afloat 


HETHER yov’re a do-it-yourself fitter-outer or have your boatyard do it, 

here are timely suggestions to make your cabin more comfortable, your 
power plant more dependable, give topsides added beauty and all-season pro- 
tection. Have your Aqua-Clear Feeder, Sky-Vent and Vapor-Proof Switches 
installed this winter, all ready to go at fitting-out time. 


Sudbury inventive genius has blazed 
new trails in solving age-old problems 
of yachtsmen. You know boating en- 
thusiasts who now praise Sudbury 
Marine Specialties. Follow their ex- 
ample;enjoy greater boating pleasure! 


3 


Automatic 


BILGE CLEANER 


No more scrubbing and scrap- 
ing. Let the roll of the boat do 
the work! Mixes floating gas 
and oil with the water so it’s all 
pumped out—avoid risk of ex- 
plosion. Harmless to paint, fit- 
tings,caulking,even your hands, 
Gets the grease and scum; save 
time and hard work. Exclusive 
deodorizing additive ends all 
bilge odors, even diesel. Once 
a week use 10¢ worth for each 
30 ft. of length, and the bilge 
will be always sweet and clean. 
In rustproof plastic container, 
re-usable for flour, sugar, etc. 

Qt. $1.98, Gal. $7.50 


Liquid 
AQUA-CLEAR 


Rusty water is distasteful and 
irritating. Liquid Aqua-Clear 
keeps all drinking watercrystal 
clear,evenin rusty tanks. Makes 

rusty tanks last years longer; 
keeps new ones from rusting. 
Potable,non-toxic,colorless and 
odorless. Add only 1 oz. to each 
100 gal. of water. In unbreakable 
plastic bottle, re-usable in the 
galley. Pt. $1.98, Qt. $3.50 
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Paint 

Why let troublesome bottom 
fouling slow down your boat? 
Why let borers honeycomb the 
vital bottom planking? With 365 
Bottom Paint, there’s no need 
to take this risk. 
Guaranteed to prevent marine 
growth for 365 days—a full year! 
The only bottom paint with a 365 
day guarantee printed on every 
can. No more mid-season haul- 
out—saves time,expense. Can be 
applied over old paint (except 
vinyl). Most economical to use. 
Gal. to 350 sq. ft. Dark Maroon. 

Qt. $9.95, Gal. $35.90 


AQUA-CLEAR Feeders 


Prevent All Rust and Corrosion 
In Your Cooling System 


Doubles the Life of Marine Engines! Makes all 
water entering the cooling system non-corro- 
sive, improves heat transfer. Protect water 
pump, manifolds, cylinder heads and blocks... 
every metal part from seacock to exhaust. 
Prevents all rust and corrosion. Makes old en- 
gines last years longer, run better; keeps new 
engines from ever rusting. 

No moving parts to wear out, no heat ex- 
changer,noextra pumps or complicated piping. 
Simple and easy to install between seacock and 
water pump. Better and cheaper than closed 
cooling—over 50,000 now in use. 


Clear, rugged Lucite construction with water 
circulation always visible. Patented new deLuxe 
models have sediment traps for easy removal of 
silt, and removable crystal cartridge for end-of- 
season cleaning of crystals. 
The Cost Is Unbelievably Low— 
See Coupon Below For Sizes And Prices, 


AQUA-CLEAR CRYSTALS 


Aqua-Clear Feeder Owners—Be sure to use genuine 
Aqua-Clear Crystals to replenish the supply in your 
Feeder—keep your Sudbury Guarantee Protection. 


1 lb. $2.50, 10 lbs. $20.00 





Sudbury Transparent 


SKY-VENT 


Have acool, airy, comfortable 

cabin allsummer—puta paten- 

tedSky-Ventonnowtoprevent 

dry rot. Keeps out all rain and 

spray—circulates fresh air, ad- 

mits daylight, even with the 

hatches closed. You can leave 

the boat closed up for weeks, 

yet come back to find it free 

from dank, musty air, mildew, 

sweating. Hurricane tested. 

Sleek design harmonizes with 

the lines of any boat. Non- fouling, non-magnetic. Easily mountedon 
deck, hatch or cabin top. Transparent orincolors. 9-in.dome $34.95, 
12-in. $59.95, 18-in. $89.95. (Double-Action Model $10 extra). 


VAPOR-PROOF SWITCHES 


Prevent Explosion from Open Switches! Multiple pole 
switch gives selective control of one, two or more 
batteries in starting or recharging while underway. 
Single pole for radio, pump, lighting or other circuits. 
Switch hermetically sealed in non-magnetic Bakelite. 
Both switches, 300 Amp. at 6 volts. Needed on every boat—Safety 
Authority Approved! Multiple Pole $17.95—Single Pole $7.95 


If items you want are not now on display at your dealer's, you may order direct on Coupon below, 
Ge ee ee 
i SUDBURY LABORATORY, Box 1301, Sudbury, Mass. 
1 Please Send me the Sudbury Marine Specialties Circled Below. I enclose $ 


AQUA-CLEAR FEEDERS . Automatic BILGE CLEANER VAPOR-PROOF SWITCHES 
i 9.9 


Sold an" Installed by Leading 
Boatyards, Marinas, Supply Stores 
Prices Slightly Higher West of the Rockies 


VISIT US 
At The 


Model A—20 to 74 hp. Quart $1.98 Gallon $7.50 Multiple $17.95 Single $7.95 
Model B-75 to 145 hp. LIQUID AQUA-CLEAR Pint $1.98 Lifetime BOAT FENDERS 
sep ebuxe $64.95 suock CORD... % in. @ 62c ft, Small $1.98 Large $4.95 
Model C—150 to 250 hp. ... .$89.95 1) i.'@ $1.07 ft. % in. @ $1.51 ft. Lifetime GUN’L GARD 
deLuxe $99.95 365 BOTTOM PAINT Gt.....ft.@98e Reg.....ft.@59e 
AQUA-CLEAR Crystals. ibs. @ $2.50 Quart $9.95 Gallon $35.90 THROTTLE & CHOKE CONTROLS 
SKY-VENTS SAV-A-TANK CARTRIDGE .... $3.00 7-ft.$5.50 10-ft. $6.10 15-ft. $7.10 
9in. $34.95 12”$59.95 18 SAFETY CABIN HEATER. . ...$24.95 TRANSPARENT BOAT ..... $249.95 
(Double-Action Mode! Hi-Heet Fuel, Large Can....50c (Plus crating and shipping) 


January 11-22 


Sudbury irl 


Name 

Box 1301, Sudbury, Mass. pa 
Regional Representatives 3 [ 
Throughout the U.S. & Around the World [bey ms mn om 


FEBRUARY, 1961 


"$89.95 


, add $10.00) 


City 
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} Send Sudbury Brochures describing entire line of Sudbury a P seiieai 
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Pee] PAR MARINE NECESSITIES ... First in EFFICIENCY 


NEW — THE HIGH CAPACITY MARINE VENTILATOR THAT “weisece 5) 
th a ed 


>) _...AND OUTPERFORMS 
by ‘' ALL OTHER 
BLOWERS 


THE BREEZIEST BLOWER IN ANY BOAT @ Quietness and efficiency are inherent in 
the design and construction of BREEZIE BLOWERS 
Breezie's CAST FIBERGLASS HOUSING is sound deadening, vibration damping, 
trically safe under all conditions and practically indestructible 
Breezie's NEW TYPE TURBINE is a one-piece unit molded of Delrin, a new DuPont 
plastic of outstanding strength and dimensional stability. The Breezie turbine will always * y EXHAUSTS 
remain in balance; its blades cannot bend, vibrate or “zing” like metal blades. - i 2 
: i fumes, heat, 
No. 4710 e@ 23” intake, 2%” outlet. Actual capacity 140 C.F.M.* $20.00 js , state Pathe odors 
\ from engine room, 
No. 4739 e Equal to other 4” blowers. Same dimensions as above but bilges, galley 


more powerful motor provides actual capacity of 180 C.F.M.* $27.50 : and lavatory. 


Prices are for 6, 12, or 32 volt D.C., 110 A.C. available at extra charge. CIRCULATES fresh air 
"Independent testing laboratory figures; copy of report sent on request. through cabin, quietly! 


Replace your slow-acting, unreliable bilge pump with this POSITIVE SUCTION, 
HIGH-AND-DRY PUMP that literally “vacuums” out all the water! 


"SEA GULP” ELECTRIC BOAT PUMP ep 


No. 4600 e Ten honest gallons per minute through 1” I.D. line at 3-foot head. 


Not built to meet a price, but deliberately created to deliver the performance other pumps claim. $75.00 
This is the pump that will do its job EFFICIENTLY, QUIETLY, DEPENDABLY 6, 12 or 32 
—with minimum attention—FOR THE LIFE OF YOUR BOAT. volt D.C., 


“SEA GULP"’ GETS YOUR BOAT REALLY DRY ® Par's MOUNT HIGH AND DRY, OUT OF THE BILGES @ “Sea 
“1000 Plus” Diaphragm gives true dry-sump suction— Gulp” is never in or near water. Locate it wherever con- 
leaves no standing water in bilges. Immediate dry venient, connect remote bilge intake. Always electrically 
suction lift up to 16 feet. No priming, ever! safe, free from corrosion, readily accessible. 


RUNNING DRY CAN'T HURT THIS PUMP ®@ "Sea Gulp” NEVER A CLOGGING PROBLEM @ “Sea Gulp” will 
has no piston, no whirling impeller, no water seals or pass bilge debris that could ruin other pumps—needs 
shaft packings to wear, burn out or leak. So friction-free no fine mesh intake. The only servicing needed is 
it can run dry for hours without harm occasional cleaning of valves, accomplished in minutes. 


Pump and Water Line ACCESSORIES 


: — BILGE STRAINERS 
t =e ig Molded neoprene; no metal 
screen to accumulate debris. 
Foot valve retains water in 
line for centrifugal and other 


Assure a dry boat at all times. “Y" Valve connects your Right Angle or Straight non-self priming pumps. 


ome rey ies sie e oe aft in motor boats, Yo"—No. A-3733, R.A., $1.70 No. A-3688, Str., $1.10 
SS Sere eee — 4 “4 Yq"—No. B-3988, R.A., 2.25 No. B-3990, Str., 1.75 

JUST FLIP THE LEVER 1” —No. B-3744, R.A., 3.00 No. A-3746, Str., 2.00 
to switch to either intake without stopping the pump! 1%""—No. B-4028, R.A., 4.00 No. A-3974, Str., 3.50 





nec e t m 
(<a os Aeon anal owe tallies PAR, world’s largest manufacturer 
4 Use with electric or hand pumps. of HAND PUMPS, makes a 
» cid No. 4171 e List $7.00 complete line of super efficient 
on 1%" pump connection; 1%" inlets Bilge and Marine Utility Pumps... 


ona 7) eee a A PUMP FOR EVERY PURPOSE 


pump connection; inlets 


No. 4169 . List $6.50 IN EVERY SIZE AND TYPE OF BOAT! 


1” pump nection; ¥%,”" inlets 


For specific information or catalog, write: 


ET ELT eee a et ee PETERS AND RUSSELL, INC. 
washdown. Make your bilge pump drain showers, do other extra duties. 517 W. Liberty Street, Springfield, Ohio 





POPULAR BOATING 








IN ANY PAR PRODUCT, YOU GET 
THE PERFORMANCE YOU PAY FOR 


Saka 9* tee 


~.. First in DEPENDABILITY 


ARE YOU TIRED OF FAUCETS THAT TRICKLE... SHOWERS THAT DRIBBLE? 
REPLACE YOUR OLD, NOISY SYSTEM IN A JIFFY WITH PAR... 


“PRESSURE MASTER” WATER SYSTEM | 


The complete, compact, self-contained unit that delivers “home pressure” 
ani setae running water... at sensible cost and with simplest installation. 
DEPENDABLE Completely automatic. Needs no pressure tank, no special fittings— 
Quit uses standard household faucets. Delivers full flow the instant a 
faucet is opened, supplies TWO OR MORE OUTLETS AT SAME 
TIME WITH 15 TO 50 P.S.Il. WORKING PRESSURE. 





The quietest, smoothest running, most dependable water Nig, 4850 with dry-tank shut-off «+ + $120.00 
system at any price. Install in any convenient place in 
the boot, remote from and as far above or below the No. 4800 without dry-tank shut-off « $102.00 
fresh water tank as required. Its frictionless, positive ee sail dace: iemaeeeaiinagaed sacs he - armani 4 
displacement pump will lift water 10 feet above the 


level in the tank. Prices are for 6, 12, 32 volt D.C., 110 volt A.C. extra cost. 


Ly ghee Sa og 


TR NE OE SS LG ‘ay 
Bh a ae elie ae ae 8 “ah te 
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MOORING MAGIC BOAT BUMPERS 


VI) PAR-AIR Boat Bumpers cre called “Mooring Magic’ because of the 
! \ \ speed with which they can be rigged to meet all dock, weather and 
ety tide conditions, WITHOUT RE-TYING. The line slides freely THROUGH 


the fenders (not tied on) so they can be hung vertically or horizontally, 
in pairs or combinations, on a single line. Par-Air Bumpers are white, 
soft as a toy balloon but tough as a truck tire, and very buoyant. 
Resiliency can be regulated with the Par-Air inflation pump included 
FREE when Bumpers are purchased in sets: 


SIZE FOR SIZE, 
PAR-AIR BUMPERS 
ARE YOUR BEST BUY 


~" A of length of 
ae other fenders is J23 - 4444 


e 4” 12” (equal to other 18” fenders) $21.00 Set of 4 
wasted in cheeks . 4446 @ P 

o 

e 


” (equal to other 24” fenders) 31.00 Set of 4 
” (equal to other 30” fenders) 29.00 Set of 2 
10” ” (unequalled by ANY other) 55.00 Set of 2 


- 4448 


EVERY INCH OF 
VP) PAR-AIR BUMPERS Pisscg 


IS WORKING FACE Par-Air Bumpers are also available in HI-GLO Fluorescent Fire Orange 


Secure, hold up, lash down, anything on a boat! 


“5 Skipper Hitch 


The SNAP-ON FASTENERS that S-T-R-E-T-C-H 
Sturdy elastic straps with stainless steel clips permonently 
molded into each end. Keep all movable equipment 
handy but safely lashed down; in cabin or cockpit or 
on deck 


macic Par blears 


MOST VERSATILE 
OF ANY 
DECK FITTING 


ee 


FEBRUARY, 


DON’T TIE KNOTS! ParCleats 
hold fenders and spring lines with 
just a twist of the line—a quick 
loop secures it, a pull on the 
free end of the line releases it 

Handsome, streamlined, 
formed of solid brass, bright 
chrome plated. Packaged in 
pairs (port and starboard), two 


sizes: 
3-inch, No. 4575 
$2.50 per pair 


4-inch, No. 4577 
$4.50 per pair 


10” size, No. 4611 @ $2.25 per package of Four 
18” size, No. 4616 @ $1.50 per package of Two 


Skipper Clips 


Secure flags, boat covers, weather canvas, cabin curtains. Snap into 
grommets—no tying—can't work loose or blow away. Self-tapping 
screw eyes go into wood, metal, plastic, fiberglass. 


No. 4560 ® Packet of four Skipper Clips, only 69¢ 


Perers Ano RUSSELL, INC. 
517 W. LIBERTY STREET, SPRINGFIELD, OHIO 


DON'T FOOL 


WITH KNOTS — 
STAINLESS 
FASTEN WITH... pose 


* os 





New Boating 
Accessories 


by Ts, . 


AT BETTER STORES | EVERYWHERE 


MARINER 


Barometer and Clock. Two beautifully 
made matching companions. Heavy 
chrome plated cases. Permanent 
flange for bulkhead mounting in 
cluded. BAROMETER has fully com- 
pensated English movement, 4” range 
Overall diameter 5-1/16”, depth 2” 
Mailing Container $14.50. CLOCK’S 8 
day, 7-jewel Swiss movement ensures 
perfect time. Mailing Container $33.50 
Mahogany DESK MOUNT enables 
these fine instruments to be used in 
office or home during off-season 
months. Mailing Container $7.95 


nay 
of Yo ; 
a = , 
CONSTELLATION CONSTITUTION 
Ship's Beli Clock and Barometer 
Handsome, authentic, ship's bell 8-day 
CLOCK strikes proper number of bells 
every half hour Massive brass case 
» chrome finish Precision jeweled 
movement Overall diameter 7%” 
jepth 3% Mailing Container 
$60 00 Fully compensated BAROME 
TER is perfect mate to clock in size 
weight and choice of finishes. Mailing 
Container $35 OC 


TRITON 
7X, 35 


Swift's most popular general purpose 
binocular. Bright image. wide field 
and lightweight. Fast. center focusing 
Sealed against moisture and dust 
Removable eye-cups. Ve-coated optics 
Deiuxe plush-iined case and straps 
imported Gift boxed . « $48.50 


SKIPPER 
7X, 50 


For small craft sailors or fleet 
admirals, this is the classic marine 
binocular. Rugged. powerful, with tre 
mendous optical efficiency for night 
use. Wide field, center focus, Ve-coated 
optics. Deluxe plush-lined case. Gift 
boxed $62.00 


* Add 10% F.E.T 


SWIFT INSTRUMENTS, INC. 


Dept PB 


BOSTON 25, MASS 


BOAT CLUB BEACONS 


BOAT SECURITY PROGRAM 
OUTLINED BY N. Y. POLICE 


ILFERAGE AND VANDALISM 

in waterfront areas has prompted 
the New York City Police Depart- 
ment’s Riverfront Squad to issue the 
following suggestions: 

1. Store detachable equipment in 
lockers when boat is not in use. 

2. Do not leave valuable property 
such as radios, binoculars, clocks, and 
cameras aboard when boat is unat- 
tended. 

3. Obtain descriptions of unau- 
thorized persons and boats loitering in 
the vicinity of docks and moorings. 
They may be intent on larceny then or 
later 

4. Obtain descriptions and other 
identification of persons seeking to 
dispose of marine equipment at less 
than the reasonable market value 

5. Place a secret mark on your 
boat, motor, and equipment to enable 
future identification, if property is lost 
or stolen 

6. Record the serial numbers on 
any of your valuable marine equip- 
ment 

7. Use locks and chains to secure 
motors to boats. 

8. Report immediately vandalism 
and pilferage to local enforcement au- 
thorities 

9. Appoint a security committee 
from your club membership, espe- 
cially if the club adjoins public recrea- 
tion areas, for observation and patrol 
work. This committee should not take 
direct action but report unusual inci- 
dents to local authorities. 

10. Familiarize yourself with the 
proper waterfront security enforce- 
ment agency. Many police depart- 
ments have special squads for water- 
front work. 


SECTIONAL CHAMPIONSHIPS 
ANNOUNCED IN PREDICTED 
LOG CRUISER CONTESTS 


REDICTED LOG CONTESTS 

sponsored by the American Power 
Boat Association had a number of out- 
standing boatmen vying for regional 
honors last year. Here are the final 
results: 


NORTH 
Herbert Roy of Detroit, Mich. navi- 
gated his cruiser to top score in the 
Great Lakes region 


EAST 
Elias Kalil of Manhasset, Long Island, 
N. Y., not only took his region, but 
also captured the national trophy. 


SOUTH 
Austin M. Proud of Coral Gables 
gathered the greatest number of points 
to win in the Gulf of Mexico area. 


WEST 
Mannie Shansby of the Southern Cali- 
fornia Cruiser Association was award- 
ed the championship for the western 
region. 

Martini & Rossi plaques were 
awarded to the regional winners, and 
a perpetual trophy went to the national 
champion. 


CUP PREPARATIONS 


ICKFORD SHIPYARD, located 
in Wickford, R. I., on the west 
shore of Narragansett Bay, is report- 


edly being considered as a base of 
operations for future America’s Cup 
challengers. 





COAST GUARD 
AUXILIARY NOTICES 











b geretet aes are flocking to con- 
vention halls, armories, and audi- 
toriums throughout the nation to see 
what is new for 1961, and the boat 
shows should offer the Auxiliary an 
excellent means of displaying their 
wares too—safe boating. As reported 
by Under The Blue Ensign, there have 
been several creditable displays pre- 
pared by flotillas. They suggest mem- 
bers keep in mind that these can be 
entered in the national exhibit com- 
petition to be held at the Auxiliary 
National Conference, May 3-6, 1961 
in Dallas, Texas. 


FLYING DUTCHMAN 
CHAMPIONSHIPS 


IDWINTER CHAMPIONSHIPS 
for the Flying Dutchman Class 
will be held at the Davis Island Yacht 


BEACONS continued on page 46 
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AR look in boating 


came with the Triumph 29' 
Express Cruiser and |8' Sports 
Runabout; and now America’s 
Prestige Line includes 4 other 
models that give the beauty 
and durability of Fiberglass, 
Teak and Formica. A Triumph aan 
— in any size or type — has no 

equal in styling, performance 

and quality of construction. 


— 


TRIUMPH 





At the New York Boat Show, see the 





29’ Express Cruiser on the Second 
Fioor and the 18’ Sports Runabout on 


the Fourth Fioor. All models will be 


MARINE DIVISION OF TRIUMPH STORECRAFTERS CORP. 


displayed in the Los Angeles, Chicago, 


3000 YELLOWSTONE! P.O. BOX 14368 - HOUSTON, TEXAS Miami and San Francisco Shows. 
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Flashes to peak acceleration in split seconds! 





Get away and go! Feel the shivery magic of 





skis underfoot . .. the easy, pull-up power of a 
Scott under way. Feel the breeze, the spray, the 
delicious excitement yourself! Ski with Scott! 
Sports car getaway pops you up fast, easy! No 
mushing through the water to wobble and spill! 
Scott’s exclusive bore /stroke ratio is the secret. 
Large-bore cylinders develop high hp at low 
rpm. Short-stroke pistons let engine rev up 
quicker, build thrust in split seconds! 

Super-smooth power keeps ski-ropes taut. No 
slack, no jerk. You get better fuel distribution 
at all speeds due to Scott’s exclusive design 


that gives you a carburetor for each cylinder! 
Up to 33% fuel savings over previous carbure- 


Now sparked by McCulloch engineering... 


tion systems. Efficient Scott fixed-jet carburetors 
eliminate gas-wasting guesswork in adjusting 
high speed needle valves. 


Speed with ease! Scott’s exclusive Aqua-blade 





lower unit is the reason why. Hydrodynamically 
designed for speed and lowest possible drag 
resistance! Offset 2° to counteract torque, it 
makes holding a course up to 7 times as easy! 


Extra features, too... at no extra cost: Like 





a built-in generator! And Bail-a-matic that 
automatically keeps your boat dry! See all 6 
great new Skiing Scotts from 27.7 to 75.2 hp! 
See the revolutionary 7.5 hp, 40-lb., ¢—~—->> 
|| Under Outboard 
30” Fishing Scott, too! Visit your || ytrow putts 
nearby Scott Dealer... Wan 


M 


SCOTTS GOT IT! 


[= 





Could Your Boat 
Stand This Punishment? 


Few boats can take this beating. But Arkansas Travelers can! 


Arkansas Traveler has brought to boating unexcelled facilities for 
research that leads to better, stronger, safer boats. In our modern 
laboratories, special machines created the service loads and emergency 
conditions encountered in boating. With these machines, log jumping 
tests—such as pictured above—are duplicated far beyond the endurance 
of test drivers. Because we Know the reaction of materials, the effect of 
different designs, the capabilities of various construction, Arkansas 
Traveler hulls survive torture tests that cause quick failure in leading 
competitive hulls. 


This research is not confined to fiber glass. It has resulted in stronger 
aluminum hulls as well. Upholsteries, finishes, hardware, lights also 
come under scrutiny by our laboratories to determine which are best 


for weather resistance, wearability, dependability. 


For pre-proved quality—in either fiber glass or aluminum—Go Traveler! 
24 sparkling models for 1961! See them at your Traveler dealer's. 


FREE: Send for your copy of the new 1961 Arkansas Traveler catalog. 


DEALERS: Write us about open territories, 


Advanced structural testing equipment 
exaggerates the pounding suffered by a boat 


driven hard in rough water. Flexed with a 
ALUMINUM & FIBER GLASS BOATS 3-ton force, other well known boats fail in 


25,000 cycles or less... Arkansas Traveler 
boats go strong after 250,000 cycles! 





TRAVELER MANUFACTURING CO. % division of STANRAY CORPORATION 


LITTLE ROCK, ARKANSAS «+ ADAMS, WISCONSIN « AMSTERDAM, NEW YORK + STOCKTON, CALIFORNIA 
In Canada: TRAVELER MANUFACTURING CO., LTD., PETERBOROUGH, ONTARIO, CANADA 
Address correspondence to Traveler Manufacturing Co., 2065-2 East 1 4th St., Little Rock, Ark. 











a show of hands for MORSE single lever controls 


Two unretouched, time-exposure photos dramatically show 
the hand movements required to manipulate outboard motor 
controls when docking. Compare the smooth, simple arc of 
light that traces the hand movements with the Morse Single 
Lever Control (left) and the complicated, fuss-and-fumble 
movements required with old-fashioned, two lever controls 
(right). As natural as a reflex, you simply move the Morse 
single lever ahead to go forward, pull it back to reverse. 
Nothing could be easier. Nothing could be safer. Ask your 
marine dealer to install a Morse Single Lever Control on 
your cruiser or outboard. There’s a model for any brand of 
motor, any make of boat. 


FREE! ILLUSTRATED BOOKLET—Check and mail coupon today for authentic, 
easy-to-read, generously illustrated booklet. It tells what you should 
know about boat handling, rules of the road, equipment, etc. Yours 
for the asking. 


MIORSE: 


INSTRUMENT CO. 
8 Clinton Street Hudson, Ohio 


[] Send me the free boating safety booklet— 


Guide to Successful Boat Handling.’ 


Name___ 
Address___ 


City__. 





Vitick, Commodore; William May, 
Leonard Allen, 


tion arises as to whether or not the 
directors 


BEACONS continued 
educational efforts can be increased 
Club, Tampa, Fla. February 15 to 18. enough to keep up with the large 
For the 1964 Olympics, the Flying numbers of people who need this type 
Dutchman has once again been se- of instruction. The answer can only be 
lected as the two-man- centerboard found in the continued effort of the 
USPS to bring a nautical education to 


boat 
all boatmen 


Vice-Commodore; 
Rear-Commodore; and new 
are Harry Ranspach, William Evison, 
Paul Dunn, and Stanley Baker. 


Hurricane Donna hit Florida hard aa 
last year, especially Marathon. Fort 
UNITED STATES POWER Lauderdale Squadron and its members, 

R saved from the wrath of the hurricane, 
SQUADRON REPO T sent almost $1,000 to help Marathon 


Squadron and the local residents who 








B’ TWEEN AKRON AND 
YOUNGSTOWN, OHIO, the 
suffered severe damage. Berlin Lake Yacht Club is sponsoring 

a new fleet of Flying Scots, and has 
received Fleet Charter Number 19 
from the Flying Scot Sailing Associa- 
tion. Plans are already underway for 
a mid-July regatta for the speedy 19 





EPORTS on Piloting Class regis- 
trations are still coming in for last MICHIGAN CLUB 
ELECTS OFFICERS 


vear. The volume indicates the 1960 


61 educational season should reach a 
total of more. With this ORD YACHT CLUB of Grosse, Ile, 
George J. centerboard sloops. 


steadily increasing number, the ques- 


SUO.U00 OF 
Michigan has elected 


Quality SO-LITE aluminum boats 
designed and priced for discriminating 
fishermen who demand top boating 
comfort, convenience, safety and 
performance at the lowest possible price! 


} 
1 








Marine hardware and ,* ARNO-LITE, 


fittings—unmatched « the latest in 

quality and priced .* remote control 

with the lowest! * marine spotlights, 

* created especially for 

. outboard runabouts 

7. ind cruisers. Carefully 
engineered to offer boat 
owners the finest possible 

marine light at a budget price! 


The new, popular 


ationing family . 
every sportsman - 

. 
in the 


every vac 


who en joys living 
out-of-doors! 





Foresight on the part of the boat owner 
might have prevented the above scene 
of a U. S. Coast Guard picket boat tow- 
ing a disabled cabin cruiser to safety. 
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AMERICAN EXPLORER 
BOAT TRAILERS in all popular 
sizes soundly engineered, 
competitively priced, and with 
juality features including 


is Arno-flex suspension. 





exclusive ¢ 
famo 


The leader in quality 
marine lights tor over a 

quarter ot a century . 

ear FAVORITES 


remote and « ct control 


WITH SPORTSMEN EVERYWHERE! 


The Arnolt name has always been associated with quality — 
that’s why “all six’? Arnolt marine products have fast be- 
come favorites of men who enjoy outdoor recreation. For 
any of the Arnolt 


plus features, plus values. ..compare 


products and you'll be convinced! 


INDIANA 











a 


MARINE DIVISION, ARNOLT CORPORATION, WARSAW, 
POPULAR BOATING 


46 





”* 


foryour 20’ to 32‘ pleasure craft 


24’ runabout powered by 135 h.p., 4 cyl. PaH “V" Marine Diesel turning 13x15” propeller through 1:1 Vee drive at 2800 r.p.m. operation 


Run For An Hour On Only 2 to 3 Gallons Of Low-Cost 
* Diesel Fuel 

Protect Your Family—Minimize Explosion And Fire 
*« Hazard 


Reduce Maintenance Time And Costs With Simplified 
* P&H Diesel Design 


Here is an exciting, new engine for pleasure boating. It’s the 4 cyl. 
P&H Diesel—the first ““V” type marine diesel of lightweight aluminum 
design (780 lbs 

A highly responsive engine, it offers you the ultimate in performance, 
compactness, fuel economy and ease of maintenance. It reduces insur- 
ance costs, too, because diesel fuel is safer than gasoline. 

Dependable 135 h.p. at 2800 r.p.m. makes this 4 cyl. PeH “V” 
Marine Diesel ideally suited for powering 20’ to 32’ runabouts and up 
to 40’ twin engine cruisers. 

You'll want to carefully weigh the many advantages of P&H Diesel 
power before you repower or plan your new boat. Write for complete 
information. 


HARNISCHFEGER 


Diesel Engine Division—Crystal Lake, Ill. - Se 


FEBRUARY, 1961 


Installation of Model V-463 M PaH Diesel equipped with 
heat exchanger cooling, sea water pump, water cooled 
exhaust manifold, flexible marine mounts and connected 
to Warner 1:1 hydraulic marine gear. 


PaH Diesel Engine Plant at Crystal Lake, Illinois. One 
of the most modern diesel engine factories in the world 
with its facilities devoted exclusively to the design and 
production of diesel engines. 
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michigan announces 


-Prop-rider 


A "'HOT'’ PROP FOR SUPER-SPEED OUTBOARDERS! 


A new prop specifically designed to operate close to the water's 
surface. Now motors on fast bottom outboards can be mounted 
up to 2” higher on the transom for speed increases up to 2 miles 
per hour. Raising transom reduces lower unit drag, allows looser 
water operation... but ordinary props, run this way,lose speed 
due to excessive slippage and too high r.p.m. For light, fast boats 
you can't beat the tough, durable Prop-rider. NEW LIFETIME 
GUARANTEE. on the Prop-rider and every other Michalloy- K 
bronze prop. guaranteed forever against blade breakage at the 
hub. Send for FREE catalog ...the outboarder’s Bible! 


by SEE US~AT THE SHOW! 


Super ~c- 


FOR DISCRIMINATING OWNERS OF INBOARD RACERS! 


Hereisacomplete newline of props incorporating 
every advanced design feature, metallurgical refine- 
ment and construction superiority known to prop 
makers... wheels of unexcelled excellence created 
for the inboard racing enthusiast who wants the 
last possible inch of speed plus smoothest, most 
efficient operation at 4,000 plus r.p.m. Two-blade 
for hydro-planes ... three-blade for racing runa- 
bouts . . . each tailored to its specific job. Both 
made of new, virtually indestructible heat treated 
stainless steel... 2-blade also in special bronze 
alloy. Special folder gives details, exclusive design 
features, physical properties, sizes and prices. 
Write for it today! 


michigan wh 


GRAND RAPID 


POPULAR BOATING 





NEW trend-setting design! 





Its “‘raised deck”’ 


phy-pioneered to give these high-perform- 


design in 1961 — Dun- 


ance lapstrakes a “Big Boat Look” of 


distinction and grace. 


For 108 years Dunphy has been offering 


boat-wise buyers this added measure of 


quality and value — without added cost. 


CHOOSE FROM 14 NEW MODELS|13 f.| 14 ft. 





LAPSTRAKES for ’61 


Be the trend-setter in style, the pace-setter 
in speed and maneuverability. Choose a 
rugged, roomy 1961 raised ieck Dunphy 
fishing boat, runabout, ski boa, day cruiser, 
or fully enclosed overnight camper — great- 
est selection ever. 


16 t.| 17 ft, 19 ft.] 21 ff. 


For complete line folder write: 


“Dunphy BOAT CORPORATION = 532 Broad St., Oshkosh, Wisconsin 
Zuldous off Gualtlyy Wood Erale Stuce (FSF 


FEBRUARY, 1961 








Buehler Turboe 


PHAN 
Three 


manu! a 


Ariz 
turbine 
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M@ OK—so you're not going to take the 
wife and kids for a ride up the Colo- 
rado River rapids. 

But it’s fun to know that you've got 
the only boat in the world that can do it, 
And it’s nice to know that your Turbo- 
craft jet power plant and hull are more 
than rugged enough to take anything 
you're ever likely to run into. 

We think Turbocraft is the safest boat 
we've ever seen—and so do the insurance 
companies that have cut rates for Turbo- 
craft owners. There’s no rudder and no 
propeller to cause injury or foul lines or 
trip the boat. We’ve paid test drivers to 
try to capsize it—they haven't been able 
to do it but, no doubt, some idiot will 
figure out a way some day. 

Turbocraft is a fast boat. And it’s a 
slow boat (you can troll at less than one 
mph). It’s a dry boat. It’s a comfortable 
boat. It’s a reliable boat. It's a family 
boat—built for family safety. 

Turbocraft will not run on a heavy dew. 


But it will go almost any place where it’s 


BUEHLER 


| [untracraft- 


wet—shallow water, weedy water, white 
water. It opens myriad new uncrowded, 
unspoiled waterways for family cruising 
and exploration. 

Turbocraft’s the jet boat that goes 
safely over most sand bars, mud banks, 
logs and debris. It lets you ignore marker 
bouys and take shortcuts across the flats 
—with sports car maneuverability. 

You can take your Turbocraft any 
place you can take a trailer. At the ramp 
you can drive it off the trailer and then 
drive it back on again without getting 
your feet wet. And there’s a complete 
line of tested and proved Turbocraft 
models—from small runabouts to luxuri- 
Ous twin-jet cruisers, 

We can’t think of what 
else you'd want except a 
demonstration. Let your 
dealer show you what 
a Turbocraft can do, 

If you don’t have 
his name, write 


me today and I'll send it. 


TAA bakler 


PRESIDENT 


BRINGS JET POWER TO BOATING 
TURBOCRAFT—A DIVISION OF THE BUEHLER CORPORATION «+ 3119 ROOSEVELT AVENUE + INDIANAPOLIS, INDIANA 





GREAT NEW 
ANTI-SKID! 


. 7 . 
KLING-TITE 
BRAND-NEW CONCEPT IN SAFETY 

SHOES...NEW, MODERATE PRICE! 


ANTI-SLIP 
ANTI-SLIDE 
DIAMOND CUT. 
SOLE DESIGN*! 


New principle of 
diamond cut-sole 
traction flexes, 
wipes underfoot- 
ing dry, gives 
maximum safety 
on all types of 
wet, slippery 
docks and decks! 








@ Supercushion insole from toe to 
heel gives special comfort! 


@ Double-deep heel cushion gives 
extra comfort in action! 


m@ Rugged bumper toe protection! 


@ Choice of longer wearing blue or 
white canvas top! 


@ Nonmarking nautical blue sole! 


Available in men’s, women's and jr. 
sizes at shoe, department, sport and 
marine storeS...ccsccccces + $099 


by the makers of Sperry Top-Sider 
2 Rubber Avenue, Naugatuck, Connecticut 





BOOKS FOR BOATMEN 


Boating books may be ordered through your local bookstore. 


INBOARD MOTOR INSTALLA- 
FIONS IN SMALL BOATS, by Glen 
L. Witt. Glen L. Marine Designs, 
9152 E. Rosecrans. Bellflower, Calif., 
135 pages, illustrated. Price $6.00 


ERE is basic, simplified, “how-to- 
do-it” information on motor in- 


stallations for the amateur builder. 





While no attempt is made to cover in- 
Stallations for very large craft and 
sailing auxiliaries, most of the mate- 
rial and principles apply 

But for the man building a small in- 
board, this book answers nearly every 
question regarding power installation. 
Included are instructions on use of 
reduction gears, vee-drives; motor lo- 
cation; shaft angles and layouts; strut 
installation; water pickups; cooling 
systems and heat exchangers; and ac- 
cessory installations. Whether you're 
building a fishing skiff or a hopped-up 
ski boat, this is a book that can tell 
you how to apply the power. 


MASK AND FLIPPERS, THE 
STORY OF SKIN DIVING, by Lloyd 
Bridges as told to Bill Barada. Chil- 
ton Company—Book Division, 56th 


and Chestnut Sts., Philadelphia 32, 
Pa. Illustrated 


2 


$3.50. 


pages. Price 


LOYD BRIDGES, television’s Mike 

Nelson in the series, “Sea Hunt,” 
has co-authored a book which covers 
the story of skin diving from the days 
of ancient Greek sponge divers to the 
present amateur invasion of the un- 
derwater world. The book contains 
detailed information on the techniques 
and skills necessary to safety in the use 
of equipment. A _ history of skin 
diving is given through stories of 
pioneers who tested new theories and 
proved out new equipment, often 
crude, untried devices 

In a chapter, “Food From the Sea 

Selective Fishing,” spearfishing is 
As spearfishing 
records are not recognized when fish 
are taken while wearing scuba, the 
chapter goes on to discuss breath- 
holding techniques, Shark hunting is 
also described, with many true inci- 
illustrations The 


octopus, however, according to this 


discussed in detail 


dents given as 





author, is a shy creature only too 
happy to be allowed to escape un- 
molested. An annual octopus wres- 
tling championship is held at Puget 
Sound and attracts skin divers through- 
out the Northwest Also included is 
an informative chapter on underwater 
salvage and treasure 

Here is the story of skin diving as 
an exciting new field for fun and ad- 
venture open to millions of average 
swimmers.—G.1 


MODERN SAILING CATAMA- 
RANS, by Robert B. Harris. Charles 
Scribner’s Sons, 597 Fifth Ave., New 
York, N. Y., illustrated. Price, $4.95. 


coverage of 


OMPREHENSIVI 

catamaran design, construction, 
rigging and operation has been re- 
corded by the man who designed the 
Tiger Cat. Here, in one volume, is an 
excellent discussion of factors that 
have refined these sailboats into the 
fastest sailing craft for their size. 


GREAT SHIPS AROUND THE 
WORLD, by Penrose Scull. Ziff-Davis 
Publishing Co.. One Park Ave., New 
York 16, N. Y., 272 pages, illustrated. 
Price, $15.00 


N this collection are more than 400 

photographs of ships at sea and ships 
at port. Craft shown range from the 
new luxury liner Leonardo da Vinci to 
harbor tugs and Great Lakes ore boats. 
Nearly every major vessel is pictured, 
as well as the many lesser ones that 
carry on the world’s sea trade. 


POWER-BOAT CRUISING, by Ed- 
ward Delmar-Morgan. Stanley Paul & 
Co., 178-202 Great Portland St., Lon- 
don, W. 1, England, 223 pages, illus- 
trated. Price, 42 shillings ($5.88). 


GENERAL treatise on the his- 

tory of powerboating, choosing 
a boat, power boat operation, rules of 
the road, and boat accessories. Much 
of the material is particularly applica- 
ble to boating in Great Britain. 


THE NEW CRUISING COOK 
BOOK, by Russell K. Jones & C. Mc- 
Kim Norton. W. W. Norton & Co., 
Inc., 55 Fifth Ave., New York, N. Y., 
304 pages, illustrated. Price $4.50. 
Revised edition. 


HIS handy reference book not only 

presents 350 recipes for two-burner 
stove cookery, but includes a compre- 
hensive section on galley gear and sup- 
plies. Presented in a new revised edi- 
tion, this volume has been a standard 
manual on small-boat meal prepara- 
tion for more than 10 years. 
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Yes, we dare you to compare the 1961 Cruisers 
Clinkerbuilt line with any other. We dare you 
to compare its dramatic new styling. We dare 
compare the quality of its construction 

of each 


compare every detail 
concept in 


from the 
Builder, 


+1502 


MODEL 


you to 
We dare you to 
boat, for there is only 
clinkerbuilts, and this naturally 
World's Foremost Clinkerbuilt 
CRUISERS, INCORPORATED. 

Check these features not found in any other clinker- 
built — vinyl covered decks for tip-top looks and 
lower maintenance, exclusive custom hardware, vented 
chic, easy 


new 
comes 
Boat 


one 


shields offering picture-window visibility, 
to clean hull liners, storage space galore, plus quick- 
as-a-wink-cleaning vinyl ‘‘carpeted’’ floors and 
most important — new Water-Wed hulls that guarantee 
perfect boat performance from your selection of power. 
Moreover, once you've experienced the soft, quiet ride 
of a CRUISERS, you'll understand why it bears the world's 
in boating 
inboards to choose from, 
Compare at CRUISERS 


respected name 


outboard models, 
14 to 20 


most 
Eight 
ranging from 
DEALER'S, or 


three 
feet. 


your 


write 


Visit your dealer for visual proof or write 
to Cruisers Inc., Oconto, Wis. for exacting 


specifications. 
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Now... JET AHEAD 


it My Can Float ....08 Can Go! In Reverse, Too! 


en ugh to fl at your boat is all that 5; needed to power the Now, with the Vanguard Sea Jet Unit, you park your boat 
ay re are no } We truding propellers or rudders to become as you would your car. Just as simple as that, reverse is 
ee Swimmers and Skiers alike will appreciate the in no longer a problem, not with the Sea Jet. 

tor that this lack of dangerous whirling props provides 


no prope ors or rudders, boat can be easily beached 


Distributor and Dealerships Are Available 


The JET AGE of boating has definitely arrived with the advent of the VANGUARD SEA JET. Here 
in one compact, simply designed unit is the boating answer to the Jet Age. Easy to install, economical 
to operate, the Vanguard Sea Jet fits perfectly into your profit making picture. Actually selling for less 
than conventional inboard or outboard propeller installations, the Sea Jet is certain to open up whole 


new market possibilities for you. Write today for distributor and dealer opportunities in your area. 
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with VANGUARD | 


Pr OE oe = 


Turns in Own Length 
The Sea Jet’s unmatched maneuverability will provide new dimensions of enjoyment to all boat owners. The easy installation of the 
Vanguard into conventional inboard or outboard water craft promises to lead all boaters in swift conversion to Sea Jet users. 


Sea Jet 


6311 WIEHE RD. s CINCINNATI 13, OHIO 
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SKIN DIVING 


N ORGANIZATION for the sport 
of skin diving is the International 
Skindivers Association, P. O. Box 
5006, Gulfport, Florida. Their official 
publication, Sport Diving Magazine, 
reports 


activities and new develop- 


ments in safety: civil defense, photog- 


“take a letter. Miss Smith”... 


‘Make sure it’s a 
BERNARD! 


Like Miss Smith, you'll be 

more than pleased when you 
select fine quality Bernard plastic 
letters to name your boat. 


You get long-lasting, 
professional appearance and all 
the advantages of easier 
application... then when you 
repaint next year, Bernard 
letters are quickly removed and 
replaced ... using the brass 
fasteners supplied free with 
each letter or number. 


Carefully examine any Bernard 
letter or number, note the 
finer workmanship... the 
flexible but sturdier 
construction, then you, too, 
will know why experienced 
boat owners insist on 

Bernard quality and refuse 
inferior substitutes. 


4 


AT YOUR MARINE DEALERS 


Gold Italic Hi-Style Let- 
ters 7” and 3%” sizes 
Gold Roman 5” Letters 
Gold matching 3” Gothic 
Numbers 
also 3” letters and 
Numbers in black with 
yellow bevel or white 
with red bevel. All sup- 
plied with brass fasteners 
end molded-in holes, 


letters and 


ENGRAVING CO., TOLEDO, OHIO 


MARINE 
NAME PLATES -« 


SPECIALISTS 
LETTERS + NUMBERS 


raphy, spearfishing, and salvage. 


KNIFE 
the accessories a diver takes with 

To fill this need a professional 
diver’s knife is being offered by Aqua- 
Lung Center, 155 E. 51 St., New 
York, N. Y. The Diver's Knife fea- 


should always be among 


him. 


tures a strong 6” stainless steel blade 
with a point finely honed with the 
serrated area on the cutting side. The 
sheath permits attachment to a weight 
belt or on the calf of a diver’s leg. 
Price is $9.95. 


LECTRO-VOICE, INC. of Buchan- 
an, Mich. is manufacturing the 
Scubacom for underwater voice com- 
munications. The unit is reported to 


operate up to 120 feet in depth and 
150 feet in radius. Price of system is 
$210. 


FFORTLESS MOVEMENT under- 

water at speeds to 5 mph are pro- 
vided by the Dolphin Twin, a 3 HP 
submarine developed by Dolphin En- 
gineering Co., Box 5516, Reno, Nev. 
It permits the marine archaeologist to 
cover a larger area, and the under- 


water photographer can mount his 
large cameras and flash guns on the 
unit. A switch located on the centrol 
handle reduces the speed to 242 mph 
for leisurely cruising. The Dolphin 
Twin is priced at $385 and a single 
speed Dolphinette is offered at $350. 
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Announcing 





A NEW 


PALMER DIESEL 


LIGHT...FAST... ECONOMICAL 








MODEL IH-D301 DIESEL 
110 HP $2,750 


ale 


* 


PALME 


= ome 
(ean) Sen 


1H-264 135 HP 
$1,09 
1H-308 150 HP 
$1,325 


Since 1887 


INTERNATIONAL | 
® MARINE ENGINES "*s.2° "2 


1H-60 22 HP 
$685 


1H-240 120 HP 1H-264 SPACEMAKERS 135 HP 
$995 $1,195 
Available in Trve Pairs 


This new PALMER Diesel, built from a sturdy INTER- 
NATIONAL truck engine block, is first of a line of SEND FOR FOLDER 


3 ; : hae **Palmer Engines for 1961” 
PALMER IH Model Diesel Marine Engines. Its economy ¥t describes PALMER Gasoline aad Diceel 
of operation logically follows its sound engineering design Engines, 8 to 300 HP. Write today. 
and painstaking manufacture. The low purchase price is 


made possible by the great number of engines produced: THE PALMER ENGINE co 


The PALMER Model IH-D301 is a worthy addition to ; 
the PALMER Line. 611 River Road, Cos Cob, Conn., U.S.A. 


See Tae? LT THE MOTOR BOAT 
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BEAUTIFUL BIG BOAT 


W-new 
W961 


AMERICA'S 


~*~ 


OOK 


at a nice surprise low price! 


za HhOMpPSON 


Club Cruisette 19 


LARGEST 





PTA 
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MONITOR The Coast Guard 


Approved Fire Extinguisher with 
the spare charge that screws in 


like a light bulb. $15.95 at marine 


dealers everywh 


sar Lalehi-load0la-.eMt-lale Mm 7-lae-laht-te Moh 


ere 


ANSUL CHEMICAL COMPANY 
MARINETTE, WISCONSIN 


Enter the cruiser class with the biggest 
value package of all—Thompson. Family- 
size cabin roominess (sleeps three )—new 
Star Hatch (biggest afloat)— 
striking new Control Center—and salty 
Canvas Cockpit Dodgers. See your dealer 
a trading mood, FREE CATALOG 


Gazer 


—he’s in 


THOMPSON BOATS, Cortland, N. Y. 


SELLING LAPSTRAKE OUTBOARD 


a good deal 


4 


is made better 


by the best trailer 
$ 


a 


ae ~ 
a 


buy ers oo 
MASTERCRAFT 


Choose from 16 models. Mastercraft 
offers a boat trailer for every boat and 
every budget. Write for your copy of 
the big, fact-filled 1961 catalog com- 
plete with specifications and inform- 
ative chart on HOW TO SELECT A 
BOAT TRAILER 


eee eee ewe Ome ee ee Oe eee ee ee ee ee ee eS ee ee Se ee 


-? 


~seaes aa mama aaenm ae eee eK EEE SE Ree ee eee ee eee ee ee 


MASTERCRAFT trailers, inc. 


MIDDLEFIELD STREET ° 


A Subsidiary of Cadre Industries Corporation 


MIDDLETOWN, CONN 


WATER SKI NEWS 


ARATHON SKIING requires 

outstanding physical condition 
and stamina on the part of the partici- 
pant. the 
that George Jackson possesses. A 
student at the University of Florida, 
George left Santa Claus, Indiana on a 
2,000-mile water ski jaunt to Tampa, 


These are characteristics 


ANTA {LAYS 


This picture was taken on the Mis- 
sissippi as George Jackson, left, 
during his 2,000-mile trip. Shown 
with him are Miss Susie Johnson 
and Jerry Krampe, driver of the boat. 


rests 


Florida. He was towed by a Buehler 
Turbocraft Jet Special operated by 
Jerry Krampe of Ferdinand, Ind. The 
two made the trip by way of Crooked 
Creek, into the Ohio River, down the 
Mississippi, through the Gulf Inter- 
and then on to Tampa. 
16 days to complete 


coastal waters, 


The tr ip took 


WATER SKI SAFETY FLAG 

is being offered by the N A 
Taylor Co., Gloversville P—69, N. Y. 
which signifies that the boat flying it is 
pulling a water skier. It should alert 
othe! the the PpoOssi- 
bility in the water or float- 


boats in area of 


of a skier 


ing skis safety 


should 


The flag and 
mounted amidships. The 
flag is approved the American 
Water Ski Association and is priced 
at $2.95. Complete kit including pole 
is priced at $6.95. 


pole 
be 


by 


Additional 
be found in the 


water ski equipment 


Buyer's Guide. 
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40' Models priced from $23,100.00—F.O.B. Egg Harbor, New Jersey CHART—COURTESY OF SPORTSMEN'’S LIFE 


THE SUREST SIGN THAT THERE’S FISH AROUND 


PACEMAKERS are designed and built for action sailors. When 


ALBACORE 








you own one, you don’t keep her tied up. You take ’er out... fish 
from her... enjoy the response and maneuverability, the rugged- 
ness that set PACEMAKERS apart from the rest. 

You'll see PACEMAKERS at major fishing tournaments every- 
where. Notice the people sailing them. They know their fish... 
and their boats! 


We take the time to build the best’: 
acomakor 3:3 
SEA SKIFF CRUISERS 


C. P. Leek & Sons, Inc. Lower Bank, Egg Harbor, N. J. pets 


30' Sport Fisherman—priced from $7,295.00 
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DRIVE 


7 
ce 


é 


“Pu, & 


OTHER FEATURES! 

* QUICK KICK-UP + 360° STEERING « 
ALL CONTROLS INSIDE BOAT « SIN- 
GLE PIN ATTACHMENT FROM BOAT « 
COMPLETE PORTABILITY, LIGHT- 
WEIGHT * WORKS WITH ALL ENGINES 
* QUIET, SMOOTH RUNNING « LOW 
SILHOUETTE 


60 


OUTDRIVE*——-. 


and/here’s why it’s superior! 


TRACTOR 


Ordinary propulsion methods for 
pleasure boats push water which has 
been disturbed by underwater rigging 
ahead of the propeller. This causes 
loss of efficiency and cavitation. But 
not SeaPower with TRACTOR DRIVE... 
superior in 3 ways to ordinary methods: 


1. BITES HARD WATER. The full propeller arc bites into 
hard water, gives much greater propeller efficiency and 
higher speed with comparable horsepower and with 
smaller propeller. 


2. SAVES OPERATING COST. Ful! propeller efficiency 
delivers more miles per gallon because fuel-wasting 
cavitation cannot form. 


3. OFFERS GREATER SAFETY. The propeller is essen- 
tially under the boat, away from swimmers, skiers, etc. 
If the SeaPower TRACTOR DRIVE propeller strikes any 
object, large or small, the drive is instantly discon- 
nected and the power is cut 


BOAT BUYERS! Don’t buy any system, inboard or out- 
board, until you see the fabulous SeaPower outdrive with 
TRACTOR DRIVE. Write for SeaPower Bulletin 6015. 
WESTERN GEAR CORPORATION, Southwestern Division, 
5601 Armour Drive, Houston 20, Texas 





TRAILER TIPS 


OADING and launching a_ boat 

weighing up to 4000 Ibs. should 
be a little less tedious with electricity 
winch, made by Powerwinch 
Corp. of Bridgeport, Conn., which can 
be mounted in a matter of minutes on 
the bow stand of most trailers. The 
company has also developed a new in- 
novation called the tilt boom. Com- 
bined with the Powerwinch, it is 
claimed to make launching automatic. 
As shown in the picture, the cable is 
attached to the tilt boom. The winch 
lifts the which tilts the boat 
and pushes it down the ramp. If any 
braking action is needed, the operator 
controls the launching run by holding 
the boat’s bow line. 


and a 


boom 


HEN TRAILERED behind an 

automobile, the Extend-A-Boom 
is of conventional length. However, 
at the launching site, after the release 
of an automatic mechanism, a long 
structural boom extends, placing the 
boat in the water so that it floats off. 


Noramgrex Co., Malden 48, Mass. 
manufactures Extend-A-Boom trailers 
in several sizes including those capable 
of handling boats to 30 feet in length. 
Prices start from $184. Existing 
trailers, it is reported, can be equipped 
with the Extend-A-Boom feature at 
moderate cost. 


Additional information on trailers can 
be found in the Buyer's Guide, 
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Colorful Polypoxy 


formulated 
tough and 


Poly PpOxy is a 
epoxy-polyamide 
beautiful 

Its durable, high gloss film protects 
the topsides, decks and cabin exteriors 
of any boat. It resists abrasions and 
sheds dirty oil and harbor wastes. It 
brightens and beautifies each surface 

PETTIT’s Polypoxy comes in 12 
colors with countless irresistible combi 
nations. Boat owners can choose such 
exciting hues as Tahiti Coral, Bright 
Red, Bikini Blue, and the new Catalina 
Turquoise. Or they can brush on lasting 
strokes of Lemonade, White, Platinum, 
Bayou Beige Green Mist, Newport 
Green, Black or Clear 


Fine for Fibre-glass 


Wear of the ocean on boats of all kinds 

bears watching. Many products have 

been devised to resist that wear. Pro 

tective coatings such as paints and var 

nishes are among them. So are new hull 
iterials like fibre-glass 

PETTIT’s Polypoxy on fibre-glass is 

hard combination to beat—hard for 
the sea to beat against and wear, and 
hard for the boat owner to beat for 
service and utility 

After a year or two fibre-glass boats 
ire often faded, stained and scuffed 
Gel coats sometimes develop hairline 
checks. Polypoxy puts them back in 
sparkling shape by filling these checks 
ind bonding so tightly to the fibre-glass 
that the tough, high gloss plastic finish 
becomes a part of the boat. It resists 
ibrasions and is easy to clean. 

It is also easy to apply. Four simple 
steps do it. The boat is cleaned and 
dried. Scratches and gouges, if present, 

filled with Plastic Surfacer White 
smooth. After washing 
down with solvent one or two coats of 
Polypoxy are applied 


specially 
paint 


ind sanded 


to Paint on Pro 


IVE TOUGHNESS 
OF AGED PAINT 
FILM 


TENSILE PRODUCT 


POLYPOXY COMPETITIVE OLD STYLE 


SYNTHETIC DECK PAINT 
The product of tensile strength and elongation 
of a paint film is the measure of its mechanical 
strength. A high tensile product indicates tough 
ness—an essential ft life marine finish 


Aluminum 


Beauty is more than skin deep when 
PETTIT’s colorful Polypoxy is applied 
to aluminum boats. It brightens top- 
sides and decks and reduces heat, too 
And, when mixed with skidless com 
pound, Polypoxy gives a sure lasting 
tread on board 

For thorough adhesion to the smooth 
metal surface PETTIT’s “Alodine 
1200" is recommended before the 
direct application of Polypoxy. Easy-to- 
follow instructions are on the label 

A special antifouling: bottom paint 
for aluminum boats, PETTIT’s Aluma- 
cide Green, is also suggested 


narine 
1861 







PETTIT 





ection !” 


Plywood or Planking 


If your boat is made of wood, then 
PETTIT’s Polypoxy provides the best, 
most durable and handsomest finish for 
the season. 

Specially formulated to seal and pro- 
tect against the elements, it can be 
applied to old hulls that are well found 
or to new wood in construction, to 
marine plywood or to planking. Actual 
exposure tests show that it prevents 
plywood checking 


Quantity 
Recommendations 


PETTIT makes more than 
180 products, including its Old 
Salem, Shipendec and Small 
Boat varnishes and paints, and 
Polypoxy 

“Painting Recommenda- 
tions,” a folder describing paint 
systems used on many materials 
of boat construction and on 
boats of varying sizes,is avail- 
able free upon request. So is a 
special folder on Polypoxy 

Copies of the new 44-page 
Finishing Touch booklet on 
boat painting and preservation, 
are also available at 25 cents 
each. Address all inquiries to 
Pettit Paint Company, 512 Main 
Street, Belleville, New Jersey. 


pacnt 


1961 


100 YEARS OF DEPENDABILITY 


PETTIT PAINT COMPANY, INC., BELLEVILLE, N.J.- SAN LEANDRO, CALIF. 
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Pi THE MOST OF EVERYTHING 
“4. FOR BOATING FUN IN ‘61 





Come aboard! Meet the most dramatically exciting line of 
this or any other year . . . fabulously new Glass Magic 
Boats for ’61. 


A whole new fleet of eye-appealing outboards!!! A hot, new 
direct-drive inboard, the world’s fastest of her class!!! 
Four powerful, economy-minded inboard-outboard models!! 
And . . . the amazing Banshee sports hydro that turns 
a wake into a vapor trail of excitement! 





See the whole Glass Magic fleet for 61. It’s on display now 
at your dealer’s showroom. Take the wheel in a demonstra- 
tion ride. You’ll be amazed at the whale of a difference 
that’s yours for the few extra dollars you spend when you 
command a Glass Magic. 


Write for free literature 


\ ‘ OUTBOARDS e INBOARDS e INBOARD-OUTDRIVES @ SPORTS HYDROPLANES 
. 2730 Ludelle Street Fort Worth, Texas @ Midwest Factory Elkhart, Indiana 


FEBRUARY, 1961 63 





OCEANIC 23 
HARDTOP* 


Outward bound, holding steady as she 
goes! What a thrill for the proud com- 
mander of this great new Penn Yan! 
Here’s big pleasure at a popular price... 
typical of the entire fleet of new Penn Yans. 
This new fleet includes outboards and 
inboards, models in fiber glass and wood, 
canoes thru cabin cruisers, lengths from 
seven to twenty-three feet. 

Sound good? Better get underway, then! 





BIG 
CATALOG 


See 'em now at your Penn Yan dealer's. 
*Specifications: Length, 23’ 10” « Outboard 
or inboard (Gray 109 or V8-188 with Hy- 
draulic Shift). Two big bunks « Hull Boat Life 
Processed to prevent deterioration ¢« All laps 
permanently bonded with miracle Vulcanile 


Many additional features. 


FREE 


illustrations in full 
im color @e Write Penn Yan Boats, Inc. 
19 Street, Penn Yan, N. Y. 





MORE FUN FOR THE MONEY 


... priced amazingly low, too! 
Room-size floating patio” for swim- 
ming, water skiing, fishing, picnicking 
or just cruising. Convertible top 
Broad, 8’-wide deck in 10’, 16’, or 20’ 
engths. Many exclusive features. See 
your Parti-Barge dealer or write direct 


Rush this coupon for full details! 


Parti-Barge, Box 111, Bluffton, Indiana 


| details on your 


new Parti Barge 





Parti-Barge e Box 111 ¢ Bluffton, Ind. 
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BOATING BOOKS ... 











. can make you a better sailor! 


Some of the world’s leading books 
on seamanship are featured on 
pages 201-203 in this 
Popular Boating. 


issue of 


For yourself for gift-giving 
. take your choice of books ona 
7-day free trial basis. 


POPULAR BOATING BOOK SERVICE 
One Park Avenue, New York 16, N. Y. 


re 
BULKHEAD BULLETINS 


BOAT SHOWS 


Jan. 14-22—National Motor Boat 
Show, Coliseum, New York, N. Y. 

Jan. 14-22—International Sports, 
Boat, and Vacation Show, Navy Pier, 
Chicago, Il. 

Jan. 20-29—Southern California Boat 
Show, Great Western Exhibit Center, 
Los Angeles, Calif. 

Jan. 21-29—Mid-America Boat Show, 
Cleveland, Ohio. 

Jan. 27-Feb. 5—Kansas City Boat, 
Sports, and Travel Show. Municipal 
Auditorium, Kansas City, Mo. 

Feb. 3-11—Canadian Boat Show, Au- 
tomotive Building, Toronto, Ontario. 

Feb. 3-12—San Francisco National 
Sports and Boat Show, Cow Palace, San 
Francisco, Calif. 

Feb. 4-12—Seattle Boat, Trailer and 
Sports Show, National Guard Armory, 
Seattle, Wash. 

Feb. 4-13—Marine Recreational Show, 
Island Garden, Hempstead, N. Y. 

Feb. 7-12—Kansas Sports, Boat, and 
Travel Show, Wichita Forum, Wichita, 
Kan. 

Feb. 8-12—Spokane Boat Show, Fair- 
grounds, Spokane, Wash. 

Feb. 9-19—Swedish Boat Show, Goth- 
enburg, Sweden. 

Feb. 11-19—Greater Michigan Boat 
Show, Armory, Detroit, Mich. 

Feb. 11-19—Portland Boat and Sport 
Show, Livestock Building, Portland, Ore. 

Feb. 17-22—Miami International Boat 
> ae Dinner Key Auditorium, Miami, 

a. 

Feb. 17-25—New England Boat Show, 
Commonwealth Armory, Boston, Mass. 

Feb. 17-26—Portland Boat, Trailer & 
Sports Show, Memorial Coliseum, Port- 
land, Ore. 

Feb. 18-26—Buffalo Boat, Travel, and 
6 tell Show, 174th Armory, Buffalo, 
Feb. 18-26—Jersey Coast Boat Show, 
Asbury Park, N. Y. 

Feb. 18-26—National Outdoor Exposi- 
tion, Coliseum, New York, N. Y. 

Feb. 22-27—Central Ohio Boat Show, 
Columbus, Ohio. 

Feb. 24-Mar. 3—Southeast Boat and 
Vacation Show, Atlanta, Ga. 

Feb. 24-Mar. 4—Philadelphia Motor 
Boat and Sportsmen's Show, Convention 
Hall, Philadelphia, Pa. 

Mar. 1-6—Chesapeake Bay Boat Show, 
Baltimore, Md. 

Mar. 2-14—Long Island Boat and 
Sportsmen’s Show, Jamaica, L. L, N. Y. 

Mar. 3-12—Southwest Boat Show, 
Market Hall, Dallas, Tex. 

Mar. 4-12—Ohio Valley Boat, All 
Sport, Vacation, and Travel Show, Cin- 
cinnati, Ohio. 

Mar. 7-12—Colorado Sports, Boat, and 
Travel Show, Coliseum, Denver, Colo. 

Mar. 8-12—Richmond Boat Show, 
Arena, Richmond, Va. 

Mar. 17-26—American and Canadian 
Sportsmen’s Vacation and Boat Show, 
Cleveland, Ohio. 

Mar. 17-26—International Sports and 
Vacation Show, Sports Arena, Los An- 
geles, Calif. 

Mar. 18-26—Milwaukee Sentinel 
Sports and Boat Show, Arena, Milwau- 
kee, Wis. 

Mar. 21-26—Fort Wayne Sport, Vaca- 
tion, and Boat Show, Coliseum, Fort 
Warne, Ind. 

Mar. 21-26—Iowa Sports, Boat, and 
Vacation Show, Veterans Auditorium, 
Des Moines, Iowa. 


SORC YACHT RACING 


Jan. 28—Lipton Cup Race. 
Jan. 30—Miami-Nassau Race, 
Feb. 3—Nassau Cup Race 
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GRAYMARINE’S 
FIRST WITH THE MOST 


ENGINES WITH FLYWHEEL AFT? Gray’s got ’em. Had 
’em for years. Input shaft of transmission splined to 
flywheel damper plate. 


ENGINES WITH FLYWHEEL FORWARD? Gray has them, 
too. Not new with Graymarine. This assembly procedure 
lowers the installed position of the engine; often saves 
important space. 


ENGINES FOR THE NEW STERN DRIVES? Yes, special 
models, not for just one, but for all of them. The best, 
because Gray’s new lightweight COMPACT models have 
more piston displacement, to carry loads without drop-off 
in speed. This is important. 


TURBO-DRIVE MODELS? Here again, yes. Gray had the 
engineering facilities to move fast when the turbo-drive 
boats first became popular, and for two years now, we've 
been shipping them in large volume. 


4-CYLINDER ENGINES 7 Models, 25 to 85 hp 
6-CYLINDER ENGINES 9 Models, 109 to 200 hp 
FIREBALL V8’s 7 Models, 135 to 238 hp 
DIESELS 6 Models, 25 to 190 hp 





A Graymarine Compact with Outboard -Drive puts 
more room in the boat cockpit. 


GRAY MARINE MOTOR COMPANY « 710 CANTON AVENUE «+ DETROIT 7, MICHIGAN 


FEBRUARY, 1961 - 





, 


a 


2, 


Ba “* 
ie o 


Northwest Outboard Trailer Sailors Boat Club surround what they consider the 
ultimate in an outboard boat as a highlight of the Portland, Oregon, Boat Show. 


The Ultimate Outboard 


Based on what the members wanted the most, an Oregon 


boat club came up with "the outboard that has everything" 


By Bob 


HOSE NEW PIONEERS of the Oregon Trail, the 
Northwest Outboard Trailer Sailors, didn’t let the 
winter slide idly by. At their meetings they continued 

nd expanded discussions which had grown through the 

ruising season when skippers and mates gathered with 

ympanions beside driftwood fires on scores of 

es or chatted across the gunwales when anchored to- 

n quiet coves throughout the prime waterways of 
Washington and Oregon. 

What’s the ideal in boat, trailer and ‘dryland dinghy’ 
to suit the needs of the ultimate outboarder?” was the ques- 

) often before the house. 

‘Commodore Dick Millison nurtured this quest by setting 

de part of each month’s meeting program for discussion 

new iccessories 

From there, with the help of Norman Jones, a Trailer 
Sailor director and owner of Penny Marina near Portland, 
trew the Ultimate Outboard displayed by the club at the 
Portland Boat Show. 

\ poll of members had revealed items most desired in the 
composite of cruising comfort. On the basis of the fondest 
wants of the greatest number, the Ultimate Outboard came 
to be this: 

\ boat big enough to go against a blow but trim and stout 
to carry all the gear and accessories yet not be clumsy under 
66 


Hansen 


its special load. It must be able to plane with quick speed 
to delight the skipper and still provide stability demanded 
by the first mate 

The majority of skippers voted for twin power and picked 
two 40’s for the 20-foot hull, but with variable pitch props 
to meet any of the varied needs and activities from trolling 
to skiing. 

With these basics fulfilled the skippers started showing 
hands for two-way radio. And the first mates went along 
with this preference, but only after getting their unanimous 
endorsement on record for privacy: curtains that isolate a 
full-size head and close over cabin windows to provide a 
dressing room. 

“We have to have a portable TV aboard if we’re going to 
get afloat early on fight nights,” one skipper proposed with 
a chorus of ayes from his ilk. 

“That we like, too, for a kid occupier but give us a fresh 
water supply and pump—aboard,” said the galley half of 
the crew. “Fresh water is more important than the galley 
stove, which—of course—we must have also.” 

In next preference the skippers went on record for an 
hour meter on the instrument panel so they could predict 
time for plug changes before foul-up and shut-downs under 
Way. 


From there the skippers, with first mate approval, listed a 
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full set of charts in a weather-tight case, compass, clock 
nd barometer chart lights, speedometer, tachom- 
eters. gas and water temperature gauges. 

And don’t forget the windshield wipers,” the girls in- 
sisted. The skippers agreed—with compromise—to provide 
in electrical swipe on the pilot’s side and a hand-operated 
version for the mate. 

Then the girls chimed in again asking for ski equipment 
that didn’t get strewn about decks; a set up with automatic 
reel. And they who steer for skiing skippers demanded a 
rear-view mirror that covered the swing of the performer 

Life preservers, fenders, overside ladder, convertible top 

1d side curtains for the cockpit plus a built-in bailer, a 
paddle, a boat hook, fire extinguisher, first aid kit, flares, 
anchor and plenty of lines, horns, deck hardware, running 
lights and hand rails were agreed on as the Trailer Sailors 
compiled a list of 77 items 

Then the skippers called for a 12-volt battery supported 
by a stout generator and the mates agreed that lights without 
power would be like bunks without foam rubber mattresses. 

Because mates always assent to comfort and safety ele- 
ments, there was no denying that the outfit should include 
docking lights installed in the bow. “And don’t forget those 
thinga-mabobs that swing and hold a glass upright,” the 
girls urged 

And what should be the trailer features? 

The girls had ideas along that line, too. It had to reduce 
to a minimum, if not eliminate, that futile feeling that comes 

er mates drifting alone in the boat when launched in the 
current and orders to do three things at once are shouted 
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from the shore. All agreed on a trailer that could be low- 
ered hydraulicly to set the boat afloat in shallow water with 
all hands ashore. Give us a trailer with outrigger guides 
that hold a boat on center until it’s either free or back over 
the center rollers, the majority agreed 

Then the first mates were heard again with an essential: 
“Put a spare wheel and tire in there,” they said. The skip- 


pers added a point: Include a sissors jack strong enough to 


handle the whole load, or better still, have torsion suspen- 
sion on the trailer wheels so they can be raised one at a time 
Tired mothers of tired kids dont like tire trouble on the way 
home any more than Pop likes it on the way out. 

How about the “dryland dinghy?” 

It should be a convertible with color and trim matching 
the boat. On the way to good cruising water there’s nothing 
like having that top-down full view of the countryside and 
be able to have the boat fully in that view all the time. For 
foul weather, make the rear-view mirrors oversize. For 
getting in and out of steep ramp areas and into cramped 
parking lots give us power brakes. power steering and plenty 
of power up front, the Trailer Sailors agreed. 

When they had the $10,000 package all put together and 
on display the throng came to gain visions of ultimate boat- 
ing joys for the outboarder. Almost ten thousand of those 
visitors logged in at the display. Fifteen hundred indicated 
that they'd be interested in joining the club and asked for 
more information. 

Proud Trailer Sailors credit their Ultimate Outboard idea 
with this stimulating effect which could lead to the ultimate 
in cruise caravans this season. — GZ 





If you want 
economy and honest 
value ...see your dealer now! 


SHELGLAS 


Shell Lake 
XN r 
BOAT COMPANY 
SHELL LAKE, WISCONSIN 





NEW AND NAUTICAL 


GAS TURBINES BEING DEVELOPED FOR MARINE USE 


apache pe tthe gel on tga 
IDEAL POWERPLANT, gas tur- 
ines are being tested in boats with in 
ising frequency. Developing over 
10,000 rpm, they can be geared down 
to 650 propeller shaft rpm in the case 
if the Boeing Turbo-Mariner. Boeing 
\irplane Co., Seattle 24, Wash. is pro 
lucing a few 260 HP engines. The 
Williams Research Corp., Walled 
Lake, Mich. has developed a 75 HP 
init in cooperation with the Outboard 
Marine Corp., makers of Evinrude, 


Johnson and Gale outboards. 


REFRIGERATOR 


D° IT-YOURSELF installation of 
this AC-DC refrigeration kit can 
convert most marine ice-boxes into a 
efrigerator with a freezer compart- 
nent. Marine Electronics-Refrigera- 
tion Corp., 3409 N. Halsted St., 
Chicago 13, Ill, makes the battery- 
powered unit in a number of models. 


This department has been expanded this month into the 


j 


e can be used as a reference 


% 


% ¥ can 


Sam Williams compares largest and smallest turbines. Boat is using 75 HP unit. 


FLEX-VENT 


XPLOSIVE FUMES can be re- 

moved from bilges by a_ bilge 
blower and Flex-Vent tubing. The 
vinyl-coated spring wire helix covered 
tubing is made by the Flexible Tubing 
Corp., Gullford, Conn. Priced at $.70 
per foot, the tubing can be run in any 


direction according to contours. 


HYDRA-TRIM 


YDRAULIC ADJUSTMENT ot 

an outboard motor is possible with 
the Hydra-Trim, made by K-D Mfg 
Co., Cleburne, Tex. With a simple 
pumping action, the unit adjusts the 
pitch of the motor through 52 degrees; 
from 9 degrees forward to 41 degrees 
aft. Price, ready to install, is $139.95. 


Marine Buyine Guide Directory which begins on page 135 This 


for the entire year by the boatman shopping for marine equipment. 
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THIOSAIN 


3000 SERIES 


EXPRESS CRUISER 
6 SLEEPER 


Wil Yh Ua Ou aiables 


The “‘Go and Gather’ Set love her yacht-like construc- 
tion and appointments which include twin screw power, 


if you like, ata price that only Trojan’s production 
efficiency can permit. Her customized cabin interior 
invites luxurious living and the ‘‘first mate’’ will revel 
in the feeling of spaciousness when she stands at the 
L-shaped galley with work area galore at her finger tips, 
or relaxes in comfort on the full length settee which 


conveniently opens to upper and lower berths. A snack 
or a full course dinner is a real pleasure for family and 
friends seated at the raised dinette area. When night 
falls this Trojan queen converts to a restful six sleeper 
cruiser. Best of all there’s been absolutely no compro- 
mise with Trojan’s sea-goin’ construction from solid oak 
keel to solid teak deck and cockpit. Truly — she’s the 
boat you'll want if you appreciate gracious living afloat. 


Write today for our free colorful brochure and make your next family outing a 


trip to your 


Trojan dealer. He'll be glad to demonstrate for you any of the 


wonderful new 1961 line of Trojan cruisers, fishermen and runabouts (from 17’ to 33’). 


TROJAN BOAT COMPANY LANCASTER 20, PENNSYLVANIA 


A PAST FULL OF PROGRESS...A FUTURE FULL OF PROMISE 
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LATEST 
DESIGNS 
REFLECT 
FUTURE IN 
BOATING 


HI IRI ND in power boat develop- 

ment is toward higher speeds, im 
proved maneuverability and added 
safety A number of manufacturers 
are attaining greater speeds from boats 
by improving hull designs. Bertram 
Yacht Co. of Miami, Fla. is producing 
1 boat that features a Hydrolift hull 
vVhich improves lateral stability The 
U.S. Navi conducting experiments 
with hydroskimmers. a craft that skims 
over the water on a cushion of 
1 And improved hydrofoils and 
mammoth fiberglass hulls are other 


ae eclopm if 


Italian-built hydrofoil craft carries 
60 passengers at speeds up to 40 mph 


Boat may be used as coastal ferry 


World’s largest fiber 
glass hull is unloaded 
from ship after its 
arrival from Halmatic, 
Ltd. in England. John 

G. Alden & Co. of Boston, 
Mass. are designers of 
the boat. The 67-foot 


hull weighs 5 tons. 


Walt Walters, left, and Peter Guerke inspect ydrolift hull 
of Bertram V-31 made by Bertram Company’s Miami plant. 


Built by Bell Aerosystems Co., the hy- 
droskimmer cruises over the water on 
a cushion of air. Outboard pushes craft. 


Gas turbine propelled hydrofoil vessel 
is designed to do 70 mph. Craft was 
developed by Grumman Aircraft Corp. 


Three outboard engines drive this 
hydroskimmer. Center outboard drives 
large fan which provides air cushion. 


Curtiss-Wright Air Car glides across 
the water at 31 mph. Vehicle attained 
a speed of 51 mph over land. 
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SEAMANSHIP 


CHART 
PILOTING 


Mastery of this basic 
navigation pays off in 


hours of carefree cruising 


By Elbert Robberson 


ILOTING WITH A CHART is a process of making a 
small-scale drawing of the theoretical movements of 
your boat, covering the ground from where you have 
been to where you want to go. It involves the measuring 
and laying out of angles, distances, recording and projec- 
tion of time, applying corrections for compass error, and 


the effects of current 


INSTRUMENTS REQUIRED 

The work is facilitated by having suitable tools for the 
ob. There are a great variety of chart instruments avail- 
ible, and the choice is mostly a matter of their personal 
ippeal 

The traditional device for getting directions on a chart 
is a pair of “parallel rules.” This instrument consists of two 
side-by-side straight edges having interconnecting links at 
both ends. They are used to transfer a line parallel to the 
rules to another location by marching the rules, inchworm 
fashion, across the chart. Thus, a direction taken from a 
compass rose can be moved to a desired point, or a line can 
be transferred to a rose for an angle measurement 


\ parallel transfer can also be made with a rule that has 


knurled rollers in the ends; you roll this across the chart 












































The plastic course protractor with straight edge is utilized 
to take a bearing from one object to another. The distances 


between objects can be measured with nautical-mile scale. 
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Dividers are used to measure distances between points 
on the chart. Be sure to use the latitude scale when 
measuring and double check your figures. 


instead of walking it. Both of these devices require that the 
chart be on a flat surtace to prevent slippage 

There are also small drafting machines with an attached 
protractor, which make excellent chart instruments. The 
chart must be folded or cut to fit the board and secured to 
prevent movement 

A flexible plastic course protractor is also very useful 
for the same purpose. The course protractor is centered 
over the object trom which an angle is to be measured (or 
laid off) and the body squared up by aligning the edges or 
meridian 
on the chart. The protractor arm is then swung to the de- 


parallel ruled lines on the face with a parallel 


sired direction and the angle read from the protractor de- 
gree scale 

Another type of plotter has no moving parts, but consists 
of a straight edge and protractor combined. Angles are read 
by centering the device on a parallel or meridian and turn- 
ing the straight edge along the desired line. These, and the 
movable-arm protractors, are usually also marked with a 
nautical-mile scale 

Sull another type consists of a large transparent plastic 
sheet, upon which is inscribed a degree circle with recipro- 
cal, as well as direct-reading, bearing lines. This is very 
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Parallel rules are walked across the chart from the course 
chosen to the compass rose. Be extremely careful that you 
read off the correct figure whether magnetic or true, 
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SEAMANSHIP continued 


handy for taking bearings, but it cannot be directly used 
for drawing lines on the chart. 

Distances on the chart are measured with a pair of di- 
viders, using the latitude scale (where one minute of lati- 
tude equals one mile) on the side of the chart or the scale 
of miles for calibration. To measure distance actually 
travelled by the boat, you will need a log, or speedometer, 
ind a watch. There are special nautical slide rules for com- 
puting time, speed, and distance from speedometer figures, 
or this can be done with a conventional “slip-stick” or even 
a pencil. “Seamanship” in the November 1959 issue also 
showed how very simple electric or mechanical computers 


can be built to solve distance problems at a glance. 


PLOTTING COURSES 
To draw a scale-model picture of your movements on a 
chart, the first requirement is an accurately known position 











Taking a sight on two objects ashore will tell you your 
relationship to those objects but not the distance you 
are from the shore. Another sight must be taken for a fix. 


for a “point of departure The simplest point for this is a 
pier head, buoy, or some other fixed point, the location of 


which is accurately spotted on the chart. In the absence 


of such an object, a departure point can be located through 


ranges, bearing lines, or a combination of both. Fixing 
position in the absence of a nearby reference object will be 
described later 

The simplest course is one between two objects, such as 
buoys, headlands, islands, or other fixed and recognizable 
things. By placing the center line of your chart-angle instru- 
ment on your point of departure and aligning it with the 
distant point, the true course to be steered can be read 
directly from the protractor or obtained by transferring the 
line to the most convenient chart rose. A correction must, 
of course, be made for the variation of your locality and 
for any deviation your compass may suffer when steering 
in this direction. Correct for variation by using the figure 
appearing on the compass rose inside the true-scale reading 
for the desired direction; then by applying any necessary 
correction for deviation, the course to be steered is obtained 
[hese steps were covered in detail in “Seamanship” fot 
November and December, 1960 

Jot down the compass course along the chart line. Then 
set the arms of your pair of dividers on your point of de- 
parture and destination. Compare this with the latitude or 
nautical-miles scale to find the distance in miles 

You will want to know how long it will take to reach 
your destination, as well as the distance. Divide 60 minutes 
by your speed in knots to find how many minutes it takes 
to make good a mile. Multiply this figure by the distance 
(in miles and tenths) shown on the chart, and the result is 
FEBRUARY, 1961 


your estimated time in minutes to reach your destination. 

You can deduce where you are at any instant by noting 
the number of minutes you have been underway. First, 
find how far you should go in a minute by dividing one 
mile by the number of minutes you have figured it takes 
for a mile of travel at your speed. Then, multiply this 
figure by the time you have been underway to get the miles 
travelled. Set the dividers to this figure on the scale of miles 
and transfer the distance to your course line. The point on 
your course line thus obtained is called a “DR” (deduced 
reckoning) position. 

It is best to lay off short courses, finding intermediate 
check points, such as a series of buoys, rather than to 
strike out on long courses, even though your rouce the first 
way may resemble a dog’s leg. It is much easier to main- 
tain accuracy this way, and corrections of your position 
are automatically made at each point. 





POSITION 
—IN TRIANGLE 


Ait. Fi 
R+G 30 sec 














Bearings have been taken on three objects and a fix 
established. Positions should be taken as often as 
possible and the fix and time marked on the chart. 


At turning points, a new course 1S laid out in the same 
way, using the turning place as a point of departure 


FIXES 

A “fix” is an accurately Known position. Fixes are ob- 
tained to correct your D.R. position. There are several 
methods of getting a fix; we will touch upon those that are 
practical in a small boat. Instruments which are useful are 
a hand bearing compass, through which you look at an 
object to obtain its magnetic bearing; and a pelorus, or 
bearing circle for observing relative bearings 

The basic element of a fix is a “line of position,” usually 
obtained by taking bearings. One of the most accurate 
sources of a line of position is the bearing of a “range,” 
which consists of two identifiable objects in line with each 
other. These can be any fixed objects, such as stacks, build- 
ings, towers, beacons, as long as their location is shown 
on the chart. When two such objects line up, one behind 
the other, your line of position is the bearing running 
through the objects on the chart. If your course line is 
accurately known, as it would be if you were running be- 
tween two buoys or objects visible directly tore and aft, 
the intersection of the range line and the course constitutes 
a fix. A range line can be crossed with other lines of posi 
tion (to be described later) to obtain a fix 

It is a good idea to plot fixes on the chart, putting down 
the time of the observation. It is important to get the time 
accurately; at ten knots you will move 1000 feet in a minute, 
or 2000 feet (a third of a mile) at 20 knots. In close 
quarters, therefore, a fix that is mis-labeled by a minute or 
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Captain 
your own 


It is a great feeling to be the master of a Bay Craft. The knowl- 
edge that the boat is built of the finest materials and soundly 
constructed by you with the Bay Craft pre-fab system, is a good 
feeling when the waters get rough. The 55 years experience of 
Bay Craft designers assures you of a better boat. And the pre-fab 
system is a money saving way to build a quality boat. 

You can build it with simple tools. Expert boat builders at Bay 
Craft pre-fit the framing of all Bay Craft boats on precision jigs 
at the factory. 


“= You save on do-it-yourself assembly. 

; You get direct from the factory price on 
accessories and engines. 

You get expert advice on construction. 
You get the advantage of master boat 
builders experience in pre-fitting the 
parts. 

You get a proven boat design—safe and 
seaworthy. 


A =: : 


22’ MYSTIC SLOOP 


28’ MARINER CRUISER 


34’ DELUXE CRUISER 20’ EXPRESS CRUISER 


Models from 17’ to 34’ Cruisers, Outboards, and Sailboats. 
SEND 50¢ FOR COMPLETE CATALOGUE 


AlS/. 
SE ANG/AT 
BAY CITY BOATS, INC. | 
DIVISION 8011 


1833 FIRST ST. 
BAY CITY, MICHIGAN | 


Name 





Occupation 


Address 





City State l 
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sO Can Cause serious error in your piloting. When a fix 
shows that you have meandered off your intended course, 
plot a corrected course and steer the new heading imme- 
diately. ‘ 

A form or rough fix that can be easily obtained is a “run- 
ning fix.” On a small boat, the easiest example is the case 
of a boat steering a course that will bring an identifiable 
object abeam. When the object bears exactly 45° on the 
bow, note the time. Again note the time when the object is 
abeam. From the time difference, determine the distance 
you have run between the 45° and 90° bearings. Where the 
object bears 90° from your course, the distance off is equal 
to the distance run between the two bearings; and the angle 
90° from your course, and distance off, constitute a fix. The 
accuracy of this method depends, of course, on steering an 
accurate course, maintaining speed, and the absence of 
currents. 

Lines of position can be obtained by taking compass 
bearings of objects. Any compass error must be corrected 
in plotting the line; use the correction for the heading the 
boat is on. Hand-bearing compasses which can be used 
away from disturbing magnetic influences usually do not 
require any corrections except for variation, which can be 
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A running fix is not the most accurate way of establishing 
a position but can be used if speed is maintained, 
an accurate course is steered and currents known, 











automatically taken care of by plotting the lines from the 
magnetic rose on the chart. 

If your compass is of the open-face variety and located 
in a position of clear visibility, bearings can be taken by 
sighting over its center. The bearing of an object is the 
figure on the opposite side of the card that is in line with 
the center of the compass and the object being observed. 
In case your compass is not conveniently located or of the 
proper type for this purpose, a pelorus mounted up in the 
clear can be used. Set the pelorus heading to correspond 
to the steering compass heading: bearings taken over the 
pelorus are then the same as if a compass had been used. 

A magnetic bearing of an object constitutes a line of 
position. Its intersection with an accurately known course 
line, a range, or another magnetic bearing give a fix. Most 
accuracy is obtained when the objects observed are about 
90° from each other; narrower or broader angles magnify 
any errors in observation or plotting. Take your bearings as 
rapidly as you can accurately do so, because of the move- 
ment of the boat. Observations give the line where you 
were at the time, and not where you are now. 

The more bearings you can quickly take and plot, the 
more accurate the fix. Don’t expect all of the lines to cross 
at a point. For example, the plot of three bearing lines will 
usually form a small triangle, and it is a safe assumption 
that you are within the triangle. 

In waters where the bottom has sharply defined irregu- 
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Reliability where it counts most... 
in the heart of your boat's starting system = — 
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NEW Exide MARINE BATTERIES WITH A-S 57 


... start everytime, even for weekend yachtsmen who can make only intermittent use of their 
boats. Why is A-S 57 so important? When a battery discharges excessively due to inactivity, 
sulfation attacks the negative plates and shortens the battery life. This occurs, too, when a 
battery is operated for a long period of time in a partially charged or overheated condition. The 
Exide Anti-Sulfate 57 manufacturing process completely eliminates complaints of this cause of 
short battery life...keeps Exide Marine Batteries fresher, stronger, longer. 6 , 8 , and 12 volt sizes. 


NOW | with every 


Exide MARINE BATTERY 
FREE 
“SAILOR-TOTE” BAG $2.98 


CRETAIL 
VALUE) 


* Insulated carry-all bag 

* Washable vinyl plastic 

* Fiberglass insulated 

* Plastic ice container insert 

* Keeps food or drinks hot or cold 
Get your battery and “SAILOR- 


TOTE” before the season opens — 


see your Exide Marine Dealer Now! 


A PRODUCT 


Exide SALES, automotive pivision - £5 OF 


THE ELECTRIC STORAGE BATTERY COMPANY vy —— 


P. 0. Box 6266 Cleveland 1, Ohio 


FEBRUARY, I961 
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larities, an abrupt change of contour located by sounding, 
is useful as a line of position. 


DANGER ANGLES 

Very often, unmarked dangers project unseen under- 
water. If there are any nearby prominent landmarks, the 
dangerous area can be avoided by observing the bearing of 
an object or the difference in bearing between two objects. 
When the danger lies along a coast line ahead, find a promi- 
nent object on the far side of the danger. Draw a line from 
the object across the outer boundary of the peril. Find the 
angle at which the line crosses your course. Maintaining 
your course, as long as the angle between your bow and the 
target object is greater than the angle you have measured, 
you will clear the obstruction. If the observed angle be- 
comes less than the danger angle, head out. 

Two objects adjacent to a danger area can be used to 
clear obstructions when you are passing abeam. Draw a 
circle which passes outside of the danger, and through the 
two landmarks to be observed. Then, from some point on 
the circle at approximately a right angle to the line between 
them, measure the angle between the objects. ‘This is called 
the danger angle. 

Take bearings on the two objects as the danger is passed. 
If you are in safe water, the observed angle, or the difference 
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A danger angle can be used when passing close to 
obstructions offshore or between them and the shore. 
Bearings are taken as objects are passed. 


between a pair of successive bearings, will be less than the 
danger angle. If the observed angle grows larger, head out 
until the observed angle is smaller than the danger angle. 

A danger angle can also be used to keep clear of an ob- 
struction when you must pass between it and the shore. For 
example, you wish to go between an offshore reef and 
shoreline upon which there are two recognizable objects. 
Draw a circle passing through two of the objects and skirt- 
ing inshore of the reef you wish to avoid. Find the angular 
separation of the two objects on the chart. Then, with 
your pelorus or compass, measure the angle between the 
two objects, or the difference in bearing, as they come in 
view. As long as the angle or difference in bearing is 
larger than the danger angle, your course is through safe 
water. 

If your channel passes between both inshore and offshore 
dangers, you can combine the two procedures to find a 
minimum and a maximum danger angle. By keeping be- 
tween the two limits, the boat will avoid both dangers. 

To make the principles easier to grasp, complicating fac- 
tors such as current and leeway have not been discussed. 
Therefore, the procedures given thus far are reliable only 
if you can safely assume that you are not being set one 
way or the other by wind or current. How to allow for 
errors caused by these forces will be covered next month 
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Vy elcome to another Esso port of “Happy Cruising’. Here is where you'll 


find Esso Marine Gasoline. Make any difference? Sure does! Because Esso Marine Gasoline is 


balanced to sive you both economy and performance. Two important additives provide dependable 
power. One... MARNOL® helps prevent gummy fuel lines and carburetors. The other... VITANE® 
helps keep vital engine parts moving freely. Best of all you get high octane which more than meets 


manufacturers’ recommendations. In any season you’re welcome when you tie up at the Esso sign. 


(For your free “Admiral’s Portrait” visit the Esso booth on the third floor at the National Motor Boat Show.) 


ESSO STANDARD, DIVISION’ OF 


HUMBLE @} | Er. REFINING COMPANY 


FEBRUARY, |961 
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INTRODUCES THE BRILLIANT NEW 
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A REVOLUTIONARY BOAT COMBINING 


MAHOGANY © s FIBREGLASS 
’ Go 


Century, the long-established leader in the quality runabout 
field now brings you the unmatchable strength of mahogany 
oholasloliarcre mah tam calc h Zar lillermel mailelel(e(cteMilelacte [t-te lam Ulemer-lolas, 
Es-Melaclaate Lilomaleh Mall] Metelar-tcatloatlelamme(clalvilalcm Vidor: lamuarelaleter- lan’ 
; used where its natural strength, solidity arid durability really 
count, where you need the structural integrity and seaworthi 
ness of wood the lower two-thirds of the hull! The styling 
Tha ehmilolactel rtm lame: Moler- (UL CLAVLiN males iam ct-Alalclere [ec lialcremn (ob 
iv cote Ma T-ole Ma Coolest: bce (aloMeclalélactn ce) oM talige Mel Mm talcitet-lolacMalelime lace! 
aLoulUleltale Mi taicie (clei ¢-Mrclale Me) ohilelar-l Marsico ico) om Mall-Micd colltl-1h om Oic1a 
iry achievement dalemmelaslaarahélomm lictalellalemelmm Zelsle Mm Vai taMmilelace 
ya n such a way as to utilize the-maximum benefits of each 


epresentative of Century's continuing leadership 


Te h’ettaleustemelot-t1e laure lale mice) ole lercline muorelal-aagelondlolamenmatiar:lsleiene. 
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t., N.Y. 23, N.Y....Write Dept. E-21 for free brochure 























THE RESORTER 17+ Length—17' 5" * Beam—6' 11"* Draft—18"* Speeds to 50+ MPH 
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FOR THE 
THRILL OF A 


... SEE THE | 
THOROUGHBRED _ | 
FLEET FOR 

1961! 


Drama...excitement... 
luxury...power... Nothing 
quite describes the new 
Century. You have to 
experience.the thrill of 
riding ina Century... 
discover how a Century 
outperforms all others. . 
know the way a Century’s 
beauty.commands 
ebacctalerelam-lalem-Colulie-tclois 
Tame] mel) eo) m ole a emew. Vale) 
then, when you see the 

AM atelaelerelalelacte Mal (cis) ale) s 
1961, you'll truly 
appreciate the fact that 
now, more than ever, 
Century gives you the 

Wi iaareh Com lamerelar-jcaelentlelan 
design, luxury, comfort! 
You'll eventually step up 
to a Century —why not 
make 1961 your 

Century year! 











SEVEN SUPERBLY STYLED OUTBOARDS...DEDICATED TO QUALITY...ENGINEERED FOR FAMILY FUN 


e Gale Sovereign— Choose the distinguished V 
Sovereign for 4-cylinder V-block speed and power. 
Or the all-new Sovereign 40 hp. Both styled in sea 
foam white and jet black. Electric starting. High- In sea foam white and distinctive 
output factory-installed generator optional. 


e Gale Buccaneer — Here are five quality outboards 
priced to please any boating budget. 3, 5, 15, 25 and 
the all-new 40 hp. Spirited, stylish, rugged, reliable. 
new Buccaneer 
orange. Electric starting available on 25 hp model. 


SEVEN REASONS WHY YOU CAN COUNT ON GALE 
@ ENGINEERED QUIET. Satisfying silence. Never any need to 
shout @ FORWARD-NEUTRAL-REVERSE GEARSHIFT. No stop- 
and-start to change direction @ “TORPEDO” UNDERWATER 
UNIT. Redesigned to boost speed, cut drag @ THERMOSTAT 
COOLING. Right engine temperature for top performance 
@ SMART MODERN STYLING. Handsomest outboards on any 
water @ TILT & TRAIL LOCK. Secures motor for beaching, trail- 
ering @ “TANK-TESTED” PERFORMANCE. Guarantees solid 
reliability now...and from now on. 





That new 1961 outboard is waiting 
for you at your Gale dealer’s now! 


[RELIABLE | GALE. 


———— =| 
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Take the keys to a Gale outboard, add a 
boatload full of fun. Take a hankering for 
action and a liking for the sun. That’s living! 
And a Gale belongs because it delivers the most 
important quality any outboard can have— 
reliability. Reliability that means happy 
cruises, fishing trips and skiing parties. 

Over 200 careful quality control checks during 
assembly plus ““Tank Testing” of every 
outboard at the factory are your guarantee 

of solid reliability. Folks who own Gale 
outboards tell us they’d never go back to 

any other brand. You won’t either, once 
you’ve made Gale a part of your family. See 
the new 1961 Gale line now at your dealer’s. 


Find your Gale dealer in the ‘'Yellow Pages’’ 
or write to us for the exciting 1961 Gale story 
in colorful free brochure. Address: Gale 
Products, Dept. 1421, Galesburg, Illinois. 


Every Gale outboard is factory “Tank-Tested"”—your guar- 
antee of dependable performance from the first easy start. 
Electric starting. High-output factory-installed generator now 
available on Sovereign models—optional. 

















AQUAMATIC 





THE INBOARD ENGINE WITH 
THE OUTBOARD DRIVE 





Obsoletes all others 


CUTS YOUR FUEL COSTS 

AS MUCH AS 57% 

Volvo-Penta Aquamatic gives you in- 
board economy and styling...80 HP 
outboard maneuverability and speed 
Aquamatic doubles your cruising range 
—cuts fuel costs! Unlike outboards, 
Aquamatic’s efficient four cycle engine 
needs no oil mixture... burns regular 
gasoline. 


NEVER BEFORE HAS ONE POWER 
‘ PACKAGE OFFERED SO MUCH... 


@ The only inboard engine and out- 
board drive engineered together and 
manufactured as one unit resulting in 
the perfect combination of power and 
propulsion. 


@ Tilts, trails, beaches... minimizes 
hazards of driftwood and shallow water. 


@ Neat, compact installations in boats 
of Fiberglas, wood or aluminum. 


@ No necessity for engine bed, addi- 
tional stringers, alignments... unique 
counter-balanced mounting reduces 
transom strain. 


@ Handles like a dream... forward, neu- 
tral or reverse with single lever control 


@ Idles smoothly at dead low speed 
hour after hour... runs continuously 
at full throttle. 


®@ Completely enclosed engine makes it 
pilfer-proof, weather-proof and spray 
proof ...adds years to engine life. 


@ Vibration and noise is greatly reduced 
for quiet and pleasant boating. 





“Relax! You don’t have to refuel under way. 
Volvo-Penta Aquamatic 
doubles your cruising range.” 


SAFE FUN 
FOR THE WHOLE FAMILY 


However you boat, wherever you boat, 
now experience a fast, exciting per- 
formance on the water with greater 
safety for the whole family. High tran- 
som protects the occupants of the boat 
..Clutter-free cockpit allows room for 
fun afloat. 





“Full height transom protects you against 
swamping. Volvo-Penta Aquamatic 
puts engine weight where it’s supposed to be 
at low center of gravity inside your boat.” 


A JEWEL OF AN ENGINE 

The Volvo-Penta Aquamatic is preci- 
sion manufactured in Sweden by ma- 
rine specialists, builders of fine engines, 
including diesels, for over 50 years. 
The outboard drive was conceived by 
Jim Wynne, the famous marine engi- 
neer and racing driver. 





‘Volvo-Penta Aquamatic removes the need for 


messy gas and oil cans...eliminates outboard well, 


allows more room for family fun and fishing.” 


ENGINEERED AND 
GUARANTEED AS A SINGLE UNIT 


The perfect performance of this inboard 
engine with the outboard drive has been 
endorsed by thousands of owners from 
coast to coast. Its ruggedness and 
endurance has been proven by winning 
the most grueling boat races in the world. 
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“Do away with the expense of mixing oil with gas. 
Eliminate fouled plugs, exhaust odors 
and smoky fumes.” 


Volvo-Penta parts carry a full six 
months warranty, including labor costs. 
This warranty is by far the finest con- 
sumer protection in the boating indus- 
try and the clearest endorsement of the 
product quality. 


For further information write: 


VOLVO IMPORT, INC. Dept. P-21 
452 Hudson Terrace, Englewood Cliffs, N. J. 








These leading boat builders are offering Volvo-Penta Aquamatic installations in their 1961 models: 


ARKANSAS TRAVELER GRUMMAN 


BARBOUR 


CUSTOM CRAFT 
CRUISERS, INC. 


FABUGLAS 
GLASS MAGIC 
GLASSPAR 
GLASTRON 


G&W 
HYDRODYNE 
LARSON 
MAGNOLIA 
OWENS 
PEARSON 
RED FISH 


SABRE CRAFT 
SKEE-CRAFT 
SPAN AMERICA 
SUPERGLAS 
THOMPSON (N.Y.) 
THOMPSON (WIS.) 
TOPPER 
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ae 
The Inboard Engine 
with the Outboard Drive 
Pat. Pending 
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February, 1961 


Skipper’s hat and spyglass are not really essential 
for a new boatman setting out to spot bargains 


By James Munro 
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Guide for Boat Show 


APPY HUNTING GROUNDS for the beginning 
boatman and seasoned sailor alike are the boat 
shows and showrooms that are opening now across 
the country 
It's open season for Boating, 1961, and there is a great 
deal that both newcomers and old hands can learn ashore 
at the shows 
In New York, youngsters are delighted when they look 
out their apartment window and see a large cabin cruiser 
moving up the avenue; in San Francisco show officials 
have tried to find space for the late requests from manu- 
facturers who wanted to exhibit for the first time. In 
Miami, additional trucks are contracted to handle freight 
that will arrive all at once by air and highway and railroad. 
Chicago excitement mounts this year as show plans are 
prepared for the newly completed McCormick Place 
Amphitheate And this whole rush of activity is being 
multiplied 10 fold across the country as shows and show 
rooms are readied for the shopping boatman 
Once again it is that time of the year when the skipper 
of the small day-sailer begins thinking about a cruising 
auxiliary, and the owner of the outboard cruiser finds 
himself staring at ads for inboard cruisers. And the cabin 
cruiser man looks for a sailing dink or runabout as well 
Inboard and outboard horsepower suddenly becomes a 
breakfast conversation piece, and politics take a back-seat 
to sail area, length overall, jet propulsion and fiberglass 
versus wood versus aluminum and steel 
To many, a boat show means bright lights, large and 
small boats polished hardware and free literature It’s 
often like a circus that has arrived in town and children 
run from booth to booth collecting brochures and pam- 
phlets 
To most, however, the boat show is a serious business. 
These people are the prospective yachting enthusiast, the 
present boat owner, and the former boat owner who sold 
her but cannot shake his pleasant memory of her. These 
are the people who have come to examine the industry’s 
new lines of merchandise. You can tell them at a glance; 
they examine, ask questions, and have a definite purpose 
in mind 
First key to seeing and learning from a boat show is a 
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plan of attack. Just what exactly do you want to accom- 
plish at the exhibit? We've heard people remark after 
spending one or two evenings and even days looking over 
the show, “I didn’t see anything,” and walk away in a 
daze. It would be more accurate to say that they saw too 
much. 

Studying boats at a show is an art, acauired only after 
long hours and weary muscles. The ideal time is during 
the day, if possible, when the audience is not as large as 
in the evenings. Before going, decide what you want to 
accomplish, and what products you want to look at. Find 
out the location of the various booths, set yourself on a 
schedule and plan your day. 

Let’s say for example that you now own a small inboard 
utility and you are considering buying a family cruiser for 
next season. Because of the number of companies manu- 
facturing this type of boat, you already have quite a sched- 
ule cut out for you. You can save yourself time by look- 
ing over models in this magazine before the show and 
narrowing the field down to what you think would best 
suit your needs. It might be best to arrange an appoint- 
ment with one of the salesmen so that you can get an 
extensive tour of the boat and complete information not 
always included in brochures. Explain to the salesmen 
the type of waters you will be using your boat, and the 
size; ages, and boating experience of your family members. 
Why should he bother explaining the features of the 24 
footer when your needs call for at least a 28 footer? Don't 
hesitate to ask for all the facts on the construction of a 
new hull. Most displays have factory men in attendance 
who can really get down to specifics. 

Ask what changes have been made in the new line and 
why they have been made. Also, whether these changes 
were made by a yacht designer or by the manufacturer. 
If a particular model which you think might suit you 
better is not on display. the salesman can tell you the 
dealer closest to your home where you can examine the 
boat. 

If you are a newcomer to boating and a first time buyer, 
don’t be ashamed to say so. Too many people try to act 
like experts and mislead the salesman. An honest, frank 
approach will permit the salesman to approach your prob- 
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Your best boat buy may not be the biggest 
bargain you find—there's a lot more you can learn 
when checking craft on display—Here are 

features to look for, questions to ask 


Shopping 


lem of proper selection intelligently. If you are unfamiliar 
with the cruising waters in your area, buy a chart in ad- 
vance and examine inlets and water depths. Talk to ex- 
perienced local yachtsmen. You should also enroll in the 
piloting course offered by your local Power Squadron or 
Coast Guard Auxiliary units. If you are buying for the 
first time, be open minded about materials. Do not be 
misled by extravagant claims; talk to the people in the 
field and also to yachtsmen who own boats in the cate- 
gories in which you are interested. As the representative 
of one boat building firm put it, “people who have been 
in the wrong boat are quick to recognize the features of 
the right boat. The unanswered question is whether some 
people buy the wrong boat, acquire a distaste for it, and 
give up boating.” Don’t take a chance of joining this 
group; know what you want before you buy. 

And now, if you have a pretty good idea of what you 
want, put the information together and weigh the pros and 
cons of the various craft. Select two or three of the boats 
that interest you most and look them over once more. 

Assuming that you have decided on a boat, the next 
thing to consider is equipment. Here again, plan ahead 
and use the common sense counsel of experienced friends. 
Will you want a radiotelephone? Can your electrical sys- 
tem handle the load of electronic equipment offered today? 
Do you need each added item, or is it just another piece 
of equipment for you to spend time and money on when 
you could be spending it on more worthwhile projects such 
as using your boat for enjoyment? How many of these 
essentials are supplied with the boat? 

Will an abundance of shoal water in your cruising area 
require a fathometer, or are you familiar enough with it 
to get by with a lead line? Was the compass on your 
former boat too small to do the job that more extended 
cruising requires? 

Start out with only necessary equipment and the initial 
expense won't become a burden. But be sure you have 
the basics. 

After you’ve decided what you need, again you are 
faced with many displays and manufacturers. Know what 
size equipment you need and you can narrow your search 

BOAT SHOW continued 
FEBRUARY, 1961 


“How can a boatman and his family make the most 
of their time at a boat show—and find the boat that is 
best for them?” we asked boating expert Armand 
Hauser, noted executive of the pleasure boat and 
motor industries. Here are his concise and pertinent 
suggestions.—The Editors 

1. If you are a first time buyer don’t be ashamed 
to say so. Too many people act like experts and mis- 
lead the salesman. An honest, frank approach will 
permit the salesman to intelligently approach your 
problem of proper selection. 

2. If possible (and it should be) tell where you 
plan to boat ... the size of the waters will have an 
important bearing on what boat you should have. 

3. The size, ages, and quantity of your family is an 
important consideration and should be disclosed to 
the salesman. Why should he bother explaining the 
features of a snappy 15 foot runabout to a man with 
four small kids. 

4. Go aboard the boat, or at least let your wife and 
youngsters as well. Let them get the actual feel of 
the boat. Let them find that adequate freeboard 
keeps them from falling out; it will help them over- 
come initial uneasiness about the water if they have 
not been boating before. 

5. Be open minded about the materials from which 
a boat is made, and ask questions. Boats of wood, for 
instance, have been successful for hundreds of years; 
compare them with other materials and give each 
careful study in relation to your needs and boating 
waters. 

6. Don’t hesitate to ask for all the facts on the con- 
struction of your new hull. Most displays have fac- 
tory men in attendance who can really get down to 
specifics. 

7. Ask what changes have been made in the new 
line... and why they have been made. 

8. The trend in family boating is toward more com- 
fort, room, and safety. People are spending more 
time in their boats, not just taking a 20 minute boat 
ride, and speed as such is not nearly as important as 
is was five years ago. A boat that does twenty miles 
per hour with the passengers comfortable under gen- 
eral conditions can be a lot more desirable than one 
that does thirty-five on smooth water but bangs you 
to pieces in a chop and has to be slowed to fifteen to 
be tolerable. Speed is relative ... to the load and 
its comfort and to water conditions. Let’s keep it in 
its proper place. Consider your own and your family’s 
real needs when making a selection. 

9. Each year the ratio of owners to prospects at the 
shows seems to increase and this of course makes the 
salesmen’s job much easier. People who have been 
in the “wrong” boat are quick to recognize the fea- 
tures of the right boat. But asking the right ques- 
tions can help prevent buying the wrong boat and the 
chance of becoming discouraged with boating. | 
wonder how many are in this group! 

10. Find out from the salesman why he believes his 
boat and his company provide the most quality for 
the money. 








For safety and comfort, tell your boat show salesman 


the true size of the crew you're likely to have along 


BOAT SHOW continued 
down to a few companies. Again talk to the salesmen, tell 
them your needs and examine their products 

If you're new to boating remember the basic items of 


safety required of all boats \ depth meter does you no 
you go aground and have no 


Don't wait 


good if way of signaling for 


help to check for the proper number of life 


preservers aboard until you start taking water 


This year’s boat shows will have a great deal more to 


offer than ever before. The industry seems to be settling 


down a bit and the people are beginning to mature more 


rapidly. They are now asking questions about the craft 


they want and the trend seems to be toward more comfort, 
room and above all safety. The glitter of chrome and 
sharp tailfins doesn’t seem to attract as many people as 
boatman is looking at 


it jeweled upholstery 


before. The new more seaworthy 


craft rather than 
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Size of your local waves should influence 
the type of boat which you will choose 


Have your wife and family climb aboard so that they 
can find they feel safe and will not fall overboard 


There is more to buying a boat bargain than rapping the 
hull with the knuckles—as so many boat show shoppers do 
Does the craft look similar in line to those you have seen 
successfully sailing your local waters? A sheer that looks 
low and sleek at the show might turn out to be too near the 
surface to keep out rough water. Find out, as well, how 
small boat hold. Overloading can be 


many a can safely 


particularly serious in a small runabout, rowboat, or dinghy 

Look and see what will keep your boat afloat if it should 
Your 
to float with motor, equipment, and passengers aboard. If 
flotation material has been added, check the location. Up 
under the gunwales and deck are the preferred positions; 


Start taking water aboard. selection should be able 


floorboards could cause the craft to 


a slick 


flotation under the 
turn turtle and leave only 
hold. 


yitom as a hand 
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Be open minded about models and materials 
but ask the salesman plenty of questions 
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Find out what changes have been introduced in the 
new line—and just why they have been made 


Climb around inside and examine the fittings for per- 


sonal comfort. Are there hand holds where passengers 
can grab if the going gets a little rough or they must go 
out on deck to manage ground tackle? This will be neces- 
iry on large craft and small. If someone aboard should 
reach for the inst 


] 
I 


rument panel, gunwale, or under a seat 
to support himself in a rolling sea, would he cut himself 
on a rough unfinished edge of plastic, wood, or metal? 
Or could bare feet be stubbed on such protrusions? And 
might modernistic hardware fittings stab or trip a pas- 
senger? Are windscreens and cabin windows made of non- 
shattering plastic or glass? A carelessly swung anchor or 
boathook could damage ordinary glass aboard 

Find out just what accessories will be supplied with the 
boat. A bargain is no longer cheap when you discover you 
will need several expensive fittings that another craft may 


FEBRUARY, 1I1961 


Questions are the key to getting 


the most from a boat show. Don't 
try to impress the salesman— 
instead get him to explain which 


boat should be best for you 





The factory man is usually glad to give you a quick 
course in why he feels his hull construction is superior 


include as standard equipment in its reasonable price. 

You will almost never save money by trying to outsmart 
the salesman. Ask, and follow his recommendations as to 
the amount of power a boat can safely carry. If he says 
the model can handle two 50 HP outboards, he knows 
what he is talking about. If you go boating in a sheltered 
region where there is seldom rough water and you have 
seen similar craft with more power, discuss this with him. 
And be honest in assessing your Own needs you may 
seldom need to go 30 m.p.h., or want to. 

Find out from the man at the show how long his com- 
pany has been in business and the name of your local 
dealer, if possible. The dealer should be able to tell you 
names of owners with whom you can talk—and get one 
more estimate of the abilities of the boat. 
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Be honest about your 


needs—do you want a 
great deal of speed or 
should you have a slower 
boat with more room to 
live aboard and more 


range for cruising? 





Speed is fine, but ask yourself whether you want to race or 
would prefer more room afloat to entertain and live aboard 


BOAT SHOW continued 


Ask the advice of experienced friends, as well. Most 
boatmen love to talk, and though you must realize their 
opinions are influenced by their own experiences, plus 
rumors they have heard, hunches they have had, and 
prejudices they have cherished concerning power versus 
sail and all the refinements thereof, they can still be useful 
companions at a boat show. Don’t let them make your 
final selection, however. This boat you buy must be one 
that you will have to enjoy living with 

Price, of course, is important, but the best buy you can 
make will be the boat that can please your family the most 
and take them out and back most safely. It should not 
require excessive upkeep, should have the accommodations 
and equipment to handle the waters and the sports you 
have in mind. Your fun afloat can be seriously curtailed 


88 


ee... 


| 
> 


Talk to experts and other boatmen so that you don’t end 
up with the wrong boat—one that’s only suitable ashore 


if you or your family are worried about the quality of the 
craft. 

More and more people are leaving high speed to the 
hydroplane enthusiast. Skipping over the crests at 40 miles 
an hour has lost its appeal and given way to the moderate 
speed cruiser that will provide comfort and safety and ex- 
tended cruising rather than just a race up the river. The 
boat that does 20 miles an hour with the passengers Com- 
fortable under general conditions can be much more de- 
sirable than one that does 40 on smooth water but pounds 
you to pieces in a chop and has to be slowed to be tolerable 
Speed is relative to your load aboard, comfort desired and 
to water conditions; it should be kept in its proper place. 

[he boatman with a few years experience is beginning 
to realize this and the manufacturers are now producing 
better products that can be found from careful shopping 
A healthy sign for all concerned. — 
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Jack Webb and Albert Gelsthorpe load 

gear at The Pas just before departure “in the 
path of the voyageurs” down the Saskatchewan 
River and Lake Winnipeg to city of Winnipeg. 


MANITOBA 


Modern-day voyageurs explore route of early fur traders 


in white-water outboard trip down Saskatchewan River 


By Charles R. Meyer 


OLLOWING IN THE FOOTSTEPS of the early voy- 

ageurs who paddled their way through northern Mani- 

toba in the late 1600s isn’t exactly like cruising a 
buoyed waterway in the United States—as this POPULAR 
BOATING reporter recently discovered. We outboarded for 
several hundred miles down the twisting, shoal-filled chan- 
nels of the Saskatchewan River, starting from the town of 
The Pas, shooting the white water at Grand Rapids, and 
completing the journey by cruising Lake Winnipeg to the 
capital city. 

The Indians called it Kisiskatchewan, “the river that flows 
rapidly,” as they traveled via birchbark canoe with cargoes 
of prime beaver pelts that they exchanged for tobacco, rum, 
and bright beads at the Hudson’s Bay Company posts 
Businesslike Englishmen called the unrepentent river many 
things, few of them complimentary, as they alternately 
sailed and hauled sturdy 25 to 40-foot York boats along 
the’ river from about 1770 to the early 1900's. But we saw 
Manitoba’s North country from a 14-foot fiberglass twin- 
engine catamaran, built locally by Anchor Industries in 
Brandon and powered by sixty-horse Gales, plus a 16-foot 
plywood skiff driven by a seventy horse Mercury engine. 
[he cockpits of both boats were packed solidly with gear 
including camping equipment, rations, spare gas, emergency 
boat and first aid kits, mosquito nets—most everything 
Skipper Gordon Poole and his crew thought might be neces- 
sary in fair weather or foul 

Setting out from The Pas, after trailering our boats up 
the highway from Brandon, Skipper Poole settled our navi- 
gational problems properly by hiring a Cree Indian guide 
to point the way to Cedar Lake Settlement. We proceeded 
down the river at a leisurely pace, making offshoot detours 
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to examine things like a Forestry Service fire tower, a 
man-made beaver dam regulating the water level in a marsh, 
and the blackened, stump-studded site of a recent back 
country fire. High noon slipped into late afternoon while 
the motors droned and we made slow progress down the 
muddy river. “Good, we go Cedar Lake,” grunted our Cree 
guide. “My eyes not good after dark.” Our speed increased 
perceptibly with this news. 

We spotted a few dugout canoes pulled up on the banks 
shortly before rounding a bend in the river and sighting the 
dock at Pouliet’s Trading Post. It was just sunset as we tied 
up, the sky bathed in brilliant red and yellow hues while a 
swarm of night-flying mosquitoes hummed a welcome. Most 
of the Indian population was lined up on the landing. I'd 
have been willing to lay odds they'd never seen a catamaran 
in action but there was no particular stir as Gordon Poole 
gunned the engines, lifted her bow high in the air, then cut 
the power abruptly for a fancy approach. Dozens of mala- 
mute-husky dogs howled like banshees. Our exuberance a 
bit dampened by this wilderness greeting, we went through 
the mechanics of securing the boats, setting up camp, and 
cooking platters of canned ham with scrambled eggs for our 
latter-day voyageurs. 

After supper, with the taste of scalding black coffee still 
warming the stomach, this reporter climbed a pile of freshly 
cut spruce logs and watched the Northern Lights streaking 
patterns through the Canadian night. Huskies were howling 
conversationally at each other by this time, an eerie orches- 
tra of wolf calls. Down at the dock, our boats bobbed gently 
in the wake of a passing outboard canoe while, above the 
river, like a battery of searchlights weaving across the 
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Skipper Gordon Poole, right, checks route down Grand 
Rapids with his two man crew, and local guide Walter 
Cook, left. Cook reported that he could even run 
rapids by moonlight without difficulty if necessary. 
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Food and gear is stowed on runabout, left, and catamaran 
after camping on island in Clear Lake. This was last 
stop before rugged trip down the Grand Rapids. 


ay a 
Fourteen-foot catamaran hits the Grand Rapids with 
guide Walter Cook at the wheel. River was scene of many 
fights between traders of Hudson’s Bay and North 
West companies as each tried to set up fur monopoly. 
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MANITOBA continued 
horizon, the aurora borealis completed a picture of Mani- 
toba that will be hard to forget. 

It’s a rugged land—much as early explorers Henry Kelsey 
and Louis-Joseph La Verendrye first saw it via birc*bark 
canoe and bumboat over two hundred years ago—once you 
let the electric lights, motels, and restaurants of The Pas 
fade behind you and point your bow downriver. Quite sim- 
ply, as we discovered, you’re on your own. The chart shows 
a labyrinth of waterways looking remarkably similar to 
Florida’s Everglades. You can make a side voyage into a 
crystal clear lake where walleye and northern pike literally 
fight for the privilege of hitting your hook, then spend half 
the following morning feeling a passage through blind chan- 
nels back to the main river. Even sailing the Saskatchewan, 
playing it safe by implicitly following our guide’s directions, 
we kissed a sandbar and ricochetted off an occasional under- 
water snag. 

Below Cedar Lake Settlement, short of a stretch of open 
water, we found another traveler—literally an aquatic 
businessman making his rounds. Royal Canadian Mounted 
Policeman, Constable Ernest F. Michayluk, was mounted 
on a lightweight aluminum outboard hull instead of the 
traditional horse or dog sled, and he stopped his lonely 
patrol long enough to give us forewarning about the diffi- 
culties ahead. “Grand Rapids can be hell-on-wheels or a 
joyride—depending on whether you know the channels and 
the rocks,” said the Mountie. 

We set out across Clear Lake, worrying about Grand 
Rapids, and promptly were caught offshore by a squall 
The wind kicked from a whisper to a whistle in less than ten 
minutes. The hot summer sun was suddenly blanked out by 
the grey combers of a thunderhead. Spray spun off the 
crests of a wind sea, drenching our two smallboats, while 
headway was slowed to a minimum, We kept the skiff on 
the lee side of the catamaran, just inside her wake, and were 
very glad to take advantage of whatever shelter she offered 
The shoreline narrowed as we came to the end of the lake 
area, back into the river, and I caught myself wondering 
how many voyageur-fur traders had come to grief along 
that stretch of their Saskatchewan travels. It would have 
been a dangerously rough passage in a loaded canoe. 

According to the history books, that “dangerously rough 
passage” phrase is accurate but the problems involved were 
man-made in addition to weather. Time was—the year 1819 
to be exact—when a hotheaded Governor in Chief of the 
Hudson’s Bay Company, William Williams, mounted a can- 
non on a swivel and trained it on the canoe route through 
Grand Rapids. Business had been rather difficult for the 
Honorable Company, what with dividends dropping from 
eight percent to zero, and the rival Nor’westers appeared 
to be taking over the bulk of the fur trade. An official com- 
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OATMEN desiring detailed information and bro- 
chures describing the lake and river waterway net- 
work in northern Manitoba should write to: Mr. Wilfred 
Organ, Director, Publicity Branch, Department Of In- 
dustry And Commerce, Legislative Building, Winnipeg 
Manitoba, Canada. Both fly-in and-trailer boat trips 
are available, though rental facilities in the North are 
limited. Makes reservations well in advance to be cer- 
tain of accommodations. 
RANS-CANADA AIR LINES flies regular Viscount 
Super Constellation, and North Star service into 
Winnipeg from Montreal, Ottawa, and Toronto, as well 
as Vancouver and other West Coast cities, with connect- 
ing flights to most airports in the United States. Feeder 
lines take you north from Winnipeg clear to the Arctic 
in case you wish to try cruising close to the ice floes. 
OU can bring home $200 worth of goods duty free 
after a forty-eight hour stay in Manitoba, $500 
worth after a twelve day stay. Since luxury taxes on 
items such as jewelry and perfume don’t exist—and 
British Commonwealth trade agreements make possible 
lower prices on English china, crystals, and linens— 
bargains are available in these items as well as yard 
goods, woolens, and Indian or Eskimo hand-made sou- 
venir pieces 
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Cree Indian guide waits for Jack Webb to dish up chow 
on dock in town of Grand Rapids (below the white water). 
In distance opening into Lake Winnipeg can be seen. 


Catamaran lands on shore above Grand Rapids. A huge 
dam for irrigation and power is planned for this 
area by Manitoba Hydro, the province’s power company. 


An area where rival companies once fought to establish a fur 
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pany bulletin stated, “No more men from the Orkneys are 
to be sent out but men from the Western Islands and Coast 
of Scotland, where the people are a more spirited race than 
in Orkney 

Benjamin Frobisher and John Duncan Campbell of the 
North West Company arrived at the head of the rapids 


SO The 


he story goes—and were carried ashore on the shoulders 
of their voyageurs, They strolled the two mile portage while 
their boatmen swooped over the boiling waters in the birch- 
bark craft—and both groups were captured by William 
Williams’ soldiers at the far end. Frobisher and two com- 
panions eventually escaped, scantily clad and without sup- 
plies, certainly in no condition to travel Manitoba’s water- 
ways in October. They boiled and ate their own shoes, 
Frobisher dying on the shores of Cedar Lake from a com- 
bination of weakness and exposure 
We made an overnight camp in the same area, eating 
another portion of canned ham with scrambled eggs instead 
of Frobisher’s diet of boiled shoe, The crew of both boats 
made some slight mention regarding the similarity of menu 
far but the cook—notably this reporter—assured them 
of the high vitamin content plus energy building protein 
lue in ‘canned ham and scrambled eggs’ 
Grand Rapids looked fairly peaceful from the upriver 
de but George Strange and Gordon Poole hiked down the 


to town nevertheless, making inquiries regarding 
channel. They came back with Walter and Herbert 


Cook, a father-and-son team known locally for their ability 
on the river. “Better have Herbert ferry you down through 
the rapids in his own boat,” drawled Walter Cook. “You 
can take your camera that way and snap a few pictures.” 

The camera boat turned out to be a close-ribbed skiff 
built like an overgrown canoe and powered by an ancient 
outboard. This reporter cradled the photographic gear in his 
lap as we dipped over a shallow ledge line, the current grip- 
ping the hull like some giant catapult. The boat picked up 
speed and momentum, the shoreline went whizzing by, and 
a sheet of spray flew out sideways from under the bow. We 
went dancing downstream like a cork bobbing on top of a 
torrent. Herbert Cook stood stoically astern, measuring the 
rocks as they flew by, suddenly swinging the wheel hard 
over so we lay pointed upstream in the eddy behind a rock 
shoal. The catamaran roared past us, so close you could 
have flipped a heaving line from one boat to the other. With 
that careless nonchalance born only after a lifetime afloat, 
Herbert Cook nosed out into the rapids and followed his 
father downstream. The expedition arrived at the town 
dock dampened but not damaged by the experience, and 
Herbert Cook promptly headed back upstream to pilot our 
skiff 

Fortunately—or perhaps unfortunately—shooting the 
white water hadn't damaged our remaining store of fresh 
eggs and we were able to prepare a last meal of canned ham 
and scrambled eggs. Lamb Airways dropped an amphibian 
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Re Ss 
Outboard fuel tanks are filled at a Saskatchewan River 
trading post. Careful arrangements were made in advance 
to insure ample fuel supply for trip down the river 


Author Charles R. Meyer who has explored waterways 
from the Panama Canal to Nova Scotia by small boat is 
greeted by Trans-Canada stewardesses after latest voyage. 


empire now offers wilderness waters for a boating vacation 


into the smooth water of the river just before the Sas- 
katchewan makes her rendezvous with Lake Winnipeg 
shortly thereafter, and this reporter climbed aboard for an 
aerial view of the country. Our voyageur crew had solemnly 
promised to plan their diet more carefully during the open 
water cruise before them. They looked like two incon- 
sequential flyspecks on a vast panorama of forest and water 
as we flew overhead, waggling our wings in a farewell salute. 
[he catamaran was leading the procession, cutting a 
streaked white wake in the greenish-blue shallows of the 
lake, and the skiff followed anxiously after her—like a 
puppy trying to keep up with a bigger and faster friend. 

Gordon Poole must have cracked both throttles wide 
open for the “cat” scooted, pulling out ahead. Somebody 
waved something white—a handkerchief or shirt—and the 
pilot banked and started our flight on a different compass 
heading. “Mighty fast little boat,” he commented. “After 
they finish the dam at Grand Rapids and somebody opens a 
marina, bet quite a few Winnipeg people will cruise up in 
this direction.” 

The history of Manitoba has largely depended on her 
waterways—mainly the Saskatchewan River and Lake 
Winnipeg—from the days when the voyageurs judged dis- 
tance by measuring a lake as “two pipes across.” The Hud- 
son’s Bay Company turned a leaf in navigational history 
at Manchester House on Pine Island in 1778 when they 
constructed the first York boat to compete with the more 
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romantic canoes. The York Boats were bowed (at either 
end and clumsy in shape, built in lateen style so a sail 
could easily be rigged for use along open stretches of the 
river and on the lakes near its mouth. Slow, sturdy, safe 
and enduring, they carried twice the freight of a canoe. 
But the York boats gave way to paddle wheelers, and those 
venerable steamers disappeared with the advent of gasoline 
engines and the Diesel. Now, Manitoba seems due for an 
influx of pleasure boats both among the Canadians them- 
selves and visitors from across the border 

Cruising Manitoba's big river, the Saskatchewan, is a 
challenge in itself. You live out, on the land, close to the 
people of the North country and their way of life. The sun 
bakes down during the summer months—temperatures 
running ninety and better—but the evenings are cool with 
just a touch of the Arctic’s breath. There are government 
posts and a few small communities where supplies and 
gasoline are available along the way, and Cree Indian 
guides who know the countryside can be hired. For a fisher- 
man, hunter, or any naturalist-outdoorsman, the trip is 
memorable and magnificent. Lake Winnipeg offers un- 
limited open water cruising right now, and the new lake area 
to be flooded ahove Grand Rapids wiil offer still more in 
the future. Manitoba’s North country is a boatman’s 
paradise, still virtually untouched but beckoning, sparsely 
settled but friendly, magnificently unforgettable once you've 


seen it.— GZ 











Built to B. Hargrave design, the Hatteras 41 is the first fiberglass production-line 
wer boat of her class. Her sleek lines earned an excellent styling rating. 


POPULAR 


SIOVMENMER tests a: 


HATTERAS 41 


‘This fiberglass cruiser is a luxury yacht in every respect, 
yet she can be outfitted to perform as a sportsfisherman’ 


By Hank Wieand Bowman 





POPULAR HAVE HELD STRONGLY to the theory, prevalent 

BOATING among boatmen, that there is no perfect production 

boat. All persons associated with boat building: ma- 

rine architects, stylists, engineers, and production depart- 

RATING FACTORS ment personnel, are faced with compromises. Riding char- 

310) QoL 8) 1 ol acteristics versus speed, or durability versus cost or weight, 

are just two of many factors that make compromises in- 

evitable 

Safety Yet, after testing the Hatteras 41 I find myself hardput to 

fortitital ferret out even minor flaws, and I realize that there is al- 

ways an exception to any generality. A glance at the chart 

Adaptability indicates that we have given this boat the highest rating to 
Durability date of any craft reviewed in our entire series 

. The Hatteras 41 is unique in a number of respects. It is 

Styling the first production power pleasure boat in the 40-foot class 


Performance to be molded of fiberglass. Unlike most seagoing craft, the 





Hatteras is built far inland at High Point, N. C., several 
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Easy access to flying bridce is demonstrated here by 
test assistant Penny Cook and Hatteras President, Willis 
Slane. Cabin cockpit table converts to high or low position. 


hundred miles from the nearest blue water. The boat is 
produced by a new boat building concern, the Hatteras 
Yacht Company 

Yet, each of these variations from accepted practice has 
come about as a natural progression of a boat concept 
formed in 1958 by a group of businessmen-fishermen. 
These ardent deep sea anglers were gathered at the Hatteras 
Marlin Club on the Outer Banks of North Carolina where 
the big ones run and boats must be built to withstand the 


brutal lash of rugged storms that sweep hurricane junction 
where Hatteras Inlet jo'ns Pamlico Sound with the At- 
lantic Ocean. 


Like many cost-conscious businessmen, the group’s dis- 
cussion turned to the subject of maintenance of their craft 
and the potentials of fiberglass as a means to reduce over- 
head. Why couldn't the relatively new boat building ma- 
ter‘al be applied to a large cruiser or sport fisherman if 
the U. S. Navy used it successfully in 40-foot patrol and 
65-foot offshore crew boats? Someone else pointed out 
that the submarine Fairwater made extensive use of fiber- 
glass components and that the satellite container of one of 
our most promising rockets is molded of fiberglass 

Willis Slane, former Army flyer, navigation instructor, 
ardent sport fisherman, experienced boatman, but hosiery 
manufacturer by vocation, did more than listen to the con- 
versation. He decided to explore the idea and later spear- 
headed the months of planning, study and model testing 
that consumed nearly two years before the first Hatteras 
production hull was launched. Slane allowed no corners to 
be cut in providing this exciting boat with top quality ma- 
terials and components throughout 

fhe design selected for the Hatteras 41 is by J. B. Har- 
grave, well respected marine architect, whose sport fisher- 
men hull lines long have been admired. Construction su- 
pervis on 1s handled by Don Mucklow, whose Crystaliner 
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boats had proved their durability in rugged Miami-Nassau 
power boat races. 

The High Point, N. C., location chosen is a fortunate 
one, for it placed the factory in the center of the South’s 
furniture industry. The Hatteras Company has been able 
to call on skilled wood craftsmen who have blended cab- 
inet and fine joiner work into the interior of the fiberglass 
hull and superstructure 

The Hatteras is the first large fiberglass boat to be built 
in conformance with published standards as outlined in 
Gibbs & Cox’s Marine Design Manua! For Fiberglass Re- 
inforced Plastics. Guesswork and experimentation with 
chemistry, fabrication techniques and engineering proper- 
ties of the new reinforced plastic boat building material 
were eliminated as the finished structural characteristics of 
the boat were arrived at after lengthy consultation with 
Owens-Corning Fiberglass Corp. 

Though initially we liked the basic appearance of Har- 
grave’s hull form and its overall styling, we knew that 
much of the success of any fiberglass boat—and particular- 
ly one in the 40-foot-plus bracket—would be devendent 
upon the care and technique used in the lay-up. We felt 
that no test of a boat this size would be complete without 
including a visit to the manufacturing facility for an op- 
portunity to observe and study hulls under varying stages 
of construction before we could form any firm opin ons 
on two of our most important ratings—Durability and 
Safety. 

Powered with a pair of Chris Craft V-275s the Hatteras 
lists at $34,990. The basic snecifications of the Hatteras 
are: length-over-all, 40’ 834”; beam, 14’; draft, 3’; and 
we'ght, approximately 19,000 Ibs. 

What we observed at the Hatteras High Point factory 
led to our excellent rating for the boat in the Durability 
classification. 

The hull proper is formed of a single molded unit with 
the bottom hand-laid of 13 plies of polyester resin rein- 
forced fiberglass. This lay-up consists of an outer gel coat 
and supporting layer of 7-ounce cloth followed by one ply 
of 1’2-ounce mat. Over this are applied seven successive 
layers of 27-ounce woven roving, reinforced with polyester 
resin. This results in an initial lamination of nine plies. 
Then, four sturdy pre-formed fiberglass longitudinal bot- 
tom stringers that run the entire length of the boat are put 
in place and secured by four additional plies of 27-ounce 
woven roving. At the bow area, each successive ply is 
overlapped, doubling the thickness at the stem 

Athwartship stiffening is provided by five water tight 
bulkheads constructed of 94” marine plywood 

I was able to check hull thicknesses at a number of 
points where hull sections had been cut out for propeller 
shafts, toilet intake and outlet, aad ports. The bottom 
of the hull is 7%” thick. The sides, from about the location 
of the cockpit flooring supports upward to the sheer, range 
from 10 plies giving a 5%” thickness to eight plies %4«”" 
thick at the sheer line. The deep keel is constructed of 
fiberglass and resin, which, due to overlapping is of hollow 
construction with walls nearly 134” thick. The void is 
filled with aggregate and polyester resin to form a solid 
section 

The cabin, pilot house, flying bridge, and foredeck are 
also constructed of reinforced fiberglass polyester resin. 
The cockpit deck and interior flooring are constructed of 
marine plywood, the former being covered with a non-skid 
pattern, molded into a fiberglass overlay. Cockpit hatches 
are also fabricated of fiberglass over plywood. The in- 
terior bulkheads and cabinets are constructed of Philip- 
pine mahogany. Vinyl tile is to be used as floor covering 
in both the pilot house and main cabin, on future models. 
The boat we tested, however, had these areas covered with 
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The Hatteras offers exceptional speed 


Controls to flying bridge are enclosed in chrome-on-brass 
tubular support that does not obscure vision from wheel. 
Refrigerator, at right, also opens into the cockpit. 


TEST continued 


cork tile, which, though the boat had been waterborne 
r more than a month, shoved no swelling or distort-on 
to damnnes Frankly I like the warm appearance oi 
cork, but the manufacturer of this tile would not 
ee its imperviousness to swelling or separation in 
use where it is exposed to excessive dampness. The 
ras Yacht Company, in the interest of durability, 
*d to substitute vinyl in future models 
The two 100-gallon-capacity water tanks are built of 
nolded fiberglass. The water tank design permits the re- 
val of inspection ports and should an owner ever take 
oard rusty or contaminated water by mistake, the inside 
of the tanks could be scrubbed 
A five-gallon Galleymaid Monel hot water heater is a 
standard item. All water lines are 12” copper; water faucets 
re spring loaded chrome on brass. The water system is a 
pressurized Crowell “FAS” 12-volt type 


The pair of fuel tanks of 1652-gallon capacity each are 


Iso constructed of fiberglass and are baffled. Eleven 
chrome-on-brass 12-volt light fixtures supply the ship’s 
electric service system. These operate from a pair of 6- 
volt 145 ampere-hour batteries hooked in series. A Delco 
Remy 60 amp. alternator is provided for charging the ship 
service Datteries 

Seemingly minor but important details have been given 


ittention. Each bulkhead is topped by aluminum screen- 


to tie in with the bonding system, and an electrolysis 
wlicator is another standard piece of equipment 

Both main and .ntermediate manganese bronze struts are 
of V design for greater strength. Prop shafts are 1!2” 
Tobin bronze. Portholes framed with anodized aluminum 
and aluminum screens are provided in the trunk cabin 
Hardware throughout is either heavy chrome-over-brass or 
stainless steel. Throughout the entire boat I saw no use 
of interior fittings other than for two plastic switch plate 
covers which had a cheap appearance. One, in the main 
cabin, could have been replac d by a solid brass plate, and 
on the side of the pilot house control pedestal a chrome- 
over-brass fitting to match the attractive Stewart Warne! 
instrument panel would have been more in keeping. I did 
note several rust stains running down from the stainless 
steel sheer rub rail. These were caused by securing hard- 
ware which the supplier had claimed was non-ferrous. The 
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and sea stability 


manufacturer had already replaced the offending fittings 
but the stains had not yet been removed 

A thorough inspection and underway test of a completed 
model, production boat #5, (Hatteras expects to produce 
a minimum of two boats per week during 1961) was con- 
ducted at Bob Cox’s Lauderdale Marina on the Inland 
Waterway at Ft. Lauderdale, just a mile and a half from 
the inlet into the Atlantic Ocean. During the time we were 
testing, ground was broken at Lauderdale Marina for con- 
struction of what is expected to be one of the largest small- 
craft marinas anywhere on the Intracoastal Waterway. 

In the Safety category, we rated the Hatteras above 
average. Hand rails throughout the hull were sturdy and 
well placed, the fly bridge safety rail was sufficiently high 
so that no youngster or adult passenger would be likely to 
fall. The non-skid surface of the cockpit and foredeck were 
thoughtfully designed with good snag-free footing and safe 
hand holds considered. 

The three sections of the pilot house windshield are 
fitted with safety glass, the center shield is hinged and is 
fitted with heavy duty adjustable hardware. The side win- 
dows of the pilot house and the flying bridge windshield 
are of tempered safety glass while:the wrap-around flying 
bridge windshield is constructed of Plexiglas, heavily 
framed. Visibility from either pilot house or the flying 
br dge is unobstructed. Hatch trims are rounded with no 
sharp livs, and throughout the entire boat there are no 
awkward projections that will catch clothing or bruise 

We noted that in addition to the pair of electric bilge 
pumps, there is also an auxiliary hand bilge pump located 
in a closet in the forward cabin. Three 2'2-pound CO 
dry chemical extinguishers, six adult USCG-approved life 
jackets, a 22-pound galvanized patent anchor, 150 feet of 
1” manila anchor line and 100 feet of '2” manila moor- 
ing line are standard items. The two stern cleats are lo- 
cated inboard under the sheer with access through flush 
coverboard hawse holes. Four spring-line cleats are pro- 
vided, a mooring bit, and two chocks. I felt that a heavier 
duty mooring bit would be desirable, larger forward 
chocks are needed, and a good sturdy towing eye in the 
stem might come in handy 

Though the gas tanks of the Hatteras include fire retard- 
ant resin, I would also like to see the same fire retardant 
resins used throughout the entire engine room. There are 
self-extinguishing polyesters which are either additives to 
or an integral part of the chemical structure of the resin. 

The Hatteras incorporates no artificial flotation, nor is 
this a practice that is at all commonplace or currently 
practical on any craft over 25’. However, the five separate 
water tight compartments in the Hatteras, plus the inherent- 
ly great tensile strength of the fiberglass hull, should give 
all but the most timid boatman a feeling of security. 

In the Comfort category, the Hatteras is exceptional. 
Offshore she has no tendency to pound, only a slight ten- 
dency to roll in troughs or when lying to, and the ride she 
offers under any water conditions is the smoothest you 
could hope for 

[This boat, with accessory items such as outriggers, gin 
pole, rod holders, and a fish fighting chair will ask no 
quarter from any srort fisherman, but she is also a luxury 
yacht in every respect—a combination difficult for any 
designer to achieve. 

She can sleep six comfortably and with considerable 
privacy. I particularly liked the sliding door arrangement 
on the pilot house which when closed transforms the pilot 
house into a generous stateroom with sleeping accommoda 
tions for two provided on a Simmons convertible couch 
The main stateroom features two 6'4” long, 2’7” wide 
bunks arranged L-shaped. Each bunk is fitted with 412 
polyurethane mattresses attractively upholstered with zip-oft 
denim covers. In the forward cabin the pair of V-ed bunks 
are 6/10” in length. 
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The main cabin bathroom is fitted with an electrically 
operated head and molded fiberglass stall shower. The sink 
on the boat we tested was of fiberglass, though future mod- 
els will be stainless steel or porcelain over ceramic as, in 
this instance, fiberglass presented a maintenance problem. 


The forward stateroom has a sink and toilet. Storage space 
is particularly generous in both compartments. Headroom 


throughout the boat averages 6'3 

One of the most impressive comfort features of the en- 
tire boat is the flying bridge with its U-shaped conversa- 
tional seating arrangements which o‘fer two polyurethane 
upholstered padded seats, 4’2'2” long and 17” wide. The 
pilot house is fitted with two upholstered chairs. and an in- 
teresting Castro Convertible cocktail table so designed that 
it can be raised to dining height, pivoted and unfolded to 
double its cocktail table size. Both the cocktail table and 
chairs are sufficiently heavy that they require no perma- 
nent securing 

We rated the Adaptability of the Hatteras 41 excellent, 
largely because her performance and basic design allow 
her to serve as a perfect sport fisherman while her thought- 
ful cabin arrangement gives her luxurious live-aboard space 
for pleasure cruising. She can serve two prime pleasure 
craft functions without making any compromises. Though 
it would be a rarity that the owner of a 41-foot motor 
yacht would care to use her as a ski tow boat, the pair of 
Chris Craft V-8 275s give her ample speed for this purpose. 
Her cruising range of more than 300 miles at a 20 mph- 
plus speed is also exceptional 

Her exterior Styling can be judged by the pictures. We 
consider it excellent, and it is backed by interior design 
features that leave almost nothing to be des‘red. In fact 
our only criticism of the convenience built into her by her 
stylists was that nowhere on the beautiful flying bridge 
was there a flat spot where one could put down a drink 
or can of beer without having it slide away. An exception- 
ally large storage area in the pilot house can serve as a 
gear locker though it is intended as the location to house 
an optionally extra, one-ton, cabin air conditioning unit 
that lists factory installed at $500. The flying bridge, in- 
cidenta'ly, is completely fitted with controls, compass, in- 
strument panel, and even a plug-in jack for a depth finder. 

The boat is offered in a wide choice of color schemes 
Frankly, we were quite taken by the appearance of the test 
boat which had a gray hull with white sides above the 


porthole levels, with flying bridge, foredeck and cabin top . 


iqua 

The galley electric refrigerator is fitted with two doors, a 
convenience door opening into the pilot house. The gal- 
ley features seven storage compartments of various sizes 
above and behind the sink. Another storage compartment 
is located above the refrigerator. There is also a generous 
glass rack holder, two shelf cabinets below the sink, a stor- 
age shelf to the left of the stove and, six 11'2” wide draw- 


+ 


ers nearly 2’ in length and varying from 412” deep to 8” 
deep 

The main stateroom has lights for both the upper and 
lower bunks with a magazine rack handy to both bunks. 
The room also has a 20”x20” square closet fitted with a 
shelf and hangar bar, and under-bunk drawer storage space 
galore. There are three drawers in the forward cabin plus 
under bunk storage and a closet on the starboard side. 

The window and port layout, as well as the choice of 
finishing materials on the Hatteras, gives a far greater in- 
terior brightness and cheerfulness than most of its com- 
petitors. At least a part of the quiet operation of the boat 
can be attributed to the vinyl-covered insulation provided 
on the pilot house overhead 

Performance of the Hatteras was far better than I could 
have hoped for. Here is a 41-footer that can actually be 
pivoted in her own length. The Morse throttle and clutch 
controls were slick handling in the pilot house, though 
they needed a bit of adjusting on the flying bridge, as the 
throttle controls there bound slightly. The twin Chris 
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Spacious galley has large stainless steel sink, 
ample storage space, high level refrigerator. An 
aircraft type circuit breaker panel is located behind 
the companionway steps. 


Craft 430 cubic inch 275 hp engines are fitted with 2.52:1 
Paragon reduction gears and hydraulic clutches. She had 
a stimulating feel of power in both revers2 and forward 
with propeller response in either direction notably devoid 
of any time lag. The Crowell dual-station hydraulic steer- 
ing is graphite smooth, slick, and faultless. 

Offshore, when we were cruising at 3200 rpm the ride 
was so smooth and effortless that I estimated we were 
travelling 16 to 17 mph maximum. Later when we were 
making our runs over a measured mile on the Inland 
Waterway, the best speed we recorded running south at 
3200 rpm was 22.585 mph with a maximum clocking of 
26.432 mph in the opposite direction! These were runs 
with and against a fairly stiff breeze. Incidentally, at 3200 
rpm the Chris Craft. V-8s, which use a Lincoln block as- 
sembly, develop 176 hp. 

At the maximum rpm that the engines turned 3900, 
(they are rated to develop their 275 hp at 4,000 rpm and 
turn out about 265 hp at 3900 rpm), our fastest run in a 
southerly direction was at 29.532 mph while in the op- 
posite direction we clocked a maximum of 32.907 mph. 
Her speed was also checked at 2800 rpm with the fastest 
clocking at 22.416 mph, and the slower directional run 
at 19.391 mph 

At 2400 rpm, the slowest effective planing speed, the 
clocking was 16.408 mph with the fastest at 17.857 mph. 

Fuel consumption at 2400 rpm was approximately 8% 
gallons per hour per engine, 1612 gallons total per hour, or 
approximately one mile per gallon. At 2800 rpm, each 
engine burned approximately 9.94 gallons per hour or 
about 19.88 gallons per hour. At this rpm range the aver- 
age was slight over a mile per gallon 

Our final fuel reading was. taken at 3,000 rpm, at which 
speed each engine consumed 10.9 gallons each per hour, 
21.8 gallons per hour total and the average boat speed had 
mph, so that our average increased to 
an impressive well above one mile per gallon average. 

The manufacturer's literature states “speed to 36 mph.’ 
This isn’t a guarantee of anything other than perhaps a 
theoretical perfect speed. I think that with a light load 
and its standard power, a maximum speed close to 34 mph 
is possible, but who really cares? For a nine-ton-plus craft, 
the smooth performing Hatteras already offers exceptional 
speed at a reasonably economical cruising cost. For any- 
one with about 35 Grand to put into a boat, this one should 
receive prime cons.deration. — G 
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With 10,000 square feet of canvas driving her to victory, this 


Grand Banks schooner became the pride of the Canadians 


By Charles H. Jenrich 


LD TIMERS OF NOVA SCOTIA date 


the origin tions of such vessels. Word spread through the fishing vil- 
Bliuenose trom 


i race in 1920. Resolute was de 


lages of the Nova Scotia provinces and southward to the 
e America’s Cup against Britain’s Sha: 


Gloucester ports in the United States. It was hailed with 

enthusiasm as the crews cast speculative eyes upon their 
ships, measuring the chances of taking the prize 

Grand Banks fishermen greet 


eeted There had always been some racing done off the Banks 
ughter While these between the 


nes of the J-boat racers VC 


Fast winds were lashing the waters ofl 


ry of white caps and the judges post 


American and the Canadian schooners. These 


re unofficial friendly contests with perhaps a few side 


*n who sailed them. A bets among the crews. This cup chasing would be some- 
inker 1s credited thing different and it gave the dockside gossip new flavor 
imong the fish is the race was won or lost by the strategists found wher- 
innel dandies ever seamen gather for a gam. 


Senator! The Canadian eliminations resulted in the schooner Dela- 
ina winning the honor to compete with the American 

sherman’s speranto. The races got under way. off Halifax on October 

ne working schoone! 20 and November |, 1920 


In both events the Esperanto 
son engaged in fishing on outsailed the Delaw 


ana and brought the International Fish- 
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OWENS 21’ SEA SKIFF EXPRESS 

NEW from Stem to Stern. More luxury features, convenience, and style than 
many larger, more expensive boats, yet low in initial cost, operating and 
maintenance cost. . . . Combines manueverability on water with easy trailer 
ability on land... . A BIG YACHT VALUE AT A SMALL BOAT PRICE TAG! 
Generous topside space with large cockpit, mahogany yacht railings, bow vee 
berths with marine vinyl deep foam mattresses. Enclosed head. Galley with 
a large sink, fresh water system, two-burner stove, double-door ice chest 
Built-in racks for utensils. Cabin provides sleeping facilities for two. 
STANDARD EQUIPMENT INCLUDES: 

Navy top and side curtains, helmsman seat, fire extinguisher, horn, lights, 
cleats, and chocks. 


OWENS 27’ FLYING BRIDGE SEA SKIFF SPORTSMAN 
Here’s the one and only boat of her kind—designed expressly with the 
sportsman and family in mind. New luxury, new conveniences and new 
styling, now, more than ever, makes it the boat for everyone! 
Redesigned Deluxe galley with 2 burner stainless steel stove, sink. Top load- 
ing ice chest. Viny! cockpit panelling. Solid teak cockpit floor. Vinyl covered 
front and side deck and floor in lower cabin. Forepeak over windshield. 
Handrail on bridge. Ventilating windshield with aluminum frame, sliding side 
windows. Fishwell across transom with two teak hatches. Stainless steel 
instrument panel. Roomy cockpit. Forward section contains 2 foam cushion 
Vee Bunks and enclosed head. Upper and lower bunks in cabin: converts to 
roomy 4 sleeper sedan with use of rear drop curtain. Wide flying bridge with 
dual controls. Opening front hatch. Famous 185 V8 Flagships. V8 Marine 
Engine for speed, reliability and power to spare. Exclusive Hyperbolic ng x 
Vee hull designed for safety, speed and smooth behavior in rough water. 
STANDARD EQUIPMENT INCLUDES: 
Forward hatch, horn, dual controls, 4 bunks, foam cushions, top load ice 
box, ventilating windshields, flying bridge pilot seat, anchor chocks, cleats, 
running lights, cutwater, bridge ladder, ship’s wheel, windshield wiper, 
marine stove, fishwells, chrome window locks, 2 fire extinguishers, 2 cabin 
dome lamps, bilge pump, enclosed head, helmsman seat, teak cockpit floor, 
dual gas tanks 

ee 


D OWENS 27’ SEA SKIFF DELUXE EXPRESS CRUISER 
This all new brawny skiff has the comfort and living space of a large cruiser 
at the small boat price. OWENS devotion to quality and construction is obvious 
< in every detail. The result? A performance capability no traditional lapstrake 
boat can match! 
STANDARD EQUIPMENT INCLUDES: 
Navy top and side curtains, helmsman seat, electric wiper, bilge pump, horn, 
lights, cleats, chocks, two fire extinguishers, ship's wheel. 


Identical i ~ y detail ith the OWENS 27 fl Bridge Sport th 
in every w * Flying Bri sman wi 
the exception of the flying bridge, and bridge ladder. 
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A youngster sails a detailed mode! of the schooner Bluenose while in the background another, 
the M. V. Bluenose, prepares for her run between Bar Harbour and Yarmouth, N. S. 


"A superb combination of genuine work boat and sleek rucing schooner" 


BLUENOSE continued 
erman’s Trophy to Gloucester, along with $4000 in prize 
money. 

One of the first to snap out of the doldrums of defeat 
was Captain Angus Walters, a top-line fisherman of Lunen- 
burg. Getting that trophy back was uppermost in his mind 
and he set out to do something about it at once. Delegated 
to select a winning schooner for the next contest, he com- 
missioned William J. Roue to draw up the plans. Roue 
was considered an amateur in naval architecture but he had 
successfully designed several small vessels for the trade. 
He was asked to design a schooner that could take a work- 
ing load—and beat the Esperanto. After much trial and 
error he submitted a set of plans that put a gleam in the 
eyes of the Halifax Race Committee. The drawings were 
given to Smith and Rhuland, noted shipbuilders, and labeled 

Some historians claim that the word Bluenose was first 
ipplied to a local potato which had a peculiar shade of blue 
on one end. Others contend that it was born of the rugged 
winters which gave the province natives blue noses instead 
of red. Still another school of antiquarians say that the 
old-time fisherman painted the nose or bow of his schooner 
a bright blue. On the Canadian peninsula it is generally ac- 
cepted that a person born here is a bluenoser 

Throughout the winter of 1921 Captain Walters was 
a constant visitor at the yards until the day Bluenose was 
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launched in the spring of that year. Her dimensions were: 
143 feet over-all, 112 feet waterline and 15 feet 10 inches 
draft. Displacement was 285 tons and she carried about 
10,000 square feet of canvas. Except for her masts of 
Oregon pine, she was built entirely of Nova Scotia mate- 
rial. While under construction, many small changes were 
made that were not noted in the plans. Captain Walters 
explains that in Lunenburg a shipwright follows the draw- 
ings as closely as he sees fit. This might be one reason 
why Bluenose has never been duplicated in quality or per- 
formance. After launching, she was put into service as a 
fishing schooner to meet the rules requirement. She op- 
erated under lower sails only, her tall topmasts and canvas 
put in stores until the fall race. 

Dry-docked in September, she was made ready for com- 
petition with her added tops and sails. On October 22 
and 24, 1921, under command of Captain Walters, Bluenose 
won two straight contests over Gloucester’s new entry, Elsie, 
and brought the cup back to Lunenburg. 

A local Canadian syndicate built the Mahaska in 1922, 
hoping to outsail Bluenose for the coveted challenger’s place. 
However Mahaska bowed to Bluenose, which was once 
more the Canadian entry on the starting line. In the first 
race Bluenose was defeated by the American schooner, 
Henry Ford. Protests and friction over controversial matters 
brought on such heated arguments that Josephus Daniels, 


BLUENOSE continued 





OWENS 27’ FLYING BRIDGE SEA SKIFF SPORTSMAN 

Here's the one and only boat of her kind—designed expressly with the 
sportsman and family in mind. New luxury, mew conveniences and new 
styling, now, more than ever, makes it the boat for everyone! 

Redesigned Deluxe galley with 2 burner stainless steel stove, sink. Top load- 
ing ice chest. Vinyl cockpit panelling. Solid teak cockpit floor. Vinyl covered 
front and side deck and floor in lower cabin. Forepeak over windshield. 
Handrail on bridge. Ventilating windshield with aluminum frame, sliding side 
windows. Fishwell across transom with two teak hatches. Stainless steel 
instrument panel. Roomy cockpit. Forward section contains 2 foam cushion 
Vee Bunks and enclosed head. Upper and lower bunks in cabin: converts to 
roomy 4 sleeper sedan with use of rear drop curtain. Wide flying bridge with 
dual controls. Opening front hatch. Famous 185 V8 Flagships. V8 Marine 
Engine for speed, reliability and power to spare. Exclusive Hyperbolic Round 
Vee hull designed for safety, speed and smooth behavior in rough water. 
STANDARD EQUIPMENT INCLUDES: 

Forward hatch, horn, dual controls, 4 bunks, foam cushions, top load ice 
box, ventilating windshields, flying bridge pilot seat, anchor chocks, cleats, 
running lights, cutwater, bridge ladder, ship’s wheel, windshield wiper, 
marine stove, fishwells, chrome window locks, 2 fire extinguishers, 2 cabin 
dome lamps, bilge pump, enclosed head, helmsman seat, teak cockpit floor, 
dual gas tanks 
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OWENS 21’ SEA SKIFF EXPRESS 

NEW from Stem to Stern. More luxury features, convenience, and style than 
many larger, more expensive boats, yet low in initial cost, operating and 
maintenance cost. . . . Combines manueverability on water with easy trailer- 
ability on land. . . . A BIG YACHT VALUE AT A SMALL BOAT PRICE TAG! 
Generous topside space with large cockpit, mahogany yacht railings, bow vee 
berths with marine vinyl deep foam mattresses. Enclosed head. Galley with 
a large sink, fresh water system, two-burner stove, double-door ice chest. 
Built-in racks for utensils. Cabin provides sleeping facilities for two. 
STANDARD EQUIPMENT INCLUDES: ; 

Navy top and side curtains, helmsman seat, fire extinguisher, horn, lights, 
cleats, and chocks. 


OWENS 27’ SEA SKIFF DELUXE EXPRESS CRUISER 

This all new brawny skiff has the comfort and living space of a large cruiser 
at the small boat price. OWENS devotion to quality and construction is obvious 
in every detail. The result? A performance capability no traditional !apstrake 
boat can match! 

STANDARD EQUIPMENT INCLUDES: 

Navy top and side curtains, helmsman seat, electric wiper, bi!ge pump, horn, 
lights, cleats, chocks, two fire extinguishers, ship's wheel. 


identical in every detail with the OWENS 27" Flying Bridge Sportsman with 
in every ” Filyi i i 
the exception of the flying bridge, and bridge ladder 
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A youngster sails a detailed model of the schooner Bluenose while in the background another, 
the M. V. Bluenose, prepares for her run between Bar Harbour and Yarmouth, N. S. 


“A superb combination of genuine work boat and sleek rucing schooner" 


BLUENOSE continued 
erman’s Trophy to Gloucester, along with $4000 in prize 
money. 

One of the first to snap out of the doldrums of defeat 
was Captain Angus Walters, a top-line fisherman of Lunen- 
burg. Getting that trophy back was uppermost in his mind 
and he set out to do something about it at once. Delegated 
to select a winning schooner for the next contest, he com- 
missioned William J. Roue to draw up the plans. Roue 
was considered an amateur in naval architecture but he had 
successfully designed several small vessels for the trade. 
He was asked to design a schooner that could take a work- 
ing load—and beat the Esperanto. After much trial and 
error he submitted a set of plans that put a gleam in the 
eyes of the Halifax Race Committee. The drawings were 
given to Smith and Rhuland, noted shipbuilders, and labeled 

Some historians claim that the word Bluenose was first 
applied to a local potato which had a peculiar shade of blue 
on one end. Others contend that it was born of the rugged 
winters which gave the province natives blue noses instead 
of red. Still another school of antiquarians say that the 
old-time fisherman painted the nose or bow of his schooner 
a bright blue. On the Canadian peninsula it is generally ac- 
cepted that a person born here is a bluenoser. 

Throughout the winter of 1921 Captain Walters was 
a constant visitor at the yards until the day Bluenose was 
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launched in the spring of that year. Her dimensions were: 
143 feet over-all, 112 feet waterline and 15 feet 10 inches 
draft. Displacement was 285 tons and she carried about 
10,000 square feet of canvas. Except for her masts of 
Oregon pine, she was built entirely of Nova Scotia mate- 
rial. While under construction, many small changes were 
made that were not noted in the plans. Captain Walters 
explains that in Lunenburg.a shipwright follows the draw- 
ings as closely as he sees fit. This might be one reason 
why Bluenose has never been duplicated in quality or per- 
formance. After launching, she was put into service as a 
fishing schooner to meet the rules requirement. She op- 
erated under lower sails only, her tall topmasts and canvas 
put in stores until the fall race. 

Dry-docked in September, she was made ready for com- 
petition with her added tops and sails. On October 22 
and 24, 1921, under command of Captain Walters, Bluenose 
won two straight contests over Gloucester’s new entry, Elsie, 
and brought the cup back to Lunenburg. 

A local Canadian syndicate built the Mahaska in 1922, 
10ping to outsail Bluenose for the coveted challenger’s place. 
However Mahaska bowed to Bluenose, which was once 
more the Canadian entry on the starting line. In the first 
race Bluenose was defeated by the American schooner, 
Henry Ford. Protests and friction over controversial matters 
brought on such heated arguments that Josephus Daniels, 
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Secretary of the Navy, was called in as arbiter. In the second 
and third races Bluenose led the Ford over the finish line 
by 8 minutes, and the prize remained with the Canadians 

In the next contest the Gloucester fishermen entered a 
vessel that was considered the finest of any to try for the 
trophy. She was the Columbia, skippered by Captain Ben 
Pine, an old friend of Walters. The Columbia made a 
tableau of beauty as she eased into the harbor at Halifax 
October 2 923, was greeted with cheers from the crowds 
that thronged the shore. Betting dropped from odds to even 
money; the Lunenburgers readily admitted that their Blue 
nose might be in for some hard sailing to beat this trim 
Yankee 

After the crack of the starting gun, Bluenose got over 
the line 30 seconds ahead of her rival, kept her lead and 
won the first race. The second event was held on November! 
1 and again the fabulous Columbia could only trail her 
adversary. This race brought on a storm of protest over 
one of the rulings and the race was judged “no contest 
But the fiery Walters would not accept their verdict and he 


was supported by his rival, Captain Pine, who agreed that 


Bluenose beat his Columbia no matter what the authorities 


ruled. When the city of Toronto offered to pay the prize 
money, the Race Committee backed water on their decision 
and the money went to the Bluenose captain. The trophy 
of course stayed with the Canadians. The incident became 
a national argument in the newspapers and resulted in the 


ending of international schooner contests for eight years 


While Blu 


se returned to the fishing fleet, a Shelburne 


Captain Angus Walters guided 
Bluenose to five straight victories 
in the International Fisherman’s 
Trophy contests. Every entry 
had to be a working schooner that 
had spent at least one year in 
fishing on the Grand Banks and 
conformed to the specifications of 
such vessels. Trophy cup was put 
up by the late Senator William 
H. Dennis, publisher of the Halifax 
Herald. A Canadian coin and 
postage stamp bear her design. 


group of backers financed another schooner in 1925. She 
was the Haligonian, planned by Roue who had designed 
Bluenose \ race was scheduled for October, 1926, In 
April of that year Bluenose almost foundered off Sable 
Island when her anchor cable snapped during a storm 
Only her uncanny ability to work to windward enabled 
the crew to keep the champion off the treacherous shore. 
Although she sustained considerable damage she was on the 
starting line for the duel with Haligonian. In the first race 
of this event Bluenose finished with a lead of sixteen min- 
utes ahead of her rival. In the second bout the new hope 
from Shelburne did a little better but not enough to even 
the score and the match went to Bluenoss 

Sir Thomas Lipton had always taken an interest in the 
fishing schooner races and in 1930 he put up a trophy and 
prize money Ihe Grand Banks fishermen eagerly re- 
sponded to the offer. Bluenose arrived in Gloucester 
resplendent in her fresh paint and gleaming new sails. She 
was now a dowager of ten hard years on the banks and 
she came to show a new debutante, Gertrude L. Thebaud, 
her rival, that the old girl was not yet ready to be beached. 
\ little smaller than her competitor, the Thebaud had 
proven a very fast and able ship in her preliminaries. The 
course was a double run around an 18-mile triangle. While 
this was not an official International Fisherman’s Trophy 
Race, interest on both sides was just as keen. The new 
Yankee schooner with the betting favorite over her aging 
rival 


The American took the first race on October 9. New 
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Copies of Bluenose have never duplicated her speed 


Bluenose, at the right, is to windward and has the advantage over the American entry, 


Gertrude L. Thebaud. Races always provided fierce competition. 


sails on Bluenose had stretched in the run from Lunenburg 
and caused her to handle badly. She was not much better 
in the second race and the Gloucester sailors stepped up to 
receive the trophy and the prize money. The Nova Scotians 
were not too unhappy about losing the Lipton silverware. 
Their consolation was that they still held the International 
Fisherman’s Trophy which was considered by both sides to 
be the true emblem of sailing championship of the fleets. 

In 1931 this trophy was finally: to see daylight again, and 
the Americans lost no time coming north to make their bid 
for the prize that they once held so briefly. Since the 
Thebaud beat Bluenose in the Lipton race, it was only 
natural that she should be sent to Halifax to do it again. 
However, Bluenose was never in better form and she took 
the contest with an easy margin. The amazed Gloucester 
sailors went home without the cup 

The Worlds Fair in Chicago was the next port of call for 
Bluenose. She sailed through the Great Lakes with a 
memorable crew of fishing notables in 1933 as a repre- 
sentative of Canada. On the way home she stopped at 
Toronto where landlubbers, who had never seen a banks 
fishing schooner, swarmed her decks. Two years later she 
was invited across the Atlantic by King George V to the 
Silver Jubilee. In an exhibition race, Bluenose placed third 
among the fastest schooner-yachts of England, remarkable 
considering her competitors were rigged for racing only. 
On the return voyage she was almost lost with all hands 
in a gale-driven storm. Limping back to a British port she 
was delayed one month before continuing: homeward. 
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In 1936 Bluenose suffered her worst indignity when 
diesel engines were installed. These were the lean days 
of the turbulent thirties and a schooner could no longer 
pay her keep with sail alone on the Grand Banks. She 
had been a workhorse for the past seven years hauling fish 
to the West Indies and returning with a salt cargo. Her 
Gloucester rival, Gertrude L. Thebaud, had been cavorting 
on pleasure cruises in a role far less strenuous. Despite 
this difference in vocations, Bluenose accepted a new 
challenge from her old antagonist, and without hesitation 
Captain Walters picked up the gauntlet and readied his ship 
for the contest. 

The 1938 series of five races were rife with arguments 
on everything from weather to waterline, but Bluenose 
trounced the Thebaud in three of the rounds. The trophy 
stayed with the Canadians. 

This proved to be the last of the fisherman schooner 
races, and Bluenose retired the undefeated champion. A 
trading company bought her in 1942 to haul freight 
throughout the West Indies. On January 29, 1946 she 
foundered on a reef off Haiti and sunk to the bottom, thus 
ending the days of a gallant ship. 

Canada commemorates Bluenose on a coin and a postage 
stamp which bears her design. A more fitting tribute, per- 
haps, is the fine sleek motor vessel, in command of Captain 
R. E. H. Davies. This new Bluenose is the ferry between 
Yarmouth and Bar Harbor. Like her namesake in sail, she 
is keeping fast that link of friendship between two neigh- 
bors with common interests.— GB 





SHANSBY 


By Tim Shepard 


Winner of the western region predicted log competition, 


Manny has made his navigation accuracy an art 


HE WISE BOATING WIDOW learns to take her hus 
band’s estimated time of return with a pound of salt. She 
knows that once he is out offshore, time can mean noth 
: and there’s no sense putting the roast in the home oven 
itil she sees his sheepish face in the doorway 
But when Manny Shansby tells his wife to pick him up 
at the docks at 4:37 p.m., the family car can await the 
arrival of E/Serco I/ at precisely that moment 
If the Los Angeles yachtsman backs his 36-foot, twin 
engined craft into the slip a few minutes late, it isn’t his 
wife that is put out. Manny is the one with the long face 
Che wiry little skipper is one of those rare sea birds who 
is a Slave to time. He’s not just interested in the hour of 


return, but the moment and the second as well 


104 


This is because the 54-year-old skipper is hooked by 
one of powerboating’s fastest growing sports—predicted log 
racing. Long before he casts off, he’s calculated his exact 
time of return. If he is late or early he’s out of the money 
in the day’s contest 

Looking at Manny’s impressive record since he became 
interested in log racing four years ago, it’s not hard to see 
why Emily Shansby has learned to take him at his word 
The couple’s home is a veritable museum of prized trophies 

The collection started with a bang in 1957, when Shans- 
by first turned his hand to the sport. That year, he not only 
ran off with the High Point Trophy for the Novice Class 
in the Southern California Cruising Association, but 
emerged as a leading competitor nationally against skippers 
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Manny N. Shansby of Los Angeles, 
California finished third in National 
Cruiser Competition for 1960. He cap- 
tured first place in 1957. 


who had been at the game for years. Eastern log contestants 
were startled to learn that an unknown Californian had 
snatched the Herbert L. Stone trophy for the highest num- 
ber of national points in unsanctioned races, plus the Na- 
tional Championship for sanctioned races as well. 

Log skippers are still wondering how a novice could 
master such a sophisticated sport with so little experience. 
It was sort of like a golfer turning in a par score his first 
time around. 

Shansby proved it wasn’t beginners luck the follow'ng 
year by retaining the Stone Trophy and scoring a second 
in the National Championship for sanctioned races. In 
1959, he was out of the picture because of a broken crank- 
shaft. 

But last season, he bounced back stronger than ever de- 
spite engine trouble on four of his races. Instead of with- 
drawing, he switched to one engine when he was plagued 
with breakdowns. At the end of the year, he had become 
the first skipper in history to win the King Brugman Series 
(a 12 race California test) three times. He was also West- 
ern Section winner of the Martini and Rossi Trophy, first 
in the Codrington Series, second in the Stone and third in 
the Nationals. 

Those unfamiliar with the art of predicted log contests 
often approach Manny with the comment “that boat of 
yours sure must be a bomb.” 

“It's a popular misconception that predicted log racing 
is a speed contest,” Manny says with a patient smile. “E/- 
Serco Il is no great shakes at speed. The idea of the contest 
is not to get there first, but to arrive on schedule.” 


To accomplish this, the predicted log advocate attempts 
to be a combination mathematician-navigator-mechanic and 
helmsman. 

“You see, the idea is to figure how long it’s going to take 
you to run over a course,” Shansby explains. “You turn in 
your log to the race committee, then go around.” 

The big hitch in the operation is that the skipper’s watch 
is impounded by the race committee observer aboard his 
boat when he takes his craft over the starting line. 

“You've got to calculate how much progress your boat 
is making by watching your rpm's, the sea conditions, the 
wind and the tide,” he said. “You're really competing 
against yourself.” 

Many log race hopefuls probably would be delighted if 
Shansby confined his racing to competing against himself. 
If he did, they might have more to show for their calcula- 
tions and concentration in log race events. 

“It gets a bit discouraging at times,” admitted one of his 
rivals. “No matter how well you do, Shansby seems to have 
done a little better.” 

To illustrate his point, the rival turned to last summer's 
Catalina Island Race, a 38-mile run from the California 
coast to the island and back through tricky currents, a mean 
cross-chop and variable winds. 

“Five of us covered the course with an error of less 
than one percent,” he said, “Manny won it with a .5 of one 
percent error.” 

Assuming that E/Serco II was calculated to average 10 
knots on the run, Manny’s predicted overall time would 
be 3.8 hours or 228 minutes. 

His error would be 68 seconds, not bad for a 38-mile 
run without a watch. 

But the congenial skipper of ElSerco II feels log racing 
is far more than a contest among a dozen or two skippers 

“The experience it gives you takes the morbidity out of 
boating in bad going,” he explains. “It makes a better 
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Kay Townsend 
with her 6312 Ib. 
striper, a wom- 
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until... 
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Later 


100 yards 
away, Rosa 
Webb caught 
this 64% Ib. 
striper, the new 
women’s world 
record! 
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Twice, within 30 minutes 


PENN SQUIDDERS HELP BREAK 
WOMEN’S WORLD RECORD 


for STRIPED BASS 


It was a PENN Squidder that helped Kay Townsend land her 
women’s world record 63'% lb. striped bass. Another PENN Squid- 
der, 30 minutes later, aided Rosa Webb in boating her 6414 pounder 
which, in turn, broke Mrs. Townsend’s record! Both fisherwomen, 
friends and fishing companions for years, landed their record stripers 
at North Truro, Cape Cod on August 14 fishing less than 100 yards 
apart. One week later, Mrs. Webb’s husband, using another PENN 
Squidder, caught a “‘dupli- 

cate” 64'4 pounder. 


PENN SQUIDDER .. . Recognized 

as the finest surf-casting reel 

made at any price. It has the 

casting ability of a tournament 

reel, yet has the stamina to stand 

up under the punishment of hard 

and long surf fishing. 
Rely on a dependable, precision-made 
PENN REEL to help you land prize 
catches. Write Dept. PB-2 for our free 
catalog and buy a PENN REEL from 
your dealer. 


“The Reels of Champions” 


PENN FISHING TACKLE MFG. Co. 
3028 W. Hunting Park Ave., Philadelphia 32, Pa. 
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INSTRUMENT PANELS 


a new concept in instrument design! 
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MODULAR SPEEDOMETER 


Model 45-MP (45 mph) 


$13.95 


Model 55-MP (55 mph), $13.95 


MODULAR TACHOMETER 


Model 62-MP (6,000 rpm) 
Model 82-MP (8,000 rpm) 


> 
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MODULAR BAROMETER 
Model 75-MP, $10.95 


, $50.50 
$50.50 


Lock Together 
In Any Combination! 





With Aqua Meter’s new Modular In 
strument Panel, you. can now install 
your own custom-styled instrument 
panel from stock units and 
enjoy the plus advantage of a de 
sign flexibility that allows you to 
expand it with new units at any 
time! A complete range of modular 
instruments . . . speedometer in 45 
or 55 mph speed ranges . . . elec 
tronic tachometer; clock; barometer 
and ammeter. Also matching units 
for switches, fuel gauges, chart 
lights, cigarette lighters, etc. All 
Style-matched in gleaming, triple 
plated chrome, with illuminated 3” 
dials, spun aluminum centers, black 
outer ring with large, easy-reading 
white numerals. The Modular Panel 
is entirely surface-mounted, and 
easily installed 








MODULAR CLOCK 
Model 95-MP (with set 
hand), $17.95 
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MODULAR AMMETER 
Model 85-MP, $8.95 





Includes speed 


ometer, end of Pm, 
plates, Aqua | 
Matic Impact i) 


Tube Assembly Kit 


MODULAR PANEL 
“STARTER KIT” 


| a 
$15.95 — SS j 








AQUA METER’ 
He Marine Initruuments 


A Subsidiary of Ketcham & McDougall, Inc 


Roseland, New Jersey 





BOATMAN continued 
seaman out of you. You learn to know your boat, and it 
makes you keenly aware of everything that makes for happy 
and safe boating.” 

Manny's proficiency in log racing has probably saved him 
and his boat on more than one occasion. 

“You learn about your engines and you learn to put your 
finger on trouble in a hurry,” he says. 

Last year, Manny had a bad moment a couple of hun- 
dred yards off Mission Beach when E/Serco’s engines cut 
out with a heavy sea rolling into the shore. 

“I knew right away what the trouble was and we had her 
moving again seconds before the first big roller would have 
hit us,” he relates. “In boating, it’s the seconds that often 
make the difference.” 

Most amateur skippers feel their stomach muscles tighten 
up when a bank of fog moves in, closing out the shore and 


Shansby’s 36-foot ElSerco Il was plagued with motor 
trouble, yet it still brought the owner to victory. 


hiding buoys. This is duck soup for Shansby. He knows 
where he is, what the currents are doing to the progress of 
his craft and how long before he should be reaching his 
next check point on a safe journey back to port. 

“Log racing takes you out of the Sunday-driver class,” he 
Says 

As past commodore of the Southern California Cruising 
Association, a member of the Catalina and Hollywood 
Yacht Clubs and commodore of the Santa Monica Power 
Squadron, Manny probably devotes 20 hours a week to the 
promotion of boating. He is busy building up the fleet of 
log racers and keeping liaison between the 10 clubs which 
are members of the Southern California Cruising Asso- 
ciation. 

One night a week, he teaches a class in piloting and navi- 
gation through the power squadron. 

“There's getting to be so many boats out there, it’s im- 
portant that we do all we can to cut down on the number 
of Sunday drivers,” he says: 

Although Shansby has been log racing only four years, 
he had his first touch of the sea back in 1926, when he 
signed on as an engineer aboard an Alaskan tug. He was 
born in Seattle. 

“I'd been playing semi-pro baseball before. Baseball was 
fun, but you didn’t make much of a living,” he says. “So 
I went to sea. I only worked one season aboard the tug, 
but the sea got into my veins.” 

Shansby moved to Los Angeles in 1927 and worked as a 
salesman and an electrician be‘ore becoming an electrical 
contractor 

“In 1950 I had an operation and my doctor suggested 
I get something to take my mind off work,” he recalls. “He 
finally talked me into getting a boat with him.” 

Shansby purchased E/Serco II, a strip-planked Drake, 
in 1955. Two years later, he got bitten by the log racing 
bug 

“Life has been pretty busy since then,” he laughed. 
“Between working and boating there’s not much time left 
over. But it’s a good life. The best.” ds 
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ALL-SEASON PROTECTION...AND THEN SOME 


“‘T know from experience that Benjamin Moore Marine and Boat 
finishes do an A-1 job. I’ve hauled Moore-painted boats after a full 
season that were good for another year without repainting.’’ 


MM bible HENRY R. HINCKLEY & COMPANY ¢ SOUTHWEST HARBOR, MAINE 


¥ You'll find a Moore Marine finish for every 
service, ready to protect your boat the 
season through...and often longer! You 


service from coast to coast. Almost a limit- 
less range of colors (hundreds, actually) lets 
you select the colors that give your boat a 


choose from a full line of topside and bot- 
tom paints, semi-gloss and gloss enamels, 
spar and cabin varnishes...all proven in 


Benjamin UN 


OOr ec paints 


personality of its own. This year, get 
Benjamin Moore Marine finishes for protec- 
tion that can last all season...and more! 


BENJAMIN MOORE MARINE AND BOAT FINISHES 
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How a Scylla crew member went overboard in the dark and 
was picked up again during last year’s Bermuda Race may 
become another classic story of the sea. We brought the 
original crew together and tape recorded their recollections 
to preserve the full story of the event.—Ed. 


By the Crew of Scylla 
As told to Mendal W. Johnson 
N WEDNESDAY EVENING, some four and a half 
days after the start of the 1960 Newport to Ber- 
muda ocean race, the calm-plagued 135-boat fleet 
was suddenly enveloped in a storm. With darkness came a 
lusty, building wind and sea accompanied by sheets of rain. 

One boat lost her mast, one lost her rudder while another 
came back from a flat knockdown that might, in another 
minute or so, have proved fatal. At the height of a wild 
night, one of the racers—the 40-foot yawl Scylla owned 
by sailmaker Charles Ulmer—lost a man overboard. 

One second he was at the companionway going below and 
the next he was off the boat in the dark water and left 
astern. Unable to jibe or tack quickly enough, Scylla 
rolled off over the seas until] he was lost from sight. 

This past Autumn, with Scylla safely back to her mooring 
at the City Island, N. Y., Yacht Club and that man—Jack 
Westin—safely settled in an easy chair in the club lounge, 
the crew foregathered to reminisce about that night of 
search and rescue. Their story bids to become one of the 
classic yarns told of American yachting. 

The participants sit around tape recorder on a circular 


continued on next page 





NIGHT RESCUE continued 


k Westin, the rescued, owner-skipper Charlie 
then Joe DaCorte navigator, Edmund Curran, 
Wiley helmsman, Jacques Megroz and Ray Kauf- 
Absent are Findlay Corsar and Joe Dempsey. A Pop- 
BOATING writer makes notes and asks an occasional 


terested in setting the record straight for one 
ve got home from Bermuda and | started 
newspaper accounts, I got a little creepy 
deal, Sick to my stomach. For the simple 
vhat happened out there was one thing and 
tten was another. They said this guy fell 
ird and what a great guy he was, which is to me 
yng approach to the whole thing. The fact is that 
oing overboard in the first place was a mistake, anu 
il story is the fact they got me back. It should be 
cted in everything that’s written that the crux of the 
> thing ts the fact that the crew 
You're right there, and 


got their man back. 
Because in reading about half the stories (of thines 
the on't get people back on board 
In the history of all yachting, not many men ever 
came back on their own boat 
Megroz: Westin’s the loyal type—he wouldn’t go back on 
anybody els¢ boat. (Laughter) 
(QUESTION): How hard was it blowing when Westin went 
over? What the conditions? 
ibout two in the morning and it was 


{ 


nt of 


the storm. It must have been about 
the puffs 

But I think it blew harder later—after the rescue. 
ther had stopped. We had fairly good visibility 
Well, immediately our attention was taken off the 

omens, but it was probably blowing all of 50 
(QUESTION): Jack, when did you go over? Were you going 
below off watch, or what? 


ut n: Yeah, | was in the companionway, off watch. That 
is, | was over my watch, past it. I don’t know, what time 


did that wind first hit? 


Well, the first squall hit in between four and five 
k in the afternoon, and at that time we had Ondine 
id to weather of us. Maybe two miles ahead and a 
short distance to weather was Vat 69 that had been sail- 
ing very well. And when this squall came in, Vat 69 
started to reef, and Ondine reefed like crazy, and we 
carried our Number One jenny, reefed our mains’! (the 
»ason I make this point is that, at that time, we got the 
vhole crew on deck and hiked on the darn thing like a 
Star boat and were able to sit up and go through those 
boats very nicely) but we sailed the boat hard, and the 
vhole crew were on deck the entire evening, and the 
storm, instead of being a squall that passed, gradually got 
worse and worse. But everybody stayed on deck and 
vorked. (¢ onsequently, by eleven at night everybody was 
tired. Charlie and Joe Dempsey and Joe DaCorte had 
veen below pumping constantly, because the boat was 
king water through the cockpit, and we even got the 
ergency pump going. The rest of the crew were all on 
leck sitting to weather in the dark, and I think at one- 
e a quarter of two I remember saying, 
don’t you boys go below? Somebod\ s got to sail 

this thing tomorrow 
Westin: Well, | know I was so tired I couldn’t see straight, 
nd what was bothering me was so much salt water in my 


face continually that I couldn't see, which is why I started 
1] 


v finally. Then, when I got in the companion- 


way, that’s. when I went overboard. I didn’t know I was 
overboard until I saw that stern going away. 

Megroz: Incidentally, all the crew who were hiking on the 
weather deck were hooked on with safety belts. 

Westin: | was hooked on. 

Wiley: He stepped in the companionway, had one foot on 
the ladder, and I think I unhooked you, didn’t I? 

Westin: Well, I don’t know. Anyhow, we were all hooked 
on up until that time. Only, I should have waited to get 
all the way into the cabin, which I was not at that point. 

Wiley: Then the boat took an awful dive and just went com- 
pletely out from underneath your feet 

Curran: | was sitting topside when he went over, and I saw 
him go. He went backwards through the rail, a perfect 
dive backwards off the rail, and I knew it was Jack and 
I thought: that’s the end of Jack. I never thought we 
could get him back 

Ulmer: (To Megroz) That's the thing that worried me when 
you said there was a man overboard, and I said, “Who?”, 
and you said you didn’t know. I figured all he had to do 
was hit his head, and that’s the end of him 

Wiley: At that time I really didn’t well, I knew that 


"| think the light shining on and off 


going .. . | took off the gear... and 


Jack and Ed Curran were both going below. At that time 
I didn’t know which one had started below first. 

Ulmer: It flashed in my mind that it couldn’t happen to us. 

Megroz: | was sitting ahead of Ray near Chuck, who was at 
the helm, and I saw Jack go all the way, and I jumped 
over across the cockpit, and I think maybe I touched his 
foot. I thought, there’s a man gone and we can’t get him 
back. 

Wiley: My thoughts at the time were that I felt we would 
be able to jibe around. But I didn’t think there would be 
anybody there when we got back to the light. In my mind, 
I doubted whether Jack or anyone else could be able to 
swim back to the light, itself, and finding anybody who 
wasn't in the life ring with the light would be almost im- 
possible. I just thought, we have to get back to the light 
and hope like hell. But I thought we had to keep every- 
body calm first. 

Megroz: We were all waiting, wanting to do something, and 
then Chuck (Wiley) took over, and you, Ray, you threw 
the light overboard, the old, standard variety, and it 
fouled in the mizzen rigging. Then you crossed over and 
threw the Guest light because it took too long to unfoul 
the old light. 

Kaufman: That's right. When Jack went overboard, I was 
the furthest aft. And when Jack went, I thought the 
leeward ring would be closest to him and I went over to 
leeward and threw it, but it got fouled, so when I went 
to the weather side where the Guest light was, and threw 
that over. It was about 30 seconds, I guess,’ before the 
light went over, but by that time the light was already 
about two and a half or three wave lengths away from 
Jack. And I thought, he can never get to it. 

(QUESTION): How did that “strobe” light happen to be 
aboard? 

Ulmer: Well, we had them at the office. I was selling them 
for Guest Products. When I saw this thing I said, I’m 
going to take one with me. Next time I'll take three if I 
think we need them 

Westin: Me, | laughed at it when he took it, but I would 
never get on another boat that didn’t have it. I was sitting 
in the office when Charlie bought that light, and I said, 
why would you pay $85 for something like that? 

Ulmer: It was $79.50. (Laughter) 

Westin: Well, whatever they are, but it’s very true that Ed 
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and Jaques and Ray and me, we sail on these boats, and 
we don’t half think what skippers have on board. But 
Charlie had a replacement for everything on that boat. 
The lifelines were brand new. We had the best rescue 
gear we could get. There was a life belt for every man— 
that’s the sort of stuff that after this happened to me, I 
started to think about. And if I ever go on another boat 

well, | won’t go on one until I look at it with a micro- 
scope. I want to see what’s on the boat. I mean, how 
many people that started out in the Bermuda race had 
the stuff we did? 

Ulmer: Well, you all contributed a lot in this respect. We 
worked hard out there all this year for the Bermuda race, 
and when you made a suggestion about gear, we put it 
aboard the boat. If it was a logical thing to have aboard, 
it damn well went on the boat. What is $50 worth of 
equipment... .? 

Westin: That’s the point. But I think most people here 
would think of the dollars first. 

Megroz: \'d have to. (Laughter) 

Westin: But Buster Ulmer’s conscious of the need for gear, 
and I was too after I went over the side. 


started an automatic reaction 


kept swimming until | caught the light" 


Megrez: You said you didn’t realize you were over until you 
saw the transom disappear 

(QUESTION): Yes, when did you realize the situation, and 
what did you do, Jack? 

Westin: Actually, what I did was nothing. When I fell over- 
board, I felt sorry for myself. 

Megroz: We felt sorry for you too. (Laughter) 

Westin: And I wasn’t excited, and the only way I can figure 
it is . . . well, I never figured for a minute that you fel- 
lows’d ever get me. I'd read this stuff, and you know, I 
always figured, it happens to the other guy, but not me. 
I lost all hope. There was no question in my mind I was 
all through. That’s the most important thing that could 
ever happen to a person because it’s unbelievable, you 
don’t get excited, and you don't try to fight it. 

Ulmer: You were treading water like hell, I betcha. 

Westin: I was treading water, but—I didn’t consider my 
family, I didn’t pray which is very unusual for most peo- 
ple, but—I believe, actually, I went into a state of shock. 
I reached a state of shock, I took off nothing. Luckily 
I kept near the light by drifting and I finally went into 
shock. And then I think the light shining on and off 
(that’s why I love that light). I think this light going on 
and off started an automatic reaction going. I thought 
that, well, at this point, I'm no longer thinking like a 
person in shock and I’m thinking, let’s get out of this deal. 
And here’s this light going on and off, bang, bang. Then 
I took off the gear and I tried to swim to the light and 
found I couldn’t do it, and then I started to go under- 
water, and I kept swimming under water until I caught 
the light. And, it hurt me when I left my . Well, funny 
things occur to you . . . but I had Chuck’s shoes on 
instead of mine, (Laughter), but when I kicked the 
foul weather gear off, I thought about them a lot. You 
know, $20 for the moccasins? And I had Charlie’s foul 
weather gear on (how in hell I ever got that off! I 
can’t get it off in the cabin, much less in the water) 
(laughter). But I got that off and I thought about things 
like, 1 threw a knife away that belonged to my wife’s 
father, and I thought about that. And then I kept trying 
to catch this light. 

(QUESTION): Chuck, what was your first order after Jack 
had gone? 

Westin: “Reciprocal,” I bet. 
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Wiley: Yes, it was. I think the first thing I said was, I’m 
steering so-and-so—I don’t recall what the course was— 
but, I'm steering so-and-so. I knew I was excited, and I 
said, what's the reciprocal? 

Kaufman: Well, I'd like to say something here. I think the 
thing that really kept happening was that Chuck took 
Over aS soon as we saw Jack disappear. He took over 
and started giving all the directions and outlining the 
work of the crew, and I think that’s really what did it 

Ulmer: Here’s the thing I think was so terrific about it 
we never had what you'd call a “panic party”. Everyone 
seemed to promptly know just what they were supposed 
to do. Ray wasn’t feeling very well up in the cockpit, but 
he threw the light overboard. 

Westin: He has the slide-rule brain. 

Ulmer: The other problems were the same thing. 

Wiley: One of the major problems at that time, I think, 
was that the seas were high enough so that one minute 
we're Sailing with our decks in the water, our cabin in the 
water, And then a sea would approach, and the seas were 
high enough that our sails were blanketed. The boat 
would suddenly come back on her feet, which made it 
very difficult to steer. But when Jack went overboard, 
well the things that I’ve been told by my father about 
how you immediately read the course, get a reciprocal 
course, count ten and jibe—well the course-reading we 
could do, but the jibing was impossible. At the time Jack 
went, we had Number Four jenny and a heavily reefed 
main. When we tried to jibe, we got way off twice, almost 
to the point of being able to jibe. Then the main boom 
would catch in the water, the main would re-fill, and we'd 
be driven back up. It would have been so much better 
had we been able to jibe with the main on her and come 
right back, but it just wasn’t possible. So we had to get 
the mains’! off before we could get jibed, which in that 
condition was rough. Findlay and Jaques were forward; 
they were getting the mains’l off, and eventually we got 
it off her. But all this time we were leaving Jack, and 
Jack later told us that we got far enough from him that 
our masthead light disappeared from view. But even- 
tually, when we did get the mains’! off, we were able to 
jibe. But at that, we still hadn't gotten the engine going, 
and we weren't able to sail back to windward without the 
mains’l. So, we had to crank the mains’! back on her to 
Start back to windward. By this time, Jack was 
well, the flashes were all we could see, We had no idea 
where Jack was. But the flashes were almost dead to 
windward, high of the course we could sail back to it. 
So when we got the main on, we started sailing back 
toward these flashes. Joe Dempsey, below, had done a 
tremendous job in getting a 12-volt battery which Jack 
had supplied before the race (God only knows why Jack 
had brought it) from the forepeak. Joe Dempsey had 
gotten this battery, brought it back, gotten the jumpers 
out, and Charlie was below with the companionway 
closed because the waves were breaking over the boat. 
But Joe got one end of the jumpers connected, Charlie 
got the other end connected, and when we were about 
200 feet from Jack, the engine started and we were able 
to get back. 

Megroz: You might mention, that if you try to get a mains’] 
down in 50 knots of wind, you're in for a workout. We 
had a self-winding winch, and it got hung up—obviously 
—and it took us, I'd say, a good five to eight minutes of 
me climbing halfway up against the track and then 
falling and straining and pulling while Findlay had a set 
of pliers which he put into this winch to back it off. We 
had an awful foul in that winch, just a brutal foul, and I 
never thought we were going to get the mains’l down 
because of it. 

(QUESTION): Why’d you have to replace the engine’s 
battery? 

NIGHT RESCUE continued 





/ NIGHT RESCUE continued 


f Wiley: So much water had gone below, that it was com- 


-/ — 4 pletely shorted out. 
/ \\ |) ' Megroz: No, due to the pounding of the boat, the terminals 
THE WORLD S had pulled right off the battery. 
iy (QUESTION): Had you reached the light by this time do 
you think, Jack? 


4 

KG 
Z /7{ | Westin: I had no idea of time—I don’t know. But from the 
CE-FT/ first, this light was hanging off in the water there, and, 


I was in this sort of semi-conscious state. Maybe | 
MARINE shouldn't say this, but I honestly, on my word of honor, 
—<—— = when this happened to me I absolutely had no thought 
—.. man in my mind that I'd ever live through this. This was a 
RADIOTELEPHONES wonderful thing to happen, because, well, you—me— 
anybody—when a tough thing comes along, you always 
and marine electronic think you might have.a nickel’s worth of chance to get 
: out. I mean, ten guys jump you and you think you 
equipment might lick °em? Well, this | knew I couldn't lick, and | 
was never for one minute excited or upset about this 
thing. I just thought, I’m going to go, and I felt very bad 
about it. I felt, gee, here’s a young guy like you (laughter) 
no, seriously. And I never thought about picking up the 
light. It’s the honest truth. | was just as relaxed about it 
BIMINI all, drifting along out there. Then, after awhile when | 
For small craft — inboard, outboard, or got out of this state of shock, I thought, well, they’re 
sail. Transistorized power supply and going to come back and get me. And after awhile I be- 
modulator, lightweight, compact, reli- lieved they would. I knew Chuck had the helm, I knew 
able. Complete with antenna and crys- Charlie was below, and I knew Jaques and Ray were on 
tals for three channels. Exclusive Deck deck, and those were the first four people I thought of. 
Call feature for hailing docks or other And then I finally caught the light. Then I was in com- 
craft. 30 watts input, 12 volts DC, 5 plete shock, because I never in the whole time tried to 
channels plus broadcast. One year war- pick up that ring buoy! 
ranty all parts except transistors. Ulmer: He was wavin’ that light around like crazy. 
Westin: | had the light in my hand, and I was wavin’ it over 
ISLANDER 45 my head, which is ridiculous. But at the time I picked up 
the light, I could see the masthead light coming back, and 
I really began to think that’s when you'd get me. 
channels, and 45 watt input (QUESTION): Chuck, when you got the boat jibed around, 
for a reliable transmission could you see the light? The blinker? 
range in excess of 50 miles. Wiley: Not for awhile. I couldn't see it, and I don’t think 
For twelve volt systems. they could on the foredeck. Ray lost it. I mean, I asked 
Molded fibreglass cabinet Ray to keep an eye on the light, but I didn’t see it at all, 
and high quality carbon coil and Ray lost it temporarily, because Ray kept positively 
cord microphone. Bulkhead identifying it. Now, there was some confusion, which was 
or shelf mounting after we had jibed, and someone thought that they saw 
the light which was really another boat. We had passed 
CARIB 132A the boat maybe ten minutes before that, and in the 
process of jibing, I had lost sense of direction. But when 
someone saw the spreader light or masthead light of this 
boat and we thought, there it is, | knew in my mind it was 
wrong because the bearing was almost downwind. This 


Precision crafted with 5 


For boat owners who demand 
perfection and power. 132 watts 
input with eight crystal controlled 
channels. Separate power supply. 


was unfortunately at the same period we had sailed be- 
Certified for mandatory instal- 


yond the range of the flashing light and Ray had lost it 
When Ray picked the light up again, he began calling it, 
you know. He said, come to port, come to port, there it Is, 
that sort of thing. And in order to get back to that, we'd 
have to drive her up and give her a little luff and come 


lations requiring a minimum of 
25 watts output power. Cabinet 
in Mahogany, Cordova or Korina. 


Other precision crafted radiotelephone models off again. We were sort of hard on the wind port tack. 
cane But we kept trying to shoot her up a little to lay close 
Remote Control units for many models. to the light. But the reason we were wide the first pass 
Uitrasounder — all transistor depth irdicators. is that we were making everything we could to weather 

3 when we went by the light, we were about 75 
Citizens Band Two-Way Radio — 5 channel set for But still, ren we we Pica 
personal or business use feet from it, and I just couldn't get her any higher. 

7 +r going by the light on your port 

Tiffany Sparkshields — quiet spark interference in (QUESTION): Then after going by the light on y« m 
radiotelephone receivers. hand, you came back again? 


} 


Shakespeare Marine Antennas — most efficient yet Wiley. That's right. When we went by the first time, we were 
developed. Models for every type boat sOing so fast that even if I had been able to shoot it, | 
knew the bow would've fallen off again or been right 
over him. and I was afraid I'd hit the man in the water. 
But we made another pass, jibed around and came back 


PEA 4 Gt ERY 70 OLAX OTE . We picked him up on windward side. And when Jack 


came aboard, I was the only one left in the cockpit. All 


2295 N.W. 14th ST., MIAMI 35, FLA NIGHT RESCUE continued on page !14 
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: Ze iG gut a 
Everybody smile! A wide grin of enjoyment is always in the picture with 
you and a Lone Star fiberglass cabin cruiser. Aptly named the VACATIONER, 
this 17-footer is ready to follow your family with such conveniences as enclosed 
cabin, man-sized bunks, and loads of storage space. Before hitting the vacation 
trail, be sure to see your Lone Star dealer about a real VACATIONER deal — 
including a matching Lone Star trailer, engineered for quick launching and 


loading at any spot. Look him up in the Yellow Pages. 


17 ft. VACATIONER $1695 f.o.b. fully equipped: twin cushioned berths, pilot wheel, lights 


BOX 218A PLANO, TEXAS 
OLOR CATALOG. OVER 2,000 AUTHORIZED 
E UNITED STATE CANADA AND MEXICO 


N FLORIDA, INDIANA, PENNSYLVANIA, TEXAS 


Vacation in Florida with a “drive-it-yourself” Lone Star cruiser! Write Boatours, Inc. (1850 N.W. 42nd Ave., Miami 44) for complete details. 
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GHT RESCUE continued 


looked like 
around end 


the rest were pulling it 
when Jack was 
tackled him. (1 


whole 


a football game 
they had all 
as he was aboard, the 


coming and 
aughter ) 
piled on him 
ck when we went by 
our port hand, he said, “I’m O.K.., 
and held the light up in the air. 
( And he like hell 
tin: That was the greatest piece of seamanship I ever 
saw. Th Ss truc 


As soon 
crew 
Mle? Go 


he Was 


ng b 


to the first pass, and 


up on don't 
worry about me 


is smilin 


and missed 
and he—I don’t 
Chuck, but this ts 
he came by and I went up on a wave and the boat 
the 
inst the boat 


he came down on one side 


me and came back on the windward side, 


know whether you worked this out, 
rreat 
came up on 


wave and I drifted right up practically 


and you all grabbed me 
in: | think the fact you still had your life belt on was 
important 


Well 


yuldn t get it 


getting you back on board 


the only reason | didnt 


off. (1 


I so much 


drop that was I 
aughter) But I can’t say how much, 
admire what Charlie had in the way of 
eal Like, well, 
Ray, your slide-rule brain and the way you dropped the 
light. If 
the rigg 
But we 


ith 


well, 


what he did in choosing the right crew 


it'd been me, I'd have thrown the thing right in 


ing—it wouldn't have come down yet. (Laughter) 


had the gear and the right guys to get in trouble 


as soon 


ran: Another thing 


aboard 


about Chuck, as the man 
was he said get him down below in a blanket and 
gi\ he said 
zet the sails on aughter ) 

When Jack a drink. And 
when he was warmed up he said, I don’t want to lose my 
When a 


And 


e him a drink. But as soon as that was done, 


let's 


and go to Bermuda. (1 


Ime came below, I gave him 


you know horse throws 


back on 


you, you ought 


I said, you get in the bloody bunk 


ind stay there! 





Megroz: Well, the whole thing certainly proves that anyone 
who intends to go to sea in the Bermuda Race has to be 
sure about the crew and the equipment and his own 
ability to manage the And another main point is 
that a small boat—a 40 foot boat—can be sailed in heavy 
sea, heavy wind and sailed well if the boat is well found 
About future crews—my personal feeling is that if you 
go over the side and use your own clothing 
4 


boat. 


as floatation 

you might last a good two days floating around if 
you had to 

Westin: Ah-h-h, you couldn’t last two days. 

Vegroz: Oh sure you could 

Westin: But you don’t do that out there. 

Ulmer: lf you'd filled your suit up with 
downwind and down sea, 


yea;>r, 


air and drifted 

you'd never have been able to 
get to the light, and we'd never have found you. I think 
the luckiest thing in the world is that this fellow’s a 
terrific swimmer. 

Megroz: But for people who don’t swim as well and don’t 
have a light to get back to. ... 

Westin: Well, you may be right, but that’s putting a differ- 
ent view on it. | would say this—that you must be at 
home in the water. You can’t panic when a wave breaks 
over you. Keep calm, shed your gear and swim for the 
buoy or light. It's important to have that gear aboard 
like Buster did. 

Ulmer: You know who else we had aboard we didn’t realize 
was there? Christ himself. I think. 

Wiley:. Particularly when you think of little things. . 
your buying the light, Westin bringing a 
battery for no good reason at all, 


. like 

spare 12-volt 

Ray's having the old- 
fashioned light foul in the rig so that we threw the new 
one, our losing the one man who was a real swimmer. 

Others: That’s right. (general assent). 

(QUESTION): Say, it looks as if your tape recorder is about 


out of ta... — GZ 











See these new Merriman ProductS at the show!! 


BOOTHS 106 AND 107, THIRD FLOOR 
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TUFNOL SNATCH BLOCK 


ightweight with non-fouling Super- 
Full x 


’ line. 


ston snap she ac ckles. 


16 to 


range of sizes 





399 SIZE 8 FLAT TOP 


13 to 1 24 to 1. 
Newest addition to our complete 


Power ratio and 


line over 35 types and sizes. 


2) 
iN 


INCREASED STRENGTH IN OUR 
TRADITIONAL YACHT BLOCKS 


Stainless steel straps and parts. 
High 


finish. 


gloss, durable Urethane 





LV RETRACTABLE 
* PITOT 
\> SPEEDOMETER 
0-10 KNOTS 
Extremely to 
“asily 
serviced while aflos it. 


— 


sail changes 





FORGED 
TURNBUCKLES AND TOGGLES 


Proven forged for 
exceptional strength and _ positive 


dependability. 


designs now 


MERRIMAN BROS., INC. 185 Amory Street, Boston 30, Mass. 
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TORNADO 
Twin Trumpet All-Electric Air Horns 


NAVIGATOR 


Combination Horn, Running 
Light and Pennant Mast. 


SEA-RAY 


New Searchlight and 
Helmsmen’s Control Wheel 


SEA-MAN 
New Electric Economy Horn 


HERE’S SAFETY WITH STYLE 


Unless you go boating just as a means of transportation, 
you'll appreciate the high style Sparton has given to 
marine lights and warning signals. Here you see proof 
that they need not look stodgy. 
Add Sparton’s 60-year reputation for reliability. 
Now picture these products on your boat. 
Nice thought, isn’t it. 


See these products at your marine dealer’s. 


SPARTON AUTOMOTIVE 
Division of 
arton Sparton Corporation 
PRODUCTS TO KEEP THINGS MOVING—SAFELY Jackson, Michigan 
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MORE AND MORE BOAT BUILDERS CHOOSE 
CHRYSLER MARINE POWER FOR 1961 


because Chrysler engines give you all the power you pay for 


HUNTER 44 ft. Three Cabin Cruiser 
powered by twin Chrysler V-8s. 


PACEMAKER 35 ft. Deluxe express 


cruiser; twin Chrysler V-8 engines. 


RICHARDSON 31 ft. Express cruiser; 
twin Chrysler V-8 engines. 


OUT O’ GLOUCESTER 30 ft. 
Cruiser; twin Chrysler V-8 engines. 


- 


TROJAN 34 ft. Sea breeze express 
cruiser; powered by twin Chryslers. 


WHEELER 30 ft. Semi-sedan sea 


skiff (fibre glass); twin Chrysler V-8s. 


SHEPHERD 33 ft. Flying bridge 


cruiser; twin Chrysler V-8 engines. 


ULRICHSEN 24 ft. Sea Skiff; power- 


ed by Chrysler V-8 engine. 


COLONIAL 35 ft. Express Cruiser; 
powered by twin Chrysler engines. 


— = - 
eed 
sseprte. 


MATTHEWS 42 ft. Convertible 


sedan; twin Chrysler V-8 engines. 


ed by twin Chrysler V-8 engines. 


LUHRS 31 ft. Sea Skiff; powered by 
Chrysler V-8 engine. 
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M-225—120 h.p. 


M-318A—190 h.p. 


| 
M-318C—195 h.p. 
M-318B— 210 h.p 





MARINE ENGINES 


Seven new models join the famous Chrysler Marine 
engine line! And they’re all muscle in fighting trim 

without an ounce of excess bulk. Boatbuilders are 
amazed that even Chrysler could package so much 
lightning performance and marine dependability 
at so low a price. They’re enthusiastic, too, about 
the standard equipment included on many models. 

For example, 35-amp alternator that produces 
about 10 amps of DC current even at idle and 
trolling speeds—with 2 or 3 times the life expectancy 
of ordinary DC generator. Adjustable engine mounts 
are standard equipment on all models. 

See Chrysler’s new M-series engines at boat shows 
across the country. See Chrysler’s traditional line, 
too (110 to 275 h.p.)—plus four Chrysler-Perkins 
marine diesels (50 to 130 h.p.) A total of 17 models! 
At the same time check the growing number of boat- 
builders who have standardized on Chrysler— 
America’s No. 1 Marine Engine! 


ADJUSTABLE ENGINE MOUNTS 


— permit four way adjustment 


35-AMP ALTERNATOR produces 
about 10 amps of DC current 
for faster, easier and more pre- even at idle and trolling speeds 
cise mounting or realignment has 2 or 3 times the life expect 


ancy of DC generator. 


CHRYSLER “$}S 


—. / 


of M-series engines. 


America’s No. 1 Marine Engine 


IWLARINE AND -CNDUSTRIAL ENGINE DIVISION 
CHRYSLER CORPORATION + DETROIT 31, MICHIGAN 
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ne life. The INTERLUX products line includes: 


* TOPSIDE PAINTS & VARNISHES e INTER-POLY ENAMELS 

¢ ANTI-FOULING BOTTOM PAINTS ¢ FRESH WATER RACING FINISHES 

« SEAM COMPOUNDS & SEALERS e WOOD & CANVAS PRESERVATIVES 
e OUTBOARD ENGINE LACQUERS e FIBERGLAS RESINS & CLOTH 


D 


ING Id z. spray cans. Send for FREE color cards. Write todc 


International Paint Company, Inc. 


New York 6, NY So. San Francisco, Calif New Orleans 15, La Daytona Beach, Fla 
21 West Street So. Linden Avenue 628 Pleasant St 96 Dunlawton Bivd 
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Cutter... best boat buy 
in the popular-price field 


heart's content... compare boat for boat, price for price. Prove 
f that no other boat in the popular-price field can match Cutter's va/ue 


%& CONTEMPORARY DESIGN—and styled with fresh, clean lines that 
promise and deliver sparkling performance. 


*®& COMPLETE—Every Cutter is equipped with windshield, steering, 
upholstered seats, hardware and lights—at no extra cost. 


®& SAFE—The watertight chamber between the flat floor and outer hull 
is filled with flotation foam to make Cutter practically unsinkable. 


%® WELL-BUILT—The windshield sticker proves that every new 
Cutter has passed 150 careful quality control checks. 


SCAMP—SKI-BOAT WITH SPEED PLUS STABILITY! 
Complete with windshield teering, back-to-back 
upholstered seat: ghts and hardware. Centerline 
engtt 13’ 6"; Beam—67"; Depth—25”. Boat price 
range $695-$730* including accessories. Available BOAT PRICE 
for as little as $25.17 per month.* CENTER- RANGE* MONTHLY 
CUTTER LINE (including PAY- 
MODEL LENGTH accessories) MENTS* 








— ; . —_ ENSIGN—SPEEDY 
ae cr Ski-Fair 14'2 : $28.79 | sports RUNABOUT! 

- 1 ; : - = : i aa aM 7 “: Complete with convert 
a* ~—— ; ‘ | Maverick 17'6 ; _57.78 | ible sun-top, wind 
4 i Conquest — — shield, steering, uphol 
4 Cruiser 17'6 dade’ 68.65 stered sunbather 
seats, lights and hard 
ware. Centerline length 


5! 2’ > 7 
*The higher price applies West of Continental [ 1 He ae aoe 70°; 
Divide. Monthly payments based on Western price, Jepth 4”. € at a e 
normal down payment and 6% interest for a range $945-$992* in 
30-month contract period cluding accessories. 
Available for as little as 

$34.23 per month.* 


}— — 


~ Aa rR ~ Olympian | 19’ 1795 65.02 




















BOATS 
TORNADO — RACY, ROOMY SPORTABOUT! Complete with convertible 


sun-top, plexiglass windshield, steering, upholstered sunbather seats 
hardware and lights. Centerline lengtt 16’ 7"; Beam—80": Depth—40 Factory-service cente n Little Falls, Minn.: Alliance, Ohio; Nashville, Ga 
Boat price range $1195-$1255* including accessories. Available for as Dallas, Texas pland, Calif. In Canada, Brunswick of Canada, Toronto 
ittle as $43.29 perr nth.* 


A Product of Baumwick [3] World Leader in Recreation 








PRESENTING 
THE NEW 
CRUIS ALONGS 
FOR 


THE NEW EL DORADO 33'— 
unparalleled for beauty and 
performance—the perfect 
example of Cruis Along’s 
supremacy! 

El Dorado’s graceful hull 

is master-crafted of the finest 
solid mahogany planking— 
shaped and built to meet the 
challenge of the open seas, and 
to stay completely seaworthy 
throughout the years. Her 
interior appointments are 
chosen and arranged to offer 
you the ultimate in comfort 
and in space for you and your 
family—for luxury living afloat! 
Built by men who know the 
sea, for men who love the sea, 





COURIER 25 LENGTH — 25" » DAM —B an” 
IDRAFT.— 23" - SLEEPS —4 


BUSINESSMAN’S 
CHOICE FOR A 
FAMILY CRUISER! 


Obsolescence is an unknown word in 

the Cruis Along vocabulary! Just 

look at the new Cruis Alongs for 1961— SULFSTREAM 5 aii sac BEAM UD'e” 
ee how their exquisite silhouettes and Dee 
luxury details promise you lasting 

enjoyment and classic beauty throughout 

the years. See how the superior 

construction of Cruis Alongs for 1961 

guarantees safety, soundness, stability, 

smooth-riding comfort for you and 

your family—not just for now, but far 

into the future! A Cruis Along’s design 

is never outdated; a Cruis Along’s 

performance cannot be surpassed. The 

solid-thinking businessman knows 

these facts about Cruis Along boats. 

He knows that he is not only buying 

a Cruis Along for its visual excitement CLIPPER 29 LENGTH — 29’. BAM 2 
and sturdy seaworthiness but that he FT —26" « ‘SUEEPS — oa 
is investing in a property which, at , 

any given time, will bring him the 

greatest return on his original 

investment. This is why 1961 Cruis 

Alongs are a businessman’s choice 

for a family cruiser. 


CAUIS €_-O&ALONG 


SINCE 1876 BUILT BY MEN WHO KNOW 
THE SEA FOR MEN WHO LOVE THE SEA 


CRUIS ALONGS ARE SISTER SHIPS TO THE CENTURY 
THOROUGHBRED FLEET, PRODUCTS OF THE ee ae 
OVERLAKES CORPORATION ; 


See us at the Boat Show. Visit the CRUIS ALONG Showroom... 1860 Broadway at 61st St., N.Y.23,N.Y.... Write Dept. £-21 for free brochure. 
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ALUMINUM CRUISER 


L.O.A. 72’21/," BEAM 17'8” DRAFT 5’ 


N° DETAIL HAS BEEN OVERLOOKED to enhance com 
fortable icious living in all weather and all seasons 

IV. J. B. Hargrave. 312 Royal Palm Way. 

designed her for Charles B. DeVlieg of 

Constructed of an all-welded aluminum 


000 pounds of the light metal in het 
is a product of the Burger Boat 
Wisconsin lien / II was the largest 
it the time her launching. Sinee 
tructed the 75-foot South Seas 
footer. Mr. DeVlieg’s vacht has 

hour and a range of 1.500 miles 


party of 


BENDIX LOC ANTENNA ADF-100 BENDIX 


2 KAHLENBERG AIR & 
ELECTRIC HORNS 


3 FRESH WATER SPRAYS & WIPERS 
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r the Jigmil IV is provided by twin 12V-71 GM diesels with each engine developing 456 shaft horsepower 
rpm. Four bilge tanks carry 2,400 gallons of fuel. She has a 115/230 volt AC and a 32 volt DC electrical system. 
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FIRST PREVIEW— 


BOAT—MOTOR—TRAILER COMBINATION 


A forward hatch and a bow ladder 
of aluminum tubing with non-skid 
treads folds out for swimming 

and picking up water skiers. 

The ladder swings forward 


from under the hatch. 


A THREE-IN-ONE COMBINATION—boat. trailer and 
motor—is being introduced for the first time at the New 
York Boat Show by the Marine Products Division, of the 
McCulloch Corporation, 2901 East Hennepin Avenue, Minne- 
ipolis 13. Minnesota. According to the company, manufactur- 
er of the Flying Scott Outboard Motor, the hull was designed 
to match its 75.2 horsepower 168 pound engine. The boat is 
17 feet 3 inches overall and has a 7 foot 4 inch beam. She 
can be used as a ski boat. day runabout, or a family cruiser. 
The trailer is a tilt-bed unit with a self-centering screw roller 
ind adjustable winch for one-man loading and unloading. 
The boat’s decking is mahogany-grained vinyl bonded to the 
fiberglass hull The edge of the deck is protected by a 


molded aluminum and rubber bumper. 
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The convertible top slides back and 
stows out of sight. The canopy is 
made of non-absorbent fabric. The 
boat has two ski stowage lockers; 
seats which convert to bunks. 


Numerous special features include an engine cowl which 
protects the motor, ski pylon to hold towlines above the en- 
gine to prevent fouling and also act as a combination flagstaff 
and a rear running or anchor light. The inside decor is color- 
coordinated in white, turquoise and mahogany. A concealed 
convertible top is available for shade or showers. and two 
built-in 12 gallon gas tanks have air vents and easily a 
cessible fuel caps. The seats are 2 feet wide and installed in 
back-to-back. converting to extended positions. A movable 
windshield lifts to allow access to the forward hatch and con- 
cealed boarding ladder which swings down over the bow. 
Spotlight and horn are built-in features. The dash panel has 
a tachometer, speedometer, fuel gauge for switching tanks. 


starter and electric choke, light switches, and horn button. 
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— and DESIGNS OF THE MONTH GARDEN DESIGNED 
DIESEL CRUISER 


LWks oF BEAM 14’ DRAFT 4’ 


A TREMENDOUS AMOUNT of 


oom both on dec K and he low with- 


! nance is a fea- 
ture of this design by William Garden. 
040 Commodore Way. Seattle 99, 
Washington. She was built at Vie 


out sacrihee in pe 


Franck’s Boat Company. Ine., in Seat 
tle for Mr. and Mrs. Al Rawlinson of 
Portland, Oregon. She is carvel planked 
with round bilge construction over oak 
bent frames. Planking is yellow cedar 
ind stem Australian gum. Trim is teak 
ind decks fiberglass over plywood. 
Power is by one of the new D-333 Cater- 
pillar diesels giving a speed of 10 miles 
per hour. With her fuel capacity of al 
most 600 gallons. Wardoll has a respect- 
thle cruising range. The accommoda 
ons are arranged tor ompletely 
separate facilities for two couples. Each 


cabin has its owl t t ind showe! 
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KOLU 22 OUTRIGGER 











La 











HE KOLU 22 WAS DESIGNED by Dean Kennedy of 2109 

Warrington Street. San Diego, California, as an ambitious 
project for the amateur boat builder. Her main hull is 27 feet 
6 inches with 22 feet on the waterline. Beam of the main hull 
is 9 feet and the draft 6 inches. The outriggers are 16 feet 
long and the boat has a total displacement of 1,300 Ibs. Sail 
area is 250 square feet. Plans for the boat are available from 


the designe r $75. cost for materials is approximately $1.200 


60 FOOT VIRGINIA 


IRGINIA IS A CUSTOM YACHT designed and built by 
Stephens Bros.. Inc., 345 North Yosemite Street. Stockton 
3. California. for Mr. and Mrs. Ralph L. Rush of Dallas. 


Texas. San Francisco is her home port and she will cruise 
both Alaskan and Mexican waters. Planking is Philippine 


mahogany. Silicon bronze fastened over bent oak frame- 


Decks are teak contoured to king planks over molded ply- 


wood Power is provided by twin General Motors 6-71 


die sels. she carries 1.000 gallons ot fuel in Monel tanks. 
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RADITIONALLY 
THE FINEST 
FOR BOATS... 


A For 91 years 
REGATTA has 
been acknowl- 

edged as a pio- 

neer in developing 

the best possible 

anti-fouling bottom 

paints and marine 

finishes. REGATTA 

= chemists are ever on 
Cc ode the lookout for new 
recote PER PAINT é ways to bring your 
ne “a boat the sleekest 
beauty and the tough- 

est protection afloat. 


Dedicated racer or weekend wanderer, you'll be more sea- 
worthy when you’ve explored the complete REGATTA line. 
You'll see why the wise word among boatmen is “REGATTA”. 


MANUF ag r 
Chup 


Among REGATTA’s newest contributions to fine marine 
paint products are: 





REGATTA EPOXYDUR FINISHES Brilliantly styled colors 
of unequalled durability. 





REGATTA EPOXYDUR CEMENT A versatile patching and 


smoothing compound. 





REGATTA EPOXYDUR MARINE ADHESIVE A contact 


adhesive, clear in color, for all marine purposes. 





REGATTA SEA-GLAZE WHITE For a porcelain-like white 
finish no conventional paint can surpass. 








501 KEY HIGHWAY, BALTIMORE 30, MD, 
24 BRIDGE STREET, NEW YORK 4, N.Y, 


Site 
(Gq Crip SALTIMORE COPPER PAINT CO. 
cs £9, | 


~ Superior Marine Finishes Since 1870 





BOATS and DESIGNS OF THE MONTH 


ee - DIESEL POWERED 
— SPORTFISHERMAN 


Re IREMENTS for this sportfisher- 


man called for a modern appearing, 





fast craft suitable for the installation of 
-mall diesels. Eldredge-MeInnis, Ine., 
131 State Street. Boston 9, Massachu- 
-etts. designed the boat and the Rock- 
port Yacht & Supply Company of Rock- 
port. Texas, built her for a Port Aranas, 


lexas. doctor. The builder reports that 





on trials the Mary B exceeded expec- 
tations both as to sea kindliness and 
speed under abnormal sea conditions. 


The yard is planning to continue this 
DISH LKR | ene 


3 - as — model as a stock boat built in a semi- 








ustom fashion to suit individual re- 





PLAT 7 
—— juirements. The Mary B is 37 feet 9 
| COCKPrT ; 
Farol 6S ! 

iy UNOe Fe oN" 


inches overall, 34 feet 8 inches on the 


waterline, has a beam of 12 feet 4 





t ; | 
Ln = 
x 
FOLD, ROORS } 
| 
—— is powered by twin General Motors 
@ Ste WS 


nches and draws 2 feet 7's inches. She 





6V-53's. Planking is Philippine mahog- 





iny. decks fiber-glass, trim mahogany, 


ind fastenings Everdur. 
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OFFSHORE CRUISER BY BEN OSTLUND 


\ ihn RUGGED SEAGOING cruiser 
$4 was designed by Ben Ostlund, 321 

a e Embarcadero, Oakland 6, California, 
for a Pacific Coast couple who plan to 
retire and wish to cruise the West Coast. 
A heavily constructed boat of 40 to 45 


feet with a modern commercial look 





was desired. Ample beam and draft and 
diese] propulsion with a cruising range 
of about 750 to 800 miles at 12 knots was 








also required. The result is a hull simi- 








lar to Renoa Too, a deep water charter 





boat that has proven successful in fish- 
ing out of Westport, Washington, and 
also designed by Mr. Ostlund. The 


cruiser pictured here is 42 feet overall, 





has a 12 foot 10 inch beam and draws 





1 feet. Power is provided by a General 
Motors 6-71 with a 2:1 reduction gear. 
Tank capacities are 500 gallons of diesel 
fuel and 250 gallons of water. Navigat- 
ing equipment includes radiotelephone, 
R.D.F., automatic pilot and sonar. The 


owner's large stateroom has an abund- 








ance of stowage space, plus’ head and 








shower. 











e quality engineered... 
exclusively for marine use! 


On large craft or small, Stewart-Warner ““Customarine” 
panels are distinctively different—providing the dependability 
you've always wanted! For twin-powered craft, it’s the 
Master... with separate gauges and tachometer for each 
= engine; starter button, light and ignition switches. 
The Master; overall size, The Navigator and Ensign put you in command of any 
estos fo single engine boat. Choose Black Wrinkle, Engine-Turned or 
Black-Lined Chrome finish. Customize any of the panels 
with your own selection of precision engineered gauges 





from Stewart-Warner. All are made exclusively for marine 
use... rust and corrosion resistant brass construction 
The Ensign; overall size, with chrome plated bezels. And all are immediately 


15% x 5% in. ‘ 
available at your nearest marine dealer. 


7 Lan 


Gammell INSTRUMENT DIVISION 
STEWART-WARNER 
|Excellence| CORPORATION 


One Discabinn: avevell cles. Dept. G-21, 1840 Diversey Parkway, Chicago 14, Illinoig 


~ 11 x 7 in. 
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owls 


OVER your 


OAT With 
BSERGLAS 


Calling all boating enthusiasts. Listed 
below is a wealth of material on boat- 
ng, fishing and water sports, all of 
which is available to you FREE OF 
CHARGE. Simply send us the coupon 
at the bottom of this page, circling the 
key number indicating your choice of 
booklets, and we will be happy to pass 
your requests along promptly to the 


rganizations who offer the booklets 


BOOKLETS 
RULES & REGS. for numbering 
wats. U.S. Coast Guard (194) 
LEGAL REQUIREMENTS, fo: 
boats, with safety advice. U.S. ¢ 
(suard (196) 
RULES OF THE ROAD, | 
Gsuard (199) 
PILOT RULES, Grea 
( oast Gu 
OUTBOARD FISHING, a 16-p 
booklet on fishing 
Evinrude Mot (346) 
IIPS FOR SAFER CRUISING, an 


xcellent booklet covering weather 


ad 00) 


Omic-N« oh 


nt rules of the road, emergency 

quipment, and fire prevention afloat 

Walter Kiddie & Co. (335) 

OUTBOARD HANDLING, a ecuicdk 
th of boats, motors, 

Outboard Boating 

\me (205) 

OUTBOARD BOATING SKILLS, 
( printing of this practical how- 

to-do-it book. Evinrude Motors (349) 

COVERING WOODEN BOAT 

HULLS with Glass Cloth and How to 

Build a Fiberglas Boat gives full de 

tails. Defender (358) 

SELECTING AN AUXILIARY. Ad 
ice On choosing an inboard power 
lant tor vour sailboat, illustrated, in- 
luding questionnaire to be completed 
nd submitted tor 


specifiC advice 


ersal Motor Co. (342) 





FISHING HANDBOOK, contains in 
formation on spin-casting, bait casting 
and other fishing tips. Bronson (350) 
BOAT TRAILER BROCHURE shows 
tires and wheels for trailers and gives 
recommended inflation pressure and 
load capacity of many trailers. Good- 


rich (375) 
QUESTIONS & ANSWERS About 
Ropes of Du Pont Nylon & ‘Dacron’ 


Polyester Fiber. Du Pont (340) 


ANCHORS & ANCHORING, a six- 
teen page instructive booklet exten- 
sively illustrated. All about anchoring 
Danforth Anchors (13) 


SEA HORSE FAMILY BOATING 
GUIDE, a 36-page illustrated book 
full of valuable information on boat- 
ing, safety and fun afloat, plus many 
various helpful hints for boatmen 
Johnson Motors (322) 
WATER SKIING, instruction in how 
to enjoy water skiing written and il 
lustrated in comic-book style, 16 pages 
of valuable information for beginners 
Evinrude (305) 
LIFETIME BOAT PROTECTION. 
Booklet describing Marine Celastic, 
tough, versatile hull and deck cov 
ering fo! boats of. all sizes. Wasco 
Products (347) 
BOAT PAINTING HELPS, 38-page 
booklet on the application of paint on 
wood, metal and fiberglass boats, plus 
a “Normal Paint Requirement” esti- 
mator for boats 10 to 60 feet. Inter- 
national Paint Co. (304) 


OUTBOARD PROPELLERS, a 24- 
page catalog in full color, with valuable 
information on theory and perform 
ance of propellers: a selector table for 
all makes of motors and boat sizes 
and types; racing props, plus boat ac- 
cessories and skis. Michigan Wheel 
Co. (284) 


USE THIS COUPON FOR ORDERING FREE BOOKLETS AND FILMS 


POPULAR BOATING 
P.O. Box 202 

Village Station 

New Y k 14, New York 


Please a inge to have the booklets 


encircled sent to me direct from 
196 199 200 
335 339 340 
350 358 361 
375 


ADDRE 


Indicate total number 
of booklets requested 


nd films whose numbers | have 


sponsors as svon as possible 
205 284 304 305 312 
342 343 345 346 347 
362 366 367 371 372 


FREE AIDS FOR 
BETTER BOATING 


RADIO STATION DIRECTORY, 
for Atlantic, Gulf and Pacific Coasts 
lists international and phonetic alpha- 
bet, aircraft radio range beacons and 
commercial broadcast stations. Bendix 
(345) 

FITTING-OUT CHECK LIST, a de- 
tailed list of important things to do 
when getting your boat ready to go 
Darworth, Inc. (312) 
INTRODUCTION TO OUTBOARD- 
ING is a fact-filled booklet covering 
almost all phases of outboard boating 
for beginners. Kiekhaefer Corp. (361) 
FISHING WITH AN OUTBOARD, 
i helpful guide to getting the most 
out of an outboard motor, written 
especially for fishermen. Kiekhaefet 
Corp. (315) 

LESSON FOR LANDLUBBERS, tells 
ill about outboard boats, including a 
discussion of hull design and a study 
Glasspar (348) 
MARINE ENGINES—12 TO 277 
HP, is a folder covering all current 
Universal 2, 4, 6, and 8 cylinder en- 
gines. Universal Motor Co. (367) 
GAS EXPLOSIONS, what to do be- 
fore they happen. This is a_ helpful 
leaflet on installing gas sniffers. John- 
son-Williams, Inc. (343) 
MANPOWER TO HORSEPOWER is 
1 39-page booklet which describes 


many phases of boating with emphasis 


of outboard motors 


on Owens Yachts. Contains conven- 
ient maintenance check list. Owens 


(37?) 


PAINTING HANDBOOK for boat 
owners is a 35-page booklet giving de- 
tailed instructions on how to paint 
boats of almost every type of construc- 
tion. Also has section on how to pre- 
pare your boat for winter lay-up 
DuPont (362) 
ARTIFICIAL RESPIRATION by the 
direct mouth-to-mouth method is illus- 
trated and explained in this booklet. 
Directions for artificial respiration 
with Resusitube Airway explained also. 
Johnson & Johnson (371) 
REPAIR OF BOAT FINISHES is 
described in an 8-page folder which 
states materials needed and correct 
coated abrasives. Behr-Manning (366) 
INSTANT SPLICING gives detailed 
steps on how to make various splices 
including eye and back splice. Puritan 
x +) 
CRUISING GUIDES |, 2. 3, 4, a 
complete set of maps for the water- 
wavs of the United States. Mobil (374) 
FILMS FOR CLUBS 


Club secretaries are invited to write 
directly to POPULAR BOATING fora 
complete list of boating film sources. 
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@ At what time of year do you plan on e@ Entertainment? Plan some diversion... 
making your cruise? Storms, fog and swimming, sightseeing, relaxing ashore. 
other inclement weather may be prev- 


alent during certain times of the year ‘This is the advice of the experts—advice 

MOBIL in the area where you may be cruising. We'll be bringing you from ume to time— 
Consider the type and size of your Md a typical Mobil service to help you 

BOATING boat—as well as foul weather vear enjoy pleasure boating even more. Any 
iiiak ~ ; its time you need information or service, 

GU § DE How much time is available ? Take into your local Mobil Dealer—Marina or 


consideration your boat’s running speed Service Station—will be glad to provide 
and range when planning your itinerary. it. He can also provide you with ‘“miles- 
Allow for a little leisurely touring, ex- ahead” Mobilgas Marine and Mobiloil 
ploring, or just plain cruising. Outboard, choice of America’s boating 


; ; ’ s=hampions. Move ahead with Mobil! 
What about supplies en route? Make 7 P 


© 
Pi A N N | N G sure there will be enough marinas for 


gas, food and other provisions. 


A f i? U is EF @ How about accommodations ? Will you 


sleep on board or tie up near cabins, 
motels or camping grounds? Make 
reservations well ahead of time. 


ge — > ae is ee. “ ‘ 
MOBIL OIL COMPANY, A Division of Socony Mobil Oil Company, Inc., 150 East 42nd Street, N 
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Take Care 
Here! 


(AT THE SEAT OF YOUR POWER!) 


The underwater gear case of your out- 
board motor 1 


No 


laulty 


one of its most important 


points matter how efficient your 


lubrication at thi 
plus the 


spot 
possibility of 
orrosion 
Lub plate is w iterproof, will not wash 
off. I 
Its amazing film stre 
makes 
longer! Recommended by 


away or run or fresh or salt wate 


warm or cold ngth 
protects 
better 

leading 


Lubriplate Hypoid 90 


gearshilt type 


your gears, them run 
last 

race drivers 

fluid for 

\ non-foaming, non-de- 


of S.A.1 


0 grade recommended for all models 


Lubriplate No. 105 


type 5, or 


tergent Hypoid gear lubricant 


(grease lor 
non-gearshilt where 
j 


ied 


grease 1S 
pecil 
bright red 
your 


in the 
pac kages at 


Try | ubriplate 


and white marine, 
. get 


Oil 


hardware or sporting goods store 

Lubriplate 2-C Outboard Motor 
and Marine-Lube “‘A” general purpose 
lubricant, too all outstanding time- 


tested produc ts! 





TRAILER OWNERS 
M irine- 


ee —— 
Wwenipcate 
_— 








LUBRIPLATE DIVISION 
Fiske Br n Ref 
»N. J. ¢ 


LUBRIPLATE 
MARINE LUBRICANTS 
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ining Co 


Toledo 5, Ohio 
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FITTING OUT 
with Jim Emmett 





PERMANENT FUEL TANK 
AND TACKLE DRAWERS 


“ 4 
bt 
— ft 
/ ———] Ll 
N. CAROLINA TYPE MOTOR WELL~ 
REMOVABLE FISM WELLS 
EACK SIDE TUNNEL 
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FISH WELLS ANDO MOTOR WELL ANO TUNNEL 
FIBERGLASS LINED 


s 6 7 








OPEN WATER FISHING BOAT 
HIS 16-FOOT BOAT, noticed at a 
fishing camp on Pages Creek, North 

Carolina, is as fine a small fish-taking 

Actually, 

this type of hull is quite common in 

the section around Wrightsville Beach, 
the boats being this size and larger and 


machine as I’ve come across 


most of them having their motors in 
a well that opens 
through the transom 


tunnel fashion 


This feature is 


so satisfactory and the boats perform 
so well in fishing that one wonders why 
some large manufacturer doesn't pre- 
sent a craft of this sort. 

In the boat shown you'll notice that 
the entire after end is decked over to 
the twin fish wells fitted on 
each side of the motor well and its 
tunnel. This puts the motor right in 
the boat where it’s easy to look after 
It’s still free to tilt within 


conceal 


and service 





ORCK OR HOUMETOR 
Tre 
FOR O8Y ExxauST 











EXHAUST LINES FROM 
STOCK PIPE FITTINGS 
ACK BENEDICT OF OAKLAND, 

California, writes that he has had 
good luck with water-jacketed exhaust 
lines made up of stock pipe fittings. 
[his includes short and long nipples, 
caps, flanges, and so on. If brass is 
the closer to 


iron there are 


used, get good grade: 
bronze the better. In 
three weights of pipe with the in-be- 
tween—Extra Strong—being prefer- 
able to the ordinary or Standard grade 
In any case, your best way of getting 
what's proper is to buy through some 
large machinery and supply house. 
For a straight section Jack uses two 


pipe caps and a length of outside pipe 
in a size twice that of the line itself. 
There should be about an inch of cool- 
ing space. He has all threading done 
when buying his pipe. The caps, 
though, he has drilled out by a ma- 
chinist friend, having the holes an eas, 
fit for the pipe of the line. Also holes 
are drilled for welding in short stubs 
of pipe that lead the cooling water in 
and out. Keep these on the large side, 
Jack The parts are then as- 
sembled and the welding done. Finally, 
if you wish, the fitting can be sent away 
for galvanizing. Or a rust-proofing 
paint of the heat resistant sort can be 
used. 


advises. 
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Readers are invited to submit ideas for 
this column. Poputar Boatine will pay 
$5.00 for each item used. Send material 
to Jim Emmett, Poputar Boatinc, One 
Park Ave., New York 16. N. Y. 











the tunnel and, of course, the entire 
Stern is “safe” in a following sea. 
Aboard this particular boat the steer- 
ing lines were led completely about 
the boat, inside the gunwales, in the 
old-fashioned way. Throttle controls, 

pair of them, were carried to either 
end of the central seat so that they 
too could be reached from anywhere 
within the boat. One of the fish well 
spaces was being used for the battery 
and for general storage. Many of the 
boats have a permanently installed 
fuel tank, fitted beneath the wide 
center seat, and with built-in tackle 
drawers either end. The narrower for- 
ward thwart is removable, permitting 
clearing the forward part of the boat 
for fishing. Notice that both seats have 
their rowlocks. In addition to driving 
fast with good power, these boats row 
well. They handle nicely in launching 
from the open beach when, in the first 
Stages at least, one is entirely depend- 
ent on his oars. But, just don’t ask 
me where to buy one of these boats. 
They're locally built, mostly to order, 
and often with owners installing their 
own side features. It does seem, 
though, that the manufactured type 
of modified dory or sea-skiff in one of 
the larger sizes, would give the basic 
hull for altering to include these fish- 
ing features 


The deck or housetop fitting is-rather 
a unique one that Jack helped a com- 
mercial fisherman friend make up for 
his diesel powered boat. Naturally, this 
is the safest way of leading a dry 
exhaust aloft, through the deck or the 
housetop. A considerable saving over 
buying a special fitting of this sort was 
effected, Jack says. Here the large 
fiange, holding the fitting to the deck, 
is another stock item, the thread merely 
being cut out to allow the pipe to slip 
through for welding. This is done be- 
fore putting on the caps, of course. 

The crook or elbow can be made 
in a variety of shapes or angles, de- 
pending on what’s needed. Jack ad- 
vises getting your main fittings, or at 
least their exact sizes, and laying the 
shape out full size on plywood first 
Then you can judge how best to as- 
semble the crook. It may be that the 
inner line can be made up first, then 
the outer slipped in two halves, or a 
piece at a time over it for the final 
welding. Or you may have to assemble 
the inner and outer parts in unison, 
doing some of the turning of the inner 


parts as the outer ones are added. 


FEBRUARY, 1961 








—_— = craig 
Cre Pliapec IL Aberglass. 


BOATING FUN WITH SAFETY 


The Clipper II is your boat for family fun. This fast, powerful, safe, 18’ sedan 
cruiser features a dashingly-new sturdy fiberglass cabin hard top for day-long 
protection from sun and sea. Rugged, maintenance-free fiberglass construction 
with wide 7'9” beam for roominess and comfort. For lake or ocean cruising .. . 
fishing . . . skiing . . . watching races . . . or just plain having fun afloat. See 
your authorized Craig dealer or send for our free full color brochure. Volvo-Penta 
Inboard/Outdrive Engine (optional). 


THE CRAIG KIT-KAT 


Whatever your sport, Craig's 
catamaran hulled Kit-Kat is 
the perfect choice. It is mod- 
ern, combining eye-catching, 
low-in-the-water styling with 
effortless performance and 
safety. Featuring a generous 
7' beam, there is room for the 
whole family in this 15’, all 
fiberglass boat. 


THE CRAIG RAMBLER 


The deluxe 14’ fiberglass 
family runabout. Fast enough 
for skiing, yet ideal for day 
cruising or fishing. A stable, 
sturdy boat for the whole 
family, featuring luxurious 
wrap-around lounge uphol- 
stery, panoramic curved 
windshield, full-control steer- 
ing, and other custom equip- 
ment for complete boating 
pleasure. 


Craig, an AAA-1 concern with more than $14,000,000 
sales and over 750,000 feet of manufacturing space 
in the East and Middle West, produces a complete 
COUNT ON line of architect-designed, sea-proven fiberglass boats 
of distinction, ranging from 14’ outboard runabouts 
CRAIG to 18’ family cruisers. Craig engineered hulls are of 
safe, sturdy, fiberglass construction with reinforced, 
rigid bottoms and water-tight compartments. 


Craig Marine Division and authorized Craig dealers are ready to serve you. 
You owe it to yourself to investigate. Send for our free full color brochure and 
see us at the N. Y. Show. Franchised dealerships still available in certain areas. 


Systems, Inc. 
Marine Division 


Lawrence, Mass. — Cedar Rapids, lowa 





YOUR BEST 
BOAT TRAILER 
BUY! 


Featured by leading 


marine dealers 


© New, advanced features and is) 


® Nationally-famous dependability ~ and 
performance 


© A model to fit every boat and every 
budget 


Compare! Feature for feature, dollar for dollar, 
Little Dude is America’s best boat trailer buy! 


Write dept. 3-61 for free color brochure. 


LITTLE DUDE TRAILER CO., INC. 
BOX 4513 ° FORT WORTH, TEXAS 


Learn from 
the 
experts... 











. Whose books on boating are 


shown on pages 201-203. 


Sail o1 powel 
board ‘“lubber” or 
extraordinary 


seaman 
vou'll find  per- 
fect choices for you own library 
or for gifts to fellow sailors. 


All yours for 7 days—FREE! See 
pages 201-203 now! 


POPULAR BOATING BOOK SERVICE 


One Park Avenue, New York 16, N. Y. 


. outboard or in- 


KNOW THE ROPES: 


MAKE A BACKSPLICE 


Extend the life 
of your lines by 
employing this handy splice 


aig TEN, WHIPPING IS USED 
to replace this important splice 
Whipping is fine for short ends of line 
that are not used constantly, but for 
the everyday hard use received by the 
working lines aboard your boat, the 
backsplice is a very handy item. It will 
stand up to heavy use and weather 
when a whipped end might break 
down and unfurl after a few weeks 
The splice is also handy for other mar- 
linspike work aboard such as the bell 
rope. Plymouth Goldline, made from 
Allied Chemical’s Golden Caprolan 
nylon, is being used here to demon 
strate the splice. Nylon will fuse when 
a match is applied, and as shown, the 
strands were fused before beginning 
the splice to make the handling of the 
rope easier The splice can be accom 
plished with other types of rope such 
as hemp or cotton by first taping the 
strands or even whipping them before 


starting L 


— > > > 


The start always seems to be the 

most difficult part of making any 
splice. After fusing the ends of the in- 
dividual strands, form a loop with one 
of the strands as the first step. 


The end of the strands are twisted 
] tightly and a lighted match held 
under each until the strand chars. Al- 
low to cool for several seconds, then 
twist to make it more compact. 


Hold the loop in place with the 
3 thumb and first finger, then with 
the other hand take the strand adja- 
cent to loop and bring it around back 
of loop, lay it over unused strand. 
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UP-TO-THE-MINUTE es 
skippers know their #fe— 
TRUE running time! |{f prints) 


Hobbs Morive 
| HOUR METER 
—— 


yy ‘ eo f Take the easy, accurate way to figure speed, per- 

slipped through the loop from the Pe Se i: Pre are. formance and hourly fuel consumption .. . to 
know when protective maintenance is due. Hobbs 
Marine Hour Meter tells your true running time — 
it's an accurate electric instrument, NOT a revolu- 
tion counter. Makes a beautiful installation in 
Tol TM okolo MT Molile i Meilielul-Mel-+4-1me lite Matilela-Me) i 
twin-blue or black and white dials. Sealed against 
dirt and moisture . ... tamper-proof. Easy to mount 
Maite lol Mel MeMel(olila-ME mel Mlileleleliel Melile Mel’ ielele core 
(On outboards, should-be connected through a key 
start switch having closed circuit in ‘‘run’’ position.) 


{ee = 


%) 


ws 


back. Practice the first three steps 
until you’re sure you know them. 


ee 


— 


e Ask your dealer or write for literature 


Bohn W. Hobbs Corporation 


A DIVISION OF STEWART-WARNER CORPORATION 
2058 YALE BLVD., SPRINGFIELD, ILLINOIS 
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| LEAKS 2 
5 Pull the three free ends taut. In CAN SE STOPPED! Z 


order to continue the backsplice, 


the strands directly below the knot are Watertight VINYLON 
separated and the three ends woven gives sure, 


over and under them. long-lasting protection want 


Troubled by seepage through your hull, transom 
or center-board trunk? Leaky cabin top, canvas 
or deck-seams your problem? Then ask your 
dealer about Vinylon, quick! 

Vinylon stops many of the worst leak conditions 


with a plastic watertight membrane that blocks trailer owner's GUIDE 
out moisture. 
Easy to use, too. You brush, spray or roll three to HAPPY LOADINGS! 


coats of fast-drying Vinylon on any well-bonded 
surface...and you're set for two years. Then : : 
one coat every two years under normal condi- Free and fact-filled, this 
tions maintains the elastic finish good as new. colorful 12 page brochure 
Vinylon is smooth and colorful, free of hairline tells all about the modern 
checks and pores, won't crack, chip or peel. 12 
bright colors, Permanent Clear and Anti-fouling. POWERWINCH — the 

At your dealers’ now ae electric boat trailer winch 


or write for free color that is “must” equipment 
card and dealer list 


on every boat trailer. 


i Read all about it. Send for 
First coating 


your copy today. 
awarded 


this 


6 This procedure is repeated four or 


five times until splice is com Al | NYLO N 


pleted. A fid can be used to separate ORIGINAL LIQUID PLASTIC 

the strands, particularly with nylon SURFACE COATING ENGINEERS, INC. A subsidiary of John Ahlbin & Sons, Inc. 
which tends to be stiff until used. 272 Doremus Avenue, Newark 5, NJ 0 BRIDGEPORT, CONN. 
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Let ’er blow!—your boat’s secure 
with mooring line of Du Pont NYLON 


Handles easier, too. More flexible than Economical—the '4"’ nylon line is over 
ordinary rope, nylon line coils in half the 20% stronger than the 34” manila line. 
pace, weighs just half as much. It remains Since smaller nylon lines do the job... last 


r-free and smooth to the touch. longer... they can save you money, 


FREE BOOKLET—0n lines of Du Pont nylon. 
Write E. I. du Pont de Nemours & Co. (Inc.). 
Fextile Fibers Dept D.M 16604, 


Wilt iwton YS, Delaware 


‘No need to worry when weather turns foul 


if your boat is moored with strong, dependa- 
ble line of Du Pont Type 707 nylon. Nylon 
can take it... can keep taking it for months, 
for years of rugged use. Ever compare the 
cost of nylon mooring line with the cost of 
your boat? It’s mighty cheap insurance. And 
this type of insurance prevents disaster in- 
stead of paying for it. 

Why? Because size for size, nylon is actu- 
ally twice as strong as manila—lasts 3 to 5 
times longer. Because nylon resists the usual 
effects of constant flexing and abrasion, ab- 
sorbs shocks better, can’t be hurt by salt 
water or damaged by mildew. 

Use the line that pays for itself in greater 
safety, longer service . . . the white, light line 
of durable Du Pont nylon. 
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How To Use This Special Issue: 


ges listings of new products for boatmen which 


PopuLar Boat ( v—the larg ind most complete buying quide ever pre- 


represent selections from ¢ ach mantu- 
ir equipment. POPULAR BOATING 
] 


ion in the pre paration of Ttitis § lal 


\' W BOATS are list lly according manufacturer, and are divided into outboard, in- 
: rd, saill s, kit boats, and ty ra ssl itions. Models from each company are listed 
innouncements were not rece ed n time for rrmal « italoging w ll be 


l sections. Since rices nd speciin ‘cd whenever poss I 
local dealer: sh ppl or Cl and other factor 


Suving Guide for ‘nce list of manutac 


1 1 


relation to the ty] 


*s engine recommendatio 


()' PFBOARD AND INBOARD 
f fr wl h will irry them. 
etween motor! ind hull continually le ds 

that most nearly meets youn 


ll if necessary. 


best in equipment for 
s the source or a itional items and fitt ngs you may need many have ex- 
send you tree or ve their catalogs listing many more products. 
ly these can be expected to stand up 


cessories trom hose espe 


to \ 1 weather ‘o find manufacturer's addre check the Buying Guide index. 


eT, surance and othe companies | sted nere re in business be 


1)’ »NO']l erlool e excellent booklets and instruc available from paint, fiberglass, rope 
ne, lun ise boatmen 


} 1 1 1 | 
1 th rticularly suited to 1 telling you how to best use 


t na | I ce ¥ r boating sater and 


CONTENTS 


Er | Pt ee 
Utility craft, runabouts, cruisers and racing hulls in Outboard motors, gasoline inboards, diesel engines, 
iluminum, fiberglass and Expanded Royalite engine conversions, outboard drive units, meters & 


fauges, engine accessories and equipment. 


EE ee HARDWARE & FITTINGS..................-256 


ul 1 sk cruisers, sportsfishermen and Deck hardware, gallery equipment, cabin fittings, an- 
chors & moorings, life preservers, dock & flotation 


aids, canvas, boat covers. tops, windshields, boat seats 


price range, and construction 


iu pped with inboard-outboard 


. 
pumps & bailers, fire extinguishers and distress kits 


NAVIGATION AIDS & EQUIPMENT..........271 


Chart tools, weather aids, light equipment, horns & 


linghies, One-design class boats, 
inet i Sieaigalts oats sirens, radios & radiotelephones, citizens band equip 


nal 
ind ocean-going racing cruis- ' 
i o cing Crus ment, radar & loran, radio direction finders, depth 


finders, automatic pilots, compasses, barometers, time 
sieces & binoculars 

Ee SE i ccm Saag RD <b 

vboats, canoes, kayaks, houseboats, pon- BOATING ACCESSORIES ..................285 


folding bo: fe rafts and water- [railers, shoreside equipment, water sports accessories, 


maintenance equipment, tools, sails, paints and sealers. 
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OUTBOARD BOATS 


UTBOARD-powered craft are by far the most pop- 
ular type of boats operating in this country today, 
and with good reason. Low initial cost, ease of 

operation and portability make them the favorites with 
people operating on a relatively low budget, those who are 
new to the sport, and those who must trail their boats to 
the nearest waterways. Also, there is such a wide selection 
of types, sizes and construction, as shown on the following 
pages, that it is possible to select an outboard boat that 


meets the needs of every boating family. 
Where Will You Use It? 


This wide selection of out- 
board powered boats can lead 


to difficulty in making the cor- 


CHECK LIST FOR THE OUTBOARD BUYERS 


motor mount rigged behind the transom so that there 1s 
no cut-out on the transom itself. 

Wooden hulls of plank-on-edge, lapstrake or plywood 
construction, fiberglass hulls, and aluminum hulls all have 
their advantages and disadvantages in terms of cost, upkeep 
and longevity. Choose a boat of a material that is known 
to stand up well in your area, and one made by a reputable 
builder. A poorly-built boat is a bad investment, even if 
the initial cost is extremely low. One way to check con- 
struction features is to follow the procedures outlined 
in the monthly POPULAR BOATING test series. 


What Boat Type? 


Outboard boats range from 
small, open utility craft to 


rect choice. A boat designed O ts the boat you are considering made by a recog- cabin cruisers in the 25-foot 


for operation on a small, in nized boat builder? 


land lake is no craft to use for 
offshore fishing along the sea- 
coast, for example. Here are 
some suggestions that will help 


similar models? 


you to select a boat that will 
be most suitable for your indi- 
vidual requirements: 

If the boat is to be used pri 
marily in sheltered waters, and 
you need one that is easily car- 
ried and launched, examine 
the aluminum, fiberglass, and 
wooden car top craft that can 
be carried without a trailer 
While today’s aluminum alloys 
are extremely resistant to cor tend to trip it? 
rosion from air and water, alu 
minum craft are still best 
suited for fresh-water use. It 
an aluminum boat is to be used 
and moored in salt water, 
check with local dealers to find shaft motors? 
an anti-fouling bottom paint 
that will not set up a corro 
sive action on the hull itself plastic? 
And, as with any non-wooden 
boat, be sure that proper flo 
tation has been provided to 
keep boat, passengers, motor 
and equipment afloat in case 
of swamping 


of the motors? 


If the boat is to be used 
primarily on large lakes, bays 
or for offshore fishing, the craft protection? 
must be one which can get you 
back safely to shore in the 
event of a sudden storm. Free 
board, the height that the sides 
of vour boat extend above the anchor and lines? 
water, can keep out waves that 
want to climb aboard if vours 


is a stable hull. Bigger craft carry more freeboard not be- 


cause they need it to keep afloat, but to fend off larger seas 
when they get into rough water. Will the boat you want 
take a 20-inch rather than a 16-inch motor drive shaft? The 
longer length allows a higher transom cut-out and _ less 


chance of a following sea flooding in over the transom. 
And does the model you want have a self-bailing motor 
well so that any water which may come aboard from astern 
will run right out again? Even in calm water, an outboard 
run rapidly in reverse can start taking water over a low 
transom cut-out. Perhaps you will want a boat with a 
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Have you discussed performance with owners of 


popular on your local waterways? 

Has the construction material (wood, canvas, 
metal, fiberglass) proved to be durable and requiring 
minimum maintenance in your area? 

Will it trailer easily? 


a) 
OD Is this a style which has proven seaworthy and 
Oo 


Hull Speed 


Does this boat have a reputation for top perform- 
ance using recommended horsepower? deck. Runabouts range from 
Is it specifically recommended for water skiing? 
Can the transom take twin motors if desired? deck, and in some 
Is the boat recommended for planing speeds, or is 
it a heavier displacement type? 

Is it known to handle well in turns or does the chine 


Hull Safety 


Is there enough freeboard and stability so that 
waves will not wash aboard? 
Is the transom cut-out 20-inches for the safer long- 


Is there a self-bailing motor well? 
Is the windshield of safety glass or shatter-proof 


Is adequate flotation provided, preferably under the 
decks so that the boat will not capsize if swamped? 
Is the transom firmly installed with knees, breast 
hooks, and braces so that it can handle the thrust 


Accommodations 


Can passengers sleep aboard? 
Can a top be rigged for sun, rain, and mosquito 


If an outboard cruiser, does it have a marine toilet? 
Does it come with legally required lights, life- 
preservers, fire extinguishers, etc.? 

Is there storage area for extra gas cans, battery, 


range. Hull types may be of 
displacement, semi-planing, o1 
hydroplane (for out-and-out- 
racing) form. Catamarans and 
trimaran or “cathedral hull” 
types are becoming increasing- 
ly popular as they have proved 
to be stable designs for rough- 
water operation. Utility boats 
generally range from eight to 
16 feet in length, and have no 


12 to 18 feet, and have a fore- 
cases cen- 
ter decks or stern decks, or 
both. Cruisers range from 
about 16 feet to 26 feet in 
length, and have a cabin and 
provision for sleeping aboard 
Naturally, the larger the boat 
the more it can offer in the way 
of live-aboard facilities, such 


as berths, toilet and galley 
When Will You Use It? 


Ask yourself honestly how 
long your boating season will 
be, and how many weekends 
you will plan to be aboard 
Many an owner has chosen a 
runabout for afternoon water 
skiing, and then wished he had 
an outboard cruiser so he could 
sleep aboard and take longet 
trips. Will you and your friend: 
be using the boat for cruising, 
camping and picnicking? Se- 
lect a hull that can safely carry 
a crowd if you have this kind 
of boating in mind. Will you 
use the boat on cool days as 
well as warm? See if a con- 
vertible top is available to shield you from chilly winds and 
rain, and one that can be screened in mid-summer to pro- 
tect you from mosquitoes and other annoying insects. Will 
you want to combine cruising and water skiing? An out- 
board can be selected that is adaptable to both these sports 
if you make the proper choice in advance. Will the boat's 
styling retain its appeal in years to come, to maintain Its 
trade-in value? And keep in mind that the boat made by a 
reputable manufacturer in a model that is well liked in your 
local waterways will get the best resale price when you 
trade it in. 
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OUTBOARD BOATS 


AERO-CRAFT BOATS 
HARWILL. INC. 
400 WATER ST 
ST. CHARLES. MICH 


IMPERIAL 18 
43” fiberglass 
recommended 
motors up to 90 
compart- 
Features in- 
windshield 


1utomatic 


ealed 


yned uphol- 
ipproved life 
hion De 

Com- 


x 78 ilu- 


ional 


ruiser with 


iberglass boat 


JAVELIN 16 
vith motor to 
tandard 15 
om, with 20 
Boat fea- 
windshield 
cushioned 
USCG ip- 
reserve! seat 
rtified double 
omparfment 


CAPRI 15 
i” x 30” fiberglass out- 
rated for use 
Features 


P-13 AND Q-14 
nu I lu boats ure 
8” x 24 
with 
hp motors 
nent includes 


handles 


LOr USE 


BRISTOL BOATS DIV 


ALLEN QUIMBY VENEER CO. 
BINGHAM, ME 


BRISTOL BONITO 
"x7'9"x3'6" boat sleeps 2, 
standard equipment in- 
cludes mahogany windshield 
with safety two berths 
watertight engine well, run- 
ning lights and walk-through 
seats. When equipped with 
35 hp outboards, boat can 
peeds to 30 mph 


ALUMA CRAFT BOAT CO 
515 N. E. CENTRAL AVE 
MINNEAPOL MINN 

ALUMINUM R-6 
give fisherme 
vith plenty of 


Weigh 


] 
2£1iass 


twin 


itt I 


ned to 


room 


AMERICAN FINN BOAT CORP. 
495 S. GROVE ST 
FREEPORT, L. 1., N.Y 


18 SKI FINN 
18’2” x 610" x 38” runabout 
weighs approximately 900 Ibs 
It features planking of « 
African mahogany with oak 
stem and keel. Equipment in- 
cludes opening windshields 
forward hatch, self-bailing 
motor well, back and front 
seats with storage, head space 
full hardware, running lights 
and steering unit Price 


$1,545 


20 FAMILY FINN 

x 7'4" x 4 boat is available 

andard and hard top mod- 

els. Standard model has 

African mahogany plankin 
I and keel. Equip- 


na Oak 
ment includes wind- 


1” 
0 


tem 
opening 
hields, forward hatch 
moto! back 
with storage 

I facilit head 
full hardware and _ “steerir 

unit. Hard top also has sliding 
side windows and opening 
windshields and walk-through 
Price: Standard: $1,695 


self- 
and 
run- 


1] 
well 


bailing 
t 


fron 


seats 


ning lights ies for 


eats 
21’ OCEAN FINN 

21'x8’'x 47" hard top. boat 

weighs approximately 1480 lbs 


and has planking of 9/16” 
African mahogany, and oak 
tem and keel. Equipment in- 
cludes opening wind shields 
forward hatch, self-bailing 
motor well, back and front 
seats with storage, facilities 
for a head, full hardware and 
steering unit. Price: $2145 


22 OCEAN FINN 
x 8'4” x 4’8” boat features 
windshield and side 
windows, enclosed head space 
and two bunks Boat has 
planking of , African ma- 
hogany and oak stem and keel 
Equipment includes forward 
hatch, self-bailing motor wel 
back and front seats with stor- 
age, full hardware and steer- 
ing unit. Price: $2,245 


ANCHORAGE, INC 
57 MILLER ST., WARREN 3, R. I 

16° GLAMOUR GIRL 
15’'9"x5'10"x14 Utility carries 
5 to 6 and features extreme 
flare at bow with narrow en- 
trance, flat stern with protect- 
skeg, and is lightweight 
for trailer transportation and 
yacht tender service. Can be 
used with either single or twin 
outboard installations. 


ANTHONY POWERCRAFT CO. 
5871 FIRESTONE BLVD 
SO. GATE, CALIF 


neo 


JET-STAR 15 
three-point 
ne hull is of 


weighs 500 lbs 


hydro- 
fiberglass and 

Features in- 
and panoramic 
Price, $995 


e 
ARNOLT CORP. 


WARSAW, IND 
SO-LITE ALUMINUM 
BOATS 
Line includes 12’ and 14’ mod- 
els, featuring leak-proof, uni- 
tized welded hull construction 


x6 


clude steering 


windshield 


Equipment includes Arno- 
Foam flotation, rigid keystone 
seat risers, extruded seat 
hangers and bright exterior 
finishes. Prices: 12’, $219; 14’, 


$259 
£ 


ATLANTA BOAT WORKS 
PYLANT STREET, N.E 
ATLANTA 6, GA 


ARISTO-CRAFT 17 
FUN LINER 
17’ fiberglass runabout is 
equipped with upholstered 
seats, steering and hardware 
Price: $995. Accessories include 


hardtop, $129, including stern 


ligh 
s 


ATLANTIC 


MARINE INDUSTRIES, INC 
ARNEY'S MOUNT ROAD 
PEMBERTON, N. J 


NEWPORT LINE 
Line of fiberglass boats fea- 
tures reinforced keel and 
bottom stringers, one-piece 
molded construction and 
foamed-in-place polyurethane 
flotation covering entire bilge 
area Models include Aqua 
Fisher, Aqua Sport, Aqua 
Mate, Bay Fisher, Bay Sport 
and Bay Mate. Prices: from 


$695 to $1,215 


BARBOUR BOATS, INC 
SOUTH FRONT ST., NEW BERN, N. C. 
VACATIONER 15 
15’'3 x 59 x 36” runabout 
is available in Standard and 
Deluxe models, weighing 450 
Ibs. and 500 lbs. respectively 
Both models are rated for use 
with motors in 18-45 hp range, 
and have 16” high transoms 
White oak, Makore plywood, 
mahogany and mahogany ply- 
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wood are used in construction. 
Boats have capacity of 800 lbs 
Equipment includes installed 
steering wheel, plexiglas wrap- 
around windshield, remote 
control mounting board and 
dry well transom. Deluxe has 
forward and aft cushions. 


17 SILVER CLIPPER 
16’7” x 66” x 42” outboard run- 
about is available in Standard 
and Deluxe models, both rec- 
ommended for use with mo- 
tors from 40 hp to 90 hp 
Equipment includes installed 
steering wheel, all chrome fit- 
tings, transom drain, plexiglas 
wraparound windshield and 
remote control mounting 
board. Deluxe model also has 
forward and aft cushions and 
self-draining motor well. 


20 SILVER CLIPPER 
10'7%" x T6" =x SZ" boat is 
available in Cruiser, Fisher- 
man, Deluxe and Hard Top 
models. Recommended power 
includes outboard installations 
between 50 hp and 160 hp, and 
inboard installations to 225 hp 
Equipment includes installed 
steering wheel, forward stor- 
age compartment and fore and 
aft lifting pads. Hard Top has 
opening ventilating wind- 
shield, Fisherman and Deluxe 
plexiglas wraparound wind- 
shield. Deluxe and Hard Top 
have self-draining motor well 
Head room in Hard top is 51”. 
Cruiser also has flying bridge 
wraparound windshield, helms- 
man seat, galley, private head, 
bunk cushions and ventilating 
mahogany windshield in cabin 


BARNES BOAT CO. 
MANCHESTER, CONN 
DOLPHIN ALUMINUM 
BOATS 
Barnes Boats made of Alcoa 
aluminum include Dolphin 
Utility Sportabout, 16’, beam 
68 price $895 15’ Family 
Sportabout, beam 66”, price 
$665 to $785 18'6” Family 
Cruiser, beam 86”, price about 
$1295; Camp-Fisherman, 14%’, 
beam 50”, price $279: and 12’6” 
Car-Top, beam 40”, price $185 


BARRACUDA MARINE CO. 
311 ASHLAND AVE 
AURORA, ILL 

SEVILLE 
Length 16'6”, beam 70 
475 lbs., motor 
hp. Fibergla 


weight 
size 15 to 60 
construction. 
yholstered front and rear 


U} 
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seats. Boat comes 
with hardware and 
ries. Company offers a 
plete line of fiberglass 
abouts at varying prices 


BEALL BOAT SHOP 
ROUTE 2, SEVERNA PARK, MD. 


complete 
accesso- 
com- 
run- 


LAPSTRAKE 
16’x58” lapstrake utility 
24” depth at bow, *.” 
laps, bottom. Price: 


BEE BOAT CO., INC. 
302 N. MARKET ST 
PAXTON, ILL 

BEE MODEL 161 
16'1” x 81” x 36” model is avail- 
able in three versions, utility 
with 1 seat, ski boat with side 
seats and runabout with R- 
cross seat. It is recommended 
for use with motors to 80 hp. 
Standard equipment includes 
bow eye, control panels, bow 
and stern panels, drain well, 
steering group and 20” wind- 
shield. 


with 
plywood 
$187.00 


BEE IMPALA 15’ 


14’8” x 70” x 30” runabout fea- 
tures new power-turn hull, 
hooked spray hulls, built-in 
motor well, false floor and 20 
windshield Boat is recom- 
mended for use with motors in 
15-60 hp range. Optionals in- 
clude fiberglass hardtop and 2- 
tone hull. Price: $699 FOB 


BELL BOY 
60! CORNWALL AVE.. 
BELLINGHAM, WASH 
1961 LINE 
Fourteen mode fiberglass 
outboard runabouts and cruis- 
ers are available this year 
from the above company. 
Boats range in size from the 
13 ft. 10 in. Bandit to the 20 
ft. Blazer express and sedan 
cruisers. Trim is aluminum 
and floors marine plywood 
overlaid with glassed cloth and 
resin. Upholstery padding is 
Poly-Urethane Foam. 


BOATCO INC. 
6411 23RD AVE 
BROOKLYN 4N.Y 
19° CORONET 
Built in Finland, Finncrest 
boats are safe, dependable and 


ls of 


seaworthy. The 19’ Coronet 
has length of 19’, beam 7’, 
weight 1000 lbs. HP range 40- 
75. Available in outboard or 
inboard model. Price $1495. 
Hardtop $1695. Consul Cabin 
$1995. 


24’ IMPERIAL 
Standard equipment includes 
mahogany windshield and side 
shields, fore and aft full seats 
with backrests, 20” solid tran- 
som, and other features. Of- 
fered as inboard or outboard 
model. All boats made with 
solid African mahogany plank- 
ing, copper riveted to oak ribs 


BOCK BOATS, INC. 
2600 SUMMIT ST 
TOLEDO, OHIO 
C-BIRD 

15’x75” runabout is available in 
two models, both recommend- 
ed for motors up to 50 hp, and 
both with walk-through and 
side seats. Prices: $875 and 


$817. 
= 


BRISTOL BOAT CORP. 

3209 W. CENTRAL ST 

SANTA ANA, CALIF 

BRISTOL CAT 
15’ ski boat and runabout cata- 
maran is made of fiberglass 
with Thunderbird deck styl- 
ing. Company will soon offer 
8 models, including a 16’ ski 


boat. 
& 


BROADWATER BOAT CO. 
ROUTE 214 
EDGEWATER, MD 
20 FT. CRUISER 
Outboard cruiser has two 7 ft. 
bunks, enclosed head, and gal- 
ley. Hull construction is *s in. 
5 ply mahogany marine ply- 
wood. Chines and battens are 
white oak and the decks and 
trim mahogany. The boat is 

bronze screw fastened 


BRUNSWICK BOATS 
CUTTER DIV. 
LITTLE FALLS, MINN 


CUTTER ENSIGN 
Length 15’3”, beam 76”, depth 
34”. Features convertible sun- 
top, foam upholstered back-to- 
back seats, and Multi-Keel. 


CUTTER SCAMP 
Centerline length 13’, 
67”, depth 25” 
shield, 
seats, 
tom. 


beam 
Features wind- 

steering, upholstered 
foam-filled double bot- 


CUTTER SKI-FAIR 
Centedline length 14’2”, beam 


68”, depth 32”. Features choice 
of fore and aft or back to 
back upholstered seats, and 
Multi-Keel hull. 


BRUNSWICK BOATS 
LARSON DIV. 
LITTLE FALLS, MINN 


LARSON 
ALL-AMERICAN 157 
Centerline length 14’7°%4", beam 
76”, depth 33”. Features 3-to-1 
ratio cable steering, folding 
stern seat, sliding side win- 

dows. 


LARSON 
ALL-AMERICAN 176 
Centerline length 16’7”, beam 
79”, depth 37'2”. Features com- 
plete vinyl top set, upholstered 
back-to-back seats convertible 

to sunbather bunks 


LARSON 
ALL-AMERICAN 178 
Centerline length 16’7”, beam 
79”, depth 37! Features me- 
chanical Ride Guide steering, 
helmsman seat, complete vinyl 
top set, and sliding cabin side 

windows. 


LARSON SURFMASTER 
Centerline length _ 19/2! 
beam 85”, depth 2412”. Fea- 
tures walk-through - sliding 
deck hatch, complete vinyl top 
set, upholstered back-to-back 
which are convertible to 
sunbather bunks 


BURNHAM PRODUCTS 
4203 W. HARRY 

WICHITA 13, KANSAS 
MODEL 1503 NASSAU 

15’2”x78”" fiberglass runabout 

weighs approximately 575 lbs., 


139 


195 


seats, 


INC. 
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ind features textured non-skid 

ck. Seats convert to two- 

bunks for over-night 

and 16 sq. ft. of dry stor- 

e compartments is available 
e: approximately $1,075. 


* 
COD SHIPBUILDING CO. 
WAREHAM, MASS 
PETREL 


265 lbs 


CAPE 


STORMY 
61 Weight 


Free- 
1 midship, 2’5 
ruction. Takes 
HP. Air tanks 
afety. One 
ind bridge 
Price with 


$640 


RANGER 17’ 


HoU 


CAROLINA FIBERGLASS 
PRODUCTS CO. 
WILSON, N.C 


SHEARWATER 16 
72” runabout is of fiber- 
construction and avail- 
models, all with 18 
chrome deck hard- 
iiling motor well, 
om bailer and 
wheel and metal core 
cables. Accessories, in- 
hard top convertible 
are available. Construc- 
ion features include three all- 
] keel and sealed 
nks. Company also 
Shearwate! 15 run- 


lbergias. 


tation tr 


SHEARWATER FISHING 
SKIFFS 


re available in 


12’, 14 


filled with 


CARVER BOAT CO. 
PULASKI, WIS 
CARVER 
CUSTOM COMMANDER 
rhe new 1960 16’ Carver Cus- 
ton ; features 
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wood frame ventilating wrap- 
around windshield, new swin 
and ski ladder, large padded 
dash, 12 ply inter-stress bot- 
tom, and 2-tone hot spray 
varnish finish. Price, $1,295. A 
16’ Commander is also offered 
at $995 


CUSTOM CRUISER 
Cruiser is available in two 
models, 20’ molded plywood 
and 18’ lapstrake. Both mod- 
els are rated for use with mo- 
tors to 100 hp, and have salt 
water fastenings. 20’ cruiser 
has built in cabinets, large 
front hatch, galley top with 
cabinet and large cockpit area 
including motor well. 18 
model features sliding safety 

side windows, ventilating 
front deck and hatch 


} 
glass } 
i 


COMMUTER 
Runabout is available in three 
models, 20” molded plywood 

lapstrake and 18 
d, all rated for 
rs to 100 hp. Fe 
, 


clude flush moto! 


molded 


use Wit! 


il 


convert to rear seats 
water fastenings 


CARIBBEAN CARVER 

CRUISER 
The all new 20’ Caribbean 
Carver Cruiser features wood 
frame wrap-around wind- 
shield, large cockpit, sleeps 4 
and contains ample storage 
space Price, $1,795 Carver 
offers a complete line of sturdy 
ranging from the 15’ 
Commander to the 20’ Custom 
Caribbean 


boats 


CHAMPION BOATS 
BOX 9155, LONG BEACH, CALIF 
SABER 16 

15/1” x 6’ x 25” runabout. is 
available in four models 
Deluxe, Custom De- 
Custom Deluxe con- 
vertible. All are recommended 
for use with motors up to 70 
hp. Equipment varies 
model 


Standard 


luxe and 


on each 


SABER 14 

136” x 5/11” x 2’3” runabout is 
available in three models 
standard, deluxe and custom 
deluxe, all recommended for 
use with motors to 60 hp 
Equipment on standard in- 
cludes forward walk-through 
mahogany bow and tran- 
som handles and floor boards 
Price: $754, standard model 


seat 


TWIN SABER 16 


16’ x 6” x 2'6 catamaran is 


available in Cavalier and 
Champ Cat models, both for 
use with motors to 80 hp 
Cavalier model has an uphol- 
stered step-through forward 
seat, upholstered rear seat, 
complete steering, motor con- 
trol mount and _ windshield 

$1,415. Cavalier model. 


CHESTNUT CANOE CO. LTD. 
FREDERICTON 
NEW BRUNSWICK, CANADA 


es L noeeeng 

CHALET 
Super Deluxe of the Fibre- 
glass Line. Equipped with long 
bow deck, center deck, stern 
deck—with upholstered seats 
and self-draining motor well 
Will accommodate motors up 
to and including 75 hp. Stand- 
ard equipment includes 
ing wheel, windshield 


deck 


steer- 
running 
hardware 
transom 
i height 59” x 20 
575-675 lbs. carries 5-6 persons 
Impregnated red and blue col- 


fir 
or fnisn 


width and 


PACE SETTER 

14’x 55” x 24”, carries 5-6 
ons, weighs 190-240 lbs. with 
transom width and height of 
50” x 15 Varnished finish 
inside and outside. Hull is 
painted white below splash 
rails on outside. Reinforced 
for extra power and strength 
by a transom to keelson brace 
Equipped with bow handle, 
splash rails, extended planing 
surface, two full seats 
with split offset walk-through 
back on bow seat, one stern 
seat, gas tank tray, and 
two outside rub strips. 


CHETEK BOAT CORP. 
CHETEK, WIS 


per- 


cross 


s1ae 


COUNTESS 

CABIN CRUISER 
19’8” x 86” x 42” lapstrake cab- 
in cruiser is recommended for 
with motors to 160 HP 
Standard equipment includes 
deluxe chrome-plated hard- 
ware, self bailing motor well, 
steering, complete 
helmsman’s seat, galley 
stove, 90” bunks, and forward 
deck hatch. Company also of- 
fers Regal Contessa Converti- 
ble, with same dimensions and 

power recommendations. 


use 


complete 


floor 


EMPRESS CRUISER 
1799” x 82” x 38 lapstrake 
cruiser with bunks, flying 


bridge with helmsman’s seat 
and deluxe fittings. Maximum 
horsepower of 125 hp is rec- 
ommended. Standard equip- 
ment includes self-bailing mo- 
tor well, forward deck hatch, 
complete wheel and flooring 
and under-bunk storage com- 
partment. Company also of- 
fers Princess Convertible, with 
same specifications and rec- 
ommended power. 


DUCHESS SKI & FISH 
16'17” x 82” x 36” lapstrake run- 
about is recommended for use 
with motors to 110 hp, and has 
load capacity of 1,340 Ibs 
Standard equipment includes 
hard rubber gunwale protec- 
tion, bow and stern lights 
ventilating mahogany-framed 
windshield with safety 
complete floor and transom 
uards 


glass, 


DEBUTANTE 

15’3" x 72” x 31” lapstrake run- 
about is available in three 
Deluxe, Special or 
4ll models are rec- 
ommended for use with mo- 
tors to 70 hp, and have load 
capacities of 985 lbs. Standard 
equipment on Deluxe model 
includes deck hardware, 
mahogany-framed windshield 
with safety rear 
with back transom 
guards. 


models 


Standard 


glass, 


and 


seat 
rest 


MAM’SELLE 
13'3” x 69" x 31” lapstrake run- 
about is available in Deluxe, 
Special and Standard models, 
all for use with motors to 45 
hp, and with load capacities 
of 795 lbs. Standard equip- 
ment on Deluxe model in- 
cludes deck hardware, bow 
and stern lights, rear seat with 
back rest and mahogany- 
framed windshield with safety 


1 
giass 


CLYDE BOAT WORKS 

8600 LIVERNOIS AVE 

DETROIT 4, MICH 

SUPER DELUX 
1410” x 68” x 30” runabout is 
available in three models 
Family, Delux, and Super De- 
lux. Prices $295, $395, and $450 
respectively Company also 
offers 13 through 18’ molded 
plywood or molded lap strake 
hulls or completed boats in 5 
models each 


COMMANDO BOAT CO. 
TULSA, OKLA 
ROCKET 
13’8” x 64” fiberglass runabout 
can attain speeds to 43 mph, 
with a 40 hp motor and a two- 
blade racing propeller. Boat 


POPULAR BOATING 





is equipped with windshield 
and back to back seats, with 
other seating arrangements 
available. It can be used with 


motors to 45 hp. 


COMMODORE BOATS, INC. 
BOX 1466, NEW BERN, N. C. 


16’ GULLS 
16'3” x 74” x 44” boat features 
mahogany construction, and is 
available in Super and Super 
Deluxe models. Deluxe model 
is equipped with steering wheel 
installed, wraparound wind- 
shield, and self-bailing well 
Super Deluxe model has wa- 
tertight motor shelf. Prices: 
Super, $925: Super Deluxe, 
$1,025. Company also offers 
14’ Tern, $795, and 19’ Sports- 
man, $1,240, and 20’ Cruisette, 


$2,250. 


18° ANGLER 
183” x 7'x 48” runabout is avail- 
able in both inboard and out- 
board models, both with clear 
Philippine mahogany con- 
struction features. Power op- 
tion on the inboard Angler is 
70 or 75 hp. Equipment in- 
cludes complete steering wheel, 
wraparound windshield and 
watertight water well, self- 
draining (‘outboard model 
only). Inboard model has me- 
chanical steering, full instru- 
ment panel and storage bat- 
tery. Prices: from $1,250 for 
outboard. Hardtop is optional. 


20° DOLPHIN 
20'3” x 7’ x 48” boat is available 
as outboard runabout or in- 
board hardtop model, both 
featuring Philippine mahog- 
any construction Standard 
equipment includes chrome 
hardware, complete steering, 
wrap-around windshield and 
self-bailing well on outboard 
models. Power option on in- 
board models is 135 hp, and 
boat includes mechanical 
steering, full instrument panel, 
storage battery, 40-gallon 
gasoline tank, electric bilge 
pump and hydraulic controls. 
Prices: from $1,475 for out- 
board. 
e 


CORRECT CRAFT 
ORLANDO, FLA 


INC. 


PLAY 'N SKI RUNABOUT 
16’6” x 64” runabout is made of 
pressure molded fiberglass on 
aluminum gunwales. 1” ply- 
wood transom is encased in 5 
layers of fiberglass mat, and 5 
outer keels and 2 stiffener 
Stringers inside bottom of 
structural foam are also en- 
cased in fiberglass. 
& 
COWELL BOAT WORKS 


EAST LAKE ROAD, M.R. 13 
ERIE, PA 


VIKING 
x 80” boat is of full lap- 
FEBRUARY, 1961 


16'6 


strake construction and has 
selfbailing motor well. Fea- 
tures include 8’ long open rear 
cockpit, walk-through front 
seat and American Chain & 
Cable steering. All hulls have 
special bonding sealant be- 
tween strakes. Prices: from 
$850. 


CRESTLINER 
LITTLE FALLS, MINN. 
EXPLORER 
17’ family cruiser is one of 
four models in the all-fiber- 
glass Imperial series. Reaches 
20 mph in 6 seconds and top 
speed of 40 mph powered in 75 
HP range. Weight is 810 lbs. 
and maximum HP is 85, 


WILDWIND 

19’ aluminum offshore cruiser 
planes at maximum load of 
1650 lbs. Has round chine hull, 
hard-temper aluminum con- 
struction with Styrofoam flo- 
tation in ventilated bottom 
compartments. Maximum HP 
rating is 85. 

ENSIGN 
Featherlight and broad- 
beamed 12’ aluminum Ensign 
of the fishing boat series per- 
forms neatly with 12 HP out- 
board. Dimensions are 11'7%%” 
center length, beam 57%”, 
transom 50”. Maximum HP is 
12. Available in arctic blue and 
snowshoe white. 


CROSBY AEROMARINE 
GRABILL, IND 


ROVER 

15’ x 71” fiberglass family util- 
ity has forward step-through 
seat, open rear cockpit and 
complete electrical circuit. Fuel 
tank and battery storage are 
molded in. Boat is recom- 
mended for use with motors to 
60 hp. Also available are 15’ 
Sportsman sports utility with 
aft-facing seat, and 15’ Hurri- 
cane runabout with forward 
step-through seat and aft seat 
with center arm rest conceal- 
ing battery and fuel tank com- 
partment. 


RANGER 
17’x 7914" fiberglass family 
utility has custom-styled hard- 
ware, molded-in battery and 
fuel tank compartments, and 
complete electrical circuit. It 
is rated for use with motors 
to 100 hp. Also available are 
17’ Fish-N-Ski sports utility 
with aft-facing rear seat, and 
17’ Capri runabout with for- 
ward step-through seat and 
concealed fuel tank and bat- 
tery storage under rear seat 
arm rest. 

SEABIRD 
19’ x 91” x 44” deep water sports 
utility of fiberglass construc- 
tion can be used with motors 


to 150 hp, and features step- 
through front seat, motor 
mount and contoured transom, 
molded-in battery and fuel 
tank storage, complete electri- 
cal circuit, and foam flotation. 


VOYAGEUR 
19’ fiberglass luxury cabin 
cruiser has twin full-length 
berths, divided galley with 
stainless steel sink, wood floor- 
ing, outside-fill fresh water 
tank, stove and ice box, single- 
cable steering, helm seat, and 
foot rest. 
® 


CROWNLINE, INC. 
ONARGA, ILL. 


CROWNLINE BOATS. 
Line of fiberglass boats for 
use with outboard motors in- 
cludes runabout models, off- 
shore models and cruisers 


CRUISERS, INC. 
OCONTO, WIS 


COMMANDER 
Constructed of lapstrake ply- 
wood, 17’7” in length with 85” 
beam and hull weight of 908 
lbs Transom height 20%”. 
Priced at $1,345. 


DOLPHIN BOAT MFG., INC. 
NASHVILLE, TENN 


TRITON LINE 
14’x 69” runabout is available 
in 4 models, A, B, C, and D, 
all with windshield, steering 
wheel, drain plug, lights and 
transom loading handles. 
Model A features 72” cockpit, 
and two molded fiberglass 
seats forward; B has converti- 
ble fiberglass rear seat; C has 
21” windshield and convertible 
canvas top, and D has 21” 
windshield, convertible canvas 
top and convertible back seat. 
Prices: A, $695; B, $785; C, 


_ $795 and D, $885. 


DOLPHINA 
14’x69”"x19” deluxe fishing 
boat has automatic bait tank, 
windshield, steering wheel, 
drain plug and deck hardware. 
Price: $395. 


MERMAID LINE 

15’'x 76” runabout is available 
in 4 models. Model A has two 
upholstered bucket seats; B 
also has convertible canvas 
top; C has back-to-back seat- 
ing and canvas top and D fea- 
tures two front seats, back 
seat and canvas top. Prices: 
A, $995: B, $1,065; C, $1,095 and 
D, $1,125. 


NEPTUNE LINE 
15/11” x 91” boat is available in 
5 models, one a cruiser. Mod- 
el A has two helmsman seats; 
B features convertible canvas 
top; D is fisherman model 
with helmsman seats, converti- 
ble canvas top and two 6/2” 
bunks, and E is Fisherman 
with upholstered back seat. 


Model C, the King Neptune 
cabin cruiser, has .abin head 
room of 53”, 2 bun g, Storage 
cabinet, head space, 21” wind- 
shield and cabin and coaming 
of fiberglass. Prices: A, $1,195; 
B, $1,255; C, $1,795; D, $1,495, 
and E, $1,595. 


DOLPHIN SALTY 
16’ on-shore off-shore fishing 
boat is available in two mod- 
els, with or without Flying 
Bridge. Both models have wa- 
ter tank, marine head, ice- 
box, sink, bunks and dining 
area. Prices: $1,995 and $2,195. 


DORSETT MARINE 
1955 LAFAYETTE ST 
SANTA CLARA, CALIF. 


14’ SKI-BIRD 
13’8” x 67” x 27” fiberglass boat 
has positive mechanical steer- 
ing, two sports-car seats for- 
ward and full cross seat aft. 
Plexiglass windshield is op- 
tional. Price: $699. Company 
also offers three 15’ boats, 
Sport Belmont, Luxury Bel- 
mont and El Dorado. 


7 LEXINGTON LUXURY 
16’8” x 79” x 44” fiberglass boat 
features safety-glass wrap- 
around windshield, sports-car 
seats forward and full cross- 
seat aft. Company also offers 
Sport Lexington, with plexi- 
glass windshield, and 17’ El 
Rey. Price: Luxury Lexington, 
$1,329. 


CATALINA CRUISER 
16’8” x 79” fiberglass cruiser is 
equipped with two _ bunks, 
Dutch door or table, optional 
marine toilet, wheel, fold- 
down transom seat, self-bail- 
ing motor well and optional 
helmsman’s seat. Price: $1,695. 
Company also offers 19’ San 
Juan cruiser with two bunks 
Price: $2,695. 


21’ FARALLON CRUISER 
205” x 95” cruiser has four 
bunks, marine toilet, galley 
and sink, storage, two gas 
tanks, helmsman’s seat, self- 
bailing motor well, water tank 
and fold-down transom seat 
Boat features deep V forward 
and broad transom base. Price: 
$3,695. 

a 


DUO MARINE, INC. 
BOX 84, DECATUR, IND 
X-15 

twin-hulled fiber- 
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15'3” x 66” 
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boat is recommended for 

with motors to 45 hp, and 
is approximately 400 lbs 

t inc] >» USCG-ap- 
wind- 


steering. 


DUNPHY BOAT CORP. 
BOX 738, OSHKOSH, WIS 


SERIES 
ibout feature 
and is 


models, all 


VOYAGER 
81” x 41” rur 
nstruction 

nh motors to 

I flared bow 


ck. Price: from 


EXPLORER SERIES 

} 3f nabout fea- 

rake construction 

in three 

flared 

is rated 

to 60 HP 

] 1 equipment 

ivailable Pri from $725 
BLUEWATER SERIES 

x 86” x 43” lapstrake boat is 

] three models with 

e of seating op- 

equipment All 

ised and flared 

recommended 

otors to 140 HP. 


1,295 


* 
DURATECH MFG. CORP. 
W 


UTE 202 


PEEKSKILL, N. Y 


SWEET SEVENTEEN 
$1,538 
fully equipped Includes an 


indance ol locker 


runabout sells for 
space 
side cur- 
two up- 
buNKS and con- 

sleeping 


vertible toy nd 
marin oilet 
ered fo: 
nt faciliti 
0 additional persons on the 
deck. Weighs 600 Ibs 
and 31” depth pro- 
de stability safety. Hull 


rrosion-resist- 


paciou 
85" beam 
ind 
ryl ¢t lx 
ympletely « 
Lifetime caulking is pro- 


up- 


holstery done in “Sparkling 
3ronze” to match the deck col- 
or, a non-slip epoxy-finished 
floor, and chrome deck hard- 
ware and trim. The Sweet Sev- 
enteen is available in a longer 
version, the 19-ft. Weekender 
Nineteen, which sells for $1,778 
complete. 


FABUGLAS CO. 
312 JEFFERSON ST 
NASHVILLE 8, TENN. 


LANCER 15 

Length gunwale 15’3”, beam 
66 Double bottom hull has 
extra large flotation capacity 
for maximum safety Drain 
plug and vent. Upholstered 
front step through seat. Steer- 
ing wheel complete with ac- 
cessories. Fiberglass con- 
structed one-piece hull and 
Wide choice of color 
combinations. 


deck 


COMMANDER 16 
Length gunwale 16'4”, beam 
74 Aquafoil hull gives quick 
planing. Deep upholstered 
front seats, backs interchange 
with rear location, plush rear 
ide seat cushions, front seat 
foot rest. Stainless steel side 
bumper reinforced with water- 
proofed oak. Complete set of 
hardware and fittings 


COMMODORE 19 
One of the new additions 
the line is the Commodore 
Cruiser. Features include 62” 
of cabin headroom, Ram-aire 
rain-proof cabin ventilation, 
full opening cabin side win- 
dows, and sliding cabin door. 
Fiberglass construction. 


FLARE BOAT CO. 
1311 GREENWOOD ST 
LAKELAND, FLA 


SEA SCOUT 
17'1” x 80” x 39” runabout is 
equipped with complete single 


cable stecring system, Plexi- 
glass wrap-around windshield, 
plank-type deck, walk through 
front seat, high transom with 
self-bailing motor well, com- 
plete deck hardware and built- 
in flotation. 


SEA LANCER 

17'1” x 80” cruiser has twin 2’ 
x 6’ berths, panoramic wind- 
shield, Vivatex top and boot, 
steering system, wheel and en- 
closed single cable, insulated 
ice chest, helmsman seat, com- 
plete deck hardware and built- 
in self-bailing motor well. 


G. & W. BOATS, INC. 
GREENVILLE, NORTH CAROLINA 


LAPSTRAKE MODELS 
Three models from 16’ to 20’ 
featuring mahogany plywood 
lapstrake hull construction are 
available from G. & W. Boats, 
In The company has an- 
nounced a new concept in lap- 
strake cabin cruisers to be 
ready for July 1961 delivery 
Models available now include 
the 20’ Atlantic, 17'»’ Hatteras, 
and the 16 Pamlico priced 
at $1,525, $1,215, and $695 re- 
spectively. 


GLASS 
MARINE INDUSTRIES, INC. 
HUMBOLDT, IOWA 


SQUIRE 16 

x 36” fiberglass run- 
about weighs approximately 
650 Ibs., and is rated for use 
with motors to 85 hp. Features 
include one-piece molded hull, 
enclosed transom wells, built- 
in flotation, 18” windshield, 
self-draining double bottom 
and complete front and rear 
seat upholstery. Company also 
offers three other 16’ models, 
Crusader, Cavalier and Con- 
tessa, with similar hull fea- 
tures. Prices: Squire, $1,149.50; 
Crusader, $1,049.50: Cavalier, 
$1,095 and Contessa, $1,195. 


15’'6” x 76 


IMPERIAL 17 

x 84” x 38” fiberglass run- 
rated for use with 
100 hp. Standard 
includes 20” wind- 
shield, hardware, steering 
sembly, complete wiring and 
self-draining double bottom 
Also available are two other 
17’ models, with same specifi- 
cations. Prices: Imperial Vi- 
king, $1,249.50: Imperial 
Knight, $1,295, and Imperial 
Lancer, $1,349.50 


174 
about is 
motors to 
equipment 


as- 


NASSAU 15 
14’6” x 67” x 30” fiberglass boat 
is rated for use with motors to 
45 hp. Standard equipment in- 
cludes 15” windshield, bow eye 
and bow handles, stern han- 
dles, complete steering assem- 
bly, hull drain and front seat 


upholstery. Company also of- 
fers Catalina 15, with similar 
specifications and equipment 
Prices: Nassau, $749.50, and 
Catalina, $824.50. 


e 
GLASSPAR CO. 
1910! NEWPORT AVE 
SANTA ANA, CALIF. 
LIDO 
14’ Lido has advanced hull de- 
sign giving high maneuvera- 


bility and smooth handling 
Deluxe Lido equipped with 
foam seats and vinyl uphol- 
stery. Features double bottom 
flotation, drain plugs, ski tow- 
ing hardware. Price of Stand- 
ard $595, Deluxe $725. Fiber- 
glass construction. 


16’ AVALON 
Advanced hull design with 
non-trip chine makes top per- 


Full 
tempered 
foam seats, 


former at high speeds. 
size wrap around 
glass windshield, 
ski towing hardware, alumi- 
num transom plate, double 
bottom flotation, optional fold- 
ing canvas top. Fiberglass con- 
struction. Price $995 


16° DEL MAR 
Combines advantages of cabin 
cruiser with convenience of 


runabout, features flying 
bridge windshield, sliding glass 
side windows, full length 
berths. Boat comes with self- 
bailing motor well, ski towing 
hardware, aluminum transom 
plate, running lights, forward 
hatch, and double bottom flo- 
tation. Price $1695. Fiberglass 
construction. 
a 


GLASTRON BOAT CO. 
AUSTIN, TEXAS 


“a \ a 
C 


JETFLITE 14 
14’ outboard runabout features 


padded gunwales (dash and 
interior) and upholstered seats 


POPULAR BOATING 








adventure in the wind if 


Adventure or relaxation can be yours with a fine Ray Greene 

original ... fiberglass sailboats designed with you in mind. 

FrGm the luxurious 26’ New Horizons, designed by Sparkman & Stephens, 
to the 10’ Vixen, you can choose a sailboat that's just right for your 
Adventure in the Wind. Rugged fiberglass construction assures many 
more-hours of carefree sailing pleasure. 











Write today for your copy of ‘Adventure 
inthe Wind” with the Nipper, the Vixen, 
ae and the famous Rebel. 





Famous singing star Vaughn Monroe chooses 
a New Horizons for his Adventure in the Wind. 


RAY GREENE & COMPANY pioneer in biberglace conotutctioye 


508 SOUTH BYRNE ROAD « TOLEDO 9, OHIO 








cushions. 


CRESTFLITE 17 
jutboard runabout features 
ilkk-around gunwales 
nd flooring of teak vinyl, with 


j u 
1d€ v 


padded dash divided to per- 
mit access to the walk-through 
hatch, which features an open- 
out windshield. Deville seat 
to sleep are optional at no ex- 
tra charge. Price: from $1.395 
SEAFLITE CRUISER 
ruiser features divided 
open-out windshield 
hatch 


19’ cr 
h wi 


to the 


7; 


SEAFLITE 
it feature 
ind 


de pane 


suf- 


boat 


FISHERMAN 
nwale Length) Fi 


i hull arrange 


gear. An op- 
irrangement 

1 Steering—easy 
W to stern 
ned for rough 
160 lbs. With 

smnerman 

i water 

p boats. ca- 
nd other out- 


runabou ivailable 


DELUXE RUNABOUT 
deluxe runabout of alu- 
and is 
with 
Three 
open 
cen- 
bow 
converts 
walk- 
back 
at, steering 
nted on either port 
rd side of midship 


255 lbs 


[ uSsé 
40 hp 
lable 
nd full 
include 
which 


nodel to 


reversible 
se 


bridge, or on forward dash- 
board, and wrap-around wind- 
shields 


G-19 SPORTSTER 
19’ runabout is of heavy-gauge 
special aluminum alloy and 


On a 


rigid construction, and rated 
to carry up to 100 hp (two 50 
hp) Boat is available 
with convertible Navy-Top or 
mocel All models 
have reversible bow seat kK 
rests with walk-through 


rangement Boat weighs 


lb 
8 


GULL FIBER-PLASTIC PRODS. 
BOX 1412, HWY. 10 WEST 
JULA, MONTANA 


motors 


a open 


ee 
MIS 


ALBATROSS 
18'2"x86"x49” depth amidships, 
runabout, all fiberglass 
struction, fe 


dows 


con- 
aturing glass win- 
extruded aluminum 
framing around windshield, 
aluminum gunwale with rub- 
ber inset, full 60” motor mount- 
ing transom. Weight approx 
1,195 lbs 
SPRITE 

16'3"x85"x43” depth amidships, 
runabout, all fiberglass con- 
struction, features inverted V 
bottom, back-to-back seating 
Other details similar to the 


Albatross 


HARRIS MFG. CORP. 
2801 W. STATE BLVD 
FORT WAYNE, IND 


SCAT-A-MARAN 

16’ catamaran is designed es- 
pecially for single engine in- 
Stallation and features cock- 
pit area measuring 5’ x 8’l 

and fiberglass construction 
Equipment includes full pan- 
eling and sleeper seats that 
fold out flat to seat 8 adults 


& 
HENRY BOATS 
BOX 225, PLAIN CITY, OHIO 
HENRY CRUISER 
21’ x 95” x 45” cruiser is 
equipped with upholstered 
bunks, steering, hardware, fly- 
ing bridge, he!msman’s seat, 
and enclosed head compart- 
ment. Boat weighs 1200 lbs. 
Price: $2,495. Optional equip- 
ment includes sink, stove and 
refrigerator 
HENRY OVERNIGHTER 
18’ x 80” x 35” boat weighs 750 
lbs. and features upholstered 
seats convertible to bunks 
Boat is of lapstrake plywood 
and equipped with wood wind- 
Shield with safety glass, self- 
bailing motor well, full level 
floor boards, hardware and 
steering. Price: $1,195 
HENRY XVIII 
18’ x 78” x 35” plywood lap- 
strake boat weighs 750 lbs. and 
is equipped with wood wind- 
shield with safety s2lf- 
bailing motor well seat 
and back seat, hardware and 
steering and level floorboards. 
Price: $1,095 
HENRY XVI 
16’ x 74” x 33” plywood lap- 
strake 1 equipped 
with wood windshield with 
safety glass, self-bailing motor 
well, stern seat and _ back, 
steering and 


hardware and 
level floor Price: $895 


glass 


stern 


inabout is 


boards 


HERBERT'S BOATS, INC 
2905 E. PACIFIC COAST HWY 
LONG BEACH, CALIF 
20° CABIN CRUISER 
19’4” x 94” x 49” cabin cruiser 
sleeps 3, has galley space and 
provision for marine toilet 
(toilet extra) Features in- 
clude folding pilot’s seat and 
stern seat with fold-down 
back. Boat is rated for 
with motors to 150 hp. Com- 
pany also offers 20’ Marlin and 
20’ Deluxe, all with hulls 
either unpainted, glass cov- 
ered or glassed and color im- 
pregnated. Prices Over 
Nighter, from $1315: Deluxe, 
from $1090, and Marlin, from 

$865 


use 


18’ DELUXE 

17’4” x 94” x 48” boat features 
forward seats with walk- 
through, solid mahogany 
windshield frame, side rails 
and triin with Plexiglass wind- 
shield and side windows. Boat 
accommodates engines to 150 
hp. Company also offers 18’ 
Albacore and 18’ Over Nighter. 
Prices: Albacore, from $665; 
Deluxe, from $890, and Over 
Nighter, $1115 


16° OUTBOARD BOATS 
Company offers four models 
all 15’4” x 81” x 37”, Deluxe, 
Cruisette, Ski King and Fish- 
erman. All are offered 
with hulls either unpainted 
glass covered or glassed and 
color impregnated. Deluxe 
model features mahogany 
windshield and_ side-screen 
frame with Plexiglass, and 
mahogany side rails and trim. 
Back-to-back seats have walk- 
through. Boats will accommo- 
date engines up to 75 hp 


boats 


Cruisette is fully-enclosed 
cabin cruiser that sleeps 2. 
Prices: Fisherman, from $435; 
Ski King, from $555; Deluxe, 
from $610, and Cruisette, from 
$695 
SKI KING 

13’4” x 66” x 30” runabout fea- 
tures back-to-back seats with 
walk-through, and is rated for 
use with motors to 50 hp. 
Company also offers Fisher- 
man model, same dimensions, 
and a 12’ Fisherman V-bot- 
tom, all with hulls either un- 
painted, glass covered or 
glassed and color impregnated. 
Prices: Fisherman V-bottom, 
from $195; Fisherman, from 
$315, and Ski King, from $370. 


HONEY CREATIONS, INC. 
407 COMMERCIAL CENTER 
BEVERLY HILLS, CALIF 


BEE 

to 7/10 reinforced fi- 
boat weighs 69 Ibs., 
and seat 4 adults. Nylon 
geared “turbo-speed-prop” en- 
gine gives speeds up to 18 mph. 
Boat has full flotation. Price: 
$299, complete 


BUMBLE BEE 
Fiberglass boat weighs 99 lbs., 
and features twin-engined 
“turbo-speed-prop” power. In- 
cluded are extra oarlocks, 
chrome bow handle and plexi- 
windshield. Price: $499, 


complete 


HOWARD 
FIBERGLASS BOATS, INC. 
ROUTE 106 AT GEORGE ST 

PLAINVILLE, MASS 


6'10' 
berglass 


can 


glass 


HOWCAT 

20’2” x 8’ x 46” DuraVers cata- 
maran has double-bottom flo- 
tation and can be used with 
twin outboards up to 80 hp 
each. Boat is of one-piece 
molded fiberglass, and tran- 
som is equipped with outrigger 
to accommodate twin out- 
boards 


DURAVERS BOATS 
Line of DuraVers fiberglass 
boats includes Pilgrim, 16’ de- 
luxe runabout with soft or 
1ard top, two 14’ boats, Gada- 
bout and Fisherman, and Ni- 
na, 8’ dinghy 

a 


HULT CRAFT BOAT WORKS 
P.O. BOX 673, WAUSA, NEBR 
HULT CRAFT BOATS 

Factory built or in kit form, 
Hult Craft runabouts are 
available in lengths from 12’7” 
to 166 Price range $740 to 
$1145, with kits priced from 
$330 to $498 
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“MORE FUN AFLOAT ——— Florida and Sul 
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16’ CAPRI SLEEPER $945 
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16° SKI-KING $795 17’ IMPERIAL $1,495 20’ IMPERIAL DELUXE CRUISER $2,195 
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RUISER $3,995 











When you see the 1961 Sportcraft line of all mahogany, fiber- 
glass coated boats, you'll be sold on them completely. For 
more information write: SPORTCRAFT BOAT COMPANY, INC., 


SKY HARBOR, PERRY, FLORIDA. PERRY. FLORIDA 
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BUYING GUIDE DIRECTORY—OUTBOARD BOATS 





HYDROCRAFT 
BOX 3381, SAN DIEGO 3, CALIF 


FAST FIFTEEN 
All glass runabout seats 7 
i also available in 
model sleeping 2 
is available in open type or 
with hardtop. Company also 
offers 12’ Hydrocat Utility 12, 


all glas 
*» 
INDUSTRIAL MARINE CORP. 


WARSAW, IND 


and 
cruiser 
Runabout 


CRUZ-N-SHIP 

x 38 fiberglass run- 
rated for use with 
motors to 80 hp. Equipment 
includes chrome-plated fit- 
tings, wraparound windshield 
teering wheel and gear and 
upholstered walk-through 
front Transom has re- 
cessed storage well and ex- 
tended motor mount designed 
for high-power motors. Price 
$995. Optional equipment in- 
ludes fibergla hardtop 
and 


17'x 78 
about is 


seats 


real 
seat, boat running 


light 


cove! 


JET BOAT 
11238 SO 
CHICA 


INC 
WESTERN AVE 
>O 43. ILL 
JETRA 
beam 4 
recommended 


Length 10'1 

pacity 4 adults 
power 5-25 HP. Weighs 160 lbs 
Compact runabout is easily 
tored and transported. It is 
light enough for two people to 


ca- 


( 


JUPITER BOAT & MOTOR CO. 
BALDWIN PARK, CALIF 


JUPITER D-15 
Jupiter currently makes 5 key 
models, all in fiberglass. These 
include single hulled S-12 and 
S-14, a catamaran type D-13 
and D-15 and the luxury single 
hull C-16. Prices range from 
$495 to $1695 

@ 


KAUFFMAN BOAT WORKS 
OSPREY, FLA 


17’ KINGFISHER 
16'11"x80"x38" boat is available 
in 2 convertible and 
cruise! Convertible includes 
flush cockpit floor, opening 
windshield switches 
and steerin features 
chair height mattresses 
and twin pilot seats. 
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model 


lled 


ruiset 
il I 


Price of convertible 
cruiser $1375 


20 OSPREY 
20’x90”x46” boat is available in 
both overnighter and Fisher- 


man models 
construction 


Marine plywood 
over mahogany 
framing. Overnighter includes 
head, bunks, cushions, and two 
opening portholes. Fisherman 
model has built-in fish or util- 
ity box and fishing rod racks 
Prices are $1650 for the Over- 
nighter and $1475 for the 
Fisherman 
ae 


KENNER BOAT CO., INC. 
KNOXVILLE, ARK 

RIVER RAT 

x 16” boat is available 
three or fou bow 


14’ x 48 


with seats, 


» and lifting handles. Price: 


PEEROE 
Fiberglass boat is available in 
three sizes, 10’ with 2 seats; 12’ 
with three seats, and 14’ with 
four all with Styrofoam 
flotation Prices $109 $119 
and $159. Also available is a 
utility Vee bottom Fisherman 
14’ with three seats, $350 


seats 


FIREFLY 14 
13'9” x 63” x 25” boat is avail- 
able in deluxe and ski boat 
models, both with Styrofoam 
flotation. Deluxe model has 2 
seat and 3 seat with backs, up- 
holstery, 16” windshield, step 
plates, complete steering gear 
and is completely wired. Ski 
Boat has bow upholstery 
windshield and steering gear 
Prices: Deluxe, $650; Ski Boat 
$595 

LANCER 16 
15’ x 68” x 30” runabout is rec- 
ommended for use with mo- 


tors to 60 hp 
cludes 2 seat 
bac ks, 
shield 
and 


Equipment in- 
and 3 seat with 
upholstery, 16” wind- 
complete steering gear 
complete wiring. Price 
$895. Also available is a 3 seat 
model, $870, and a 1 seat 
model, $845 

e 


KENWAY BOATS 
PALERMO, ME 


KENWAY KOTTAGER 
Family utility is available in 
14’ and 16’ models, for use with 
motors to 40 hp and 60 hp. 14 
model has upholstered walk- 
through front seat and ma- 
hogany hull and deck, while 


$1395, 


16’ model also features wind- 
shield, steerer and hardware. 
Prices: $539 and $725 
KENWAY KOMET 

Runabout and ski boat is avail- 
able in 14 and 16’ models, 
rated for use with motors to 45 
mph and 60 mph respectively 
Features include mahogany 
plywood hull and decks, up- 
holstered back-to-back seat- 
ing and brass fastened chrome 
hardware. Prices: $649 and 


$795 
a 

KOMATSU MFG. CO., LTD. 

OTEMACHI BLDG., OTEMACHI 

CHIYODA-KU, TOKYO, JAPAN 

KOMATSU 15 

14114" x5'74" x 4%" one-piece 
fiberglass hulled runabout is 
rated for motors to 50 hp, and 
can attain speeds to 35 mph 
Optional equipment includes 
windshield, steering wheel as- 
sembly and upholstery 


LEAVENS BROS., LTD. 
3220 DUFFERIN ST 

TORONTO, ONT., CANADA 

UTILITY MODELS 
Line of fiberglass utilities in- 
cludes Husky (car-top), 11'6”; 
Skipper, 11’, and the 14’6” Pio- 
neer in Fisherman and Utility 
runabout models 

VICTOR 
15’3” x 69” x 31” runabout is of 
fiberglass, and recommended 
for use with motors from 25 
hp to 60 hp. Boat seats 5 to 6, 
with one-piece construction 
featuring front seat and deck 
of fiberglass. Equipment in- 
cludes splash well, hardware, 
upholstery and _ accessories. 
Price: $1,199. Company also 
offers Sabre, a 15’8” deluxe 
runabout, $1,149, and Vaga- 
bond, 16’, $1,495. Convertible 
and hard tops are available 
for all models 
SPORTSTER 

13’3” x 58” x 27 deluxe run- 
about is of fiberglass, and 
rated for motors from 10 hp to 
35 hp. Boat seats 4, and is 
equipped with hardware, up- 
holstery and built-in stern- 
well. Price: $849 


COMMANDO 

18’ x 75” x 40” boat is available 
in convertible and day cruiser 
Cruisaire models, both rated 
for motors from 35 hp to 70 
hp Cruisaire features en- 
closed mahogany cabin, 2 
bunks, forward hatch, cockpit 
and flying bridge. Both mod- 
els have upholstery, hardware 
and accessories. Prices: Com- 
mando, $1,795; Cruisaire, 
$2,195 


LONE STAR BOAT CO. 

GRAND PRAIRIE, TEXAS 
LANCER 

aluminum runabout fea- 


tures seamless aluminum deck 
upholstered cross seats front 
and back seating 5, and full 
width transom splash shield 
Boat is rated for use with mo- 
tors to 45 hp. Company also 
manufactures 14’ fiberglass 
Angler and Angler Deluxe 
both for use with motors up to 
25 hp, and 14’ fiberglass Riv- 
iera, for motors up to 40 hp 


DEAUVILLE 
15’ fiberglass boat is for motors 
up to 70 hp, and features two 


upholstered front 
walk-through and 
upholstered aft seat. Boat has 
long shaft transom and in- 
terior bumper extrusion. 


seats with 
full-width 


HOLIDAY 
16’ aluminum runabout fea- 
tures upholstered front seat 
that converts into two 2’ x 6 
bunks. Boat is equipped with 
steering, rigging, panoramic 
windshield, hinged bow hatch, 
and rated for motors to 80 hp 


FLEETWOOD CUSTOM 
17’ fiberglass runabout has 
walk-through upholstered 


front seats and aft seat to seat 
5, and is rated for motor com- 
binations up to 90 hp. Boat is 
also available in Deluxe model 
with convertible seat bunks 
and a Sport version with back- 
to-back seating. Company also 
offers 17’ fiberglass Vacationer, 
with cabin area including twin 
2’ x 6’ cushioned berths, and 
mahogany and padded panels 


BAR HARBOR 
18’ fiberglass cruiser features 
cabin with twin berths, galley 


with sink and toilet compart- 
ment. Other equipment in- 
cludes self-bailing motor well 
Sliding cabin windows, ad- 
justable bow hatch, steering 
rigging, padded transom seat 
and cabin and running lights. 
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THIS CHART WILL 
HELP YOU GET 


. He Crealltit Pleasure 


’ 
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YOUR BOAT 


gas MARINE INSTRUMENTS 


BASIC OPTIONAL For WATER SKIING 














12 
COMPASSES 
Made by AIRGUIDE INSTRUMENT COMPANY, 2210 Wabansia Ave., Chicago 47 —offer many sizes, 
many styles and prices 
7 from $7.50 to $42.50. 


14 SPEEDOMETERS-—2 su- 
perior quality, illuminated Jeweled 
CONTRALOG® models.7 high quality 
CONTRALOG ® models,and5 budget 
priced SEA SPEED ® models. Meters range 
to 30, 45, 50 and 75 m.p.h. Prices begin at $9.95. 


6 TACHOMETERS—Serve most 2, 4 or 6 cylinder 
outboard motors. Sealed transmitter with no battery or 
moving parts really works and keeps on working. Meters 

illuminated. Price, $39.50. 


8 BAROMETERS—8 CLOCKS— offer selection of single or match- 
ing units in polished chrome or brass plated finish. Barometers priced 
from $10. Clocks from $25. 


© 1961 A. |. Co. 


SKI-TALKIE INTERCOM — provides positive voice contact between water skier 
and towboat. An exciting Airguide product that multiplies water ski fun. Price, $65. 


FEBRUARY, 196] 147 





6 
LOVE CORP 
BOX 197 
HENDERSON, TEXAS 


1675 RUNABOUT 
The 16 ft. fiberglass Hercules 
has waterproof vinyl uphol- 
stery over foam rubber. She 
has a 6 ft. 2 in. beam and 
weighs 720 lb A convertible 
be added and a hard- 
Viking is avail- 


2 
LYMAN BOAT WORKS 


625 FIRST ST 
SANDUSKY, OHIO 


top can 
top model, the 


able 


16’ LYMAN 
The 16 footer has 
back seating and plenty of 
towage space under the for- 
ward deck. She will take mo- 
tol up to 50 hp 


back-to- 


18’ LYMAN 
18 ft. model 
well and 


ral asoline 


has a self- 
space for a 
‘ tank under 
back-to-back seats She 
built to take a single 
dual motors in the 


class 
* 


MARLIN FIBERGLASS BOAT CO. 
BOCA RATON. FLA 


nas peen 
80 hp o1 
40 hp 


MARLIN SCAT-CAT 

CATAMARAN 
This twin hull, all fiberglass 
outboard has an overall length 
of 15’ and beam of 17'8”. May 
be powered with single or dual 
motors. Optional top, side and 
end curtain Seats fold to 
bunks. Sleeps four, seats 8 per- 
ons. Price, $1,495 FOB 


MARLIN PANTHER 
ill fiberglass hull designed 
rior high speed per- 
nee. Three models are 
rangi! in price from 
to $895 FOB 
€ 
FRED McCARTHY BOATS 
ST. MIHIEL DRIVE 
RIVERSIDE 
SEA MAC MODEL 14 
New deluxe tyling, red and 


hit TY } Ic rs 1 
white custom upholstery, sil- 


148 


ver edged matching red 
boards. Boat has rugged con- 
struction and high quality fin- 


ish 
8 


MEYERS AIRCRAFT CO. 
TECUMSEH, MICH 
CAR-TOPPER 
Model 14-L has aluminum 
construction, 14 in length 
Weight, 104 lbs. 10 HP rating. 
Price $249 

MODEL 12-UF 
Aluminum constructed 
12-UF is 12’ in length 


floo! 


Model 
Uphol- 


stered and designed with fin 
Weight 165 lbs. 35 HP rating 
Price $470 

& 


MIDWESTERN 


INDUSTRIES CORP. 
FORT WAYNE, IND 


\ 4 
—<te 
——— 


FISH-N-SKI 
Hydrodyne fiberglass boat fea- 
tures clipper bow and twin 
sidelines. Craft is 173” long, 
with 69” beam, and available 
in custom and custom deluxe 
models, either one recom- 
mended for use with motors 
to 100 hp. Features include 
“Glide Ride” hydraulic seats, 
molded plank-type deck, wind- 
shield, bilge bailer, molded-in 
wiring circuit and single ca- 
ble steering Company also 
has available 15’, 17’, 19’, run- 
abouts, a 17’ cruiser and spe- 
cial 17’ runabout with 1960 
Volbo-Penta trans-mount en- 


gine 
* 


MILCO TANK & BOAT CO. 
WHITE PIGEON, MICH 


LUMA-LAP SP-2 
12’ x 56” aluminum lapstrake 
Sportsman Runabout. For mo- 
tors up to 25 HP. Styrofoam 
flotation. Front seat uphol- 
stered. Price $397 


AQUA SWAN A-4 
14 x 63” Aqua Swan's big 
Luma-Lap Fisherman. Pressed 
formed spray knocker with ex- 
truded inwales Styrofoain 


flotation, 
to 25 


weight 225 lbs. HP 
Aluminum. Price $324. 


ROYAL SWAN LUMA-LAP 
16’ x 70” aluminum runabout 


nee ‘ : 
featuring Luma-Lap lapstrake 
treatment. Bow depth 38 
Available for long or short 
shaft motors up to 80 HP. 
Price $695 including bow light, 
steering, and 20” windshield 


MIRRO ALUMINUM CO. 
MANITOWOC, WIS 





SKI'N TROLL 

16’ aluminum runabout is rated 
for use with motors up to 75 
hp, and has front and rear 
seats, with rear seat facing 
backwards. Features include 
painted and trimmed hull ex- 
terior, bow handle, two tow- 
ing eyes on transom, drain 
plug and polystyrene foam 
flotation under seat, deck and 
floor area. Prices: from $850 to 
$995. 


CAMP ’N CRUISE 
16’ aluminum runabout 
tures front upholstered seat 
Prices: $765-$975. Also avail- 
able is company’s new Ski ‘n 
Troll, with back to back up- 
holstered seats. Prices: $850- 
$995. 

* 


MINROB INC. 
WENTZVILLE, MO. 


MINROB 15 
15'x6’3 x 38” fiberglass run- 
about features “lapline” bot- 
tom for smooth ride, with dou- 
ble bottom filled with poly- 
urethane foam flotation. Boat 
has custom molded windshield, 
Naugahyde seats, hardware 
and lights and _ full-length 
wraparound rubber rail. Tran- 
som is 15 Company also 
offers similar 16’ x 63” x 38” 
runabout with same equlp- 
ment and 21” transom. 


MITCHELL BOAT CO. 
DIV. CONSOLIDATED METAL 
PRODUCTS, INC. 

BOX 63, ELKHART, IND 


fea- 


14’ LITTLE MITCH 
The Little Mitch features one- 
piece aluminum hull, two up- 
holstered seats, hardware and 


lights. Mitchell aluminum 


boats come in 10’ to 14’ sizes 
and range in price from $179 


to $575. 

MONTGOMERY WARD & CO. 
618 W. CHICAGO AVE 
CHICAGO 7, ILL 
SEA KING BOAT LINE 
Featured boat in the line is a 
new Sea King 15’ fiberglass 
deluxe runabout with gun- 
wale length of 16! and a 
77” beam. Boat is built to per- 
form with motors rated up to 
75 hp. Features two seats fully 
upholstered, clipper bow, de- 
luxe steering, hardware, and 
fittings. New innovations are 
a step-down gunwale, vinyl 
covered side panels, fiberglass 
hatch covers, padded glove 
compartment and beverage 
cooler for the walk-through 
space. Ward line ranges from 
9’ dinghy to 18’ off-shore run- 
about. Price of the Sea King 

15 is $995 
a 


NADEN INDUSTRIES 
WEBSTER CITY, IOWA 


2 Slide signee ta 


ALUMINUM BOATS 
Complete line of aluminum 
boats range from N-8 Dinghy 
priced at $159 to the N 18 WW 
priced at $977. Featured boat 
in the line is the Ski-Mate, a 
14’ runabout priced at $795 
This boat includes an 18” 
windshield, deluxe wheel, rig- 
ging, lighted speedometer, and 
many other appointments. 


JAKE NEWSOME BOATS 
BOX 468, BRADENTON, FLA 
16° FISHERMAN 

Boat has 70” beam, weighs ap- 
proximately 300 lbs. and is 
offered with either high or low 
transom. Recommended for 
use with motors to 45 hp 
Price: $595. Also available is 
steering kit, $50, installed. 


15° FISHERMAN 
Fishing boat has 61” beam, 
Semi-V hull, and weighs ap- 
proximately 245 lbs. It is rec- 
ommended for use with mo- 
tors to 40 hp, when equipped 
with steering after 18 hp 
Equipment includes deck cover, 
with forward deck non- 
skidded, and rubber gunwale. 
rice: $495, including live bait 
well and dry storage compart- 
ment 

14’ FISHERMAN 
Fishing has 64” 
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boat beam, 





THE ONLY SHOE THAT 
PROVIDES MAXIMUM SAFETY 





FOR THE BOATING FAMILY! 


Ultra-safe Waterproof Clothing 
in High-Visibility Orange 
Here’s maximum protection against the 
toughest weather. Our completely 
waterproof clothing, made of pliable 
lightweight materials, provides comfort 
and permits lots of action. All seams 
are vulcanized. These garments will not 
rot, crack, mildew or stick together. 





OFF- 
SHORE 
SUIT 
339 


Our Off-Shore Suit is neoprene-coated 
inside and outside, has unique non- 
chafing elastic adjustments, complete 
throat protection to chin point. Trous- 
ers may be worn waist-high or chest- 
high. All-nylon hardware is non-cor- 
roding. In high-visibility international 
orange. Sizes: extra small, small, me- 
dium, large or extra large. (Jacket, 
$21.00; trousers, $14.00.) 


I FOUL- 
WEATHER 
SUIT 
$71.95 


Our Foul-Weather Suit is made of light- 
weight oil-resistant neoprene. Opens 
quickly. Has strong, fine woven cotton 
protective lining. In high-visibility 
international orange or faded blue. 
Sizes: extra small, small, medium, 
large or extra large. (Jacket, $14.50; 
trousers $7.45.) 

New! Wrap-Around Skirt. International 
orange only. Adjustable Waist. Sizes: 
small, medium or large. $7.45. 

Junior Suits. international orange only 
Sizes 10, 12, 14, $19.95 


BOATING BOOTS 


Foul-Weather—a half-length, over-the- 
shoe style in men’s sizes, 6 to 12; 
women's sizes, 6, 7, 8. $9.95. 

Pilot—a knee-length, over-the-shoe 
style. Men's sizes, 5 to 13. $12.95 
Off-Shore—a knee-length, over-the-sock 
style. Men's sizes, 6 to 13. $13.95 
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FOR ACTIVE WEAR 


$9.95 
8.95 Juniors 


CANVAS 
OXFORD 


Popular style for all the family! Extra 
comfortable — double-deep heel cush- 
ioning, non-chafing, loose-lined. Ex- 
tremely flexible. White or navy. Men's, 
5-14. Women’s, 3-11. Junior, 12-4 


SA 


RACQUET 
OXFORD 


Ideal for deck, court, any surface! 
Seven eyelets that lace securely down 
to toe. Sponge-cushioned arch for 
greater comfort. Reinforced at toe and 
sides to withstand rough treatment, 
White. Men’s only, 5-14, 


MOCCASIN 


All the comfort of a true moccasin plus 
Top-Sider safety! Soft, water-resistant 
elk-tanned leather is hand-sewn in the 
traditional manner. In brown, wide or 
slim, for men and women. in white, 
men’s wide, women’s slim. Men's, 6-13. 
Women's, 4-9. 


SPERRY 


Sperry Top-Sider® 

footwear, in styles for 

all the family, provides 

a safe, sure grip on 

any surface... even wet, 

slippery decks! Anti-slip 

rubber sole has hundreds 

of tiny squeegee slits 

in sharp-angled herring- ~~ 
bone pattern—prevents 

slipping, skidding. Top-Siders are 
extremely flexible... and each shoe 
style has special comfort features 
built in. On deck—Sperry Top-Siders 
give the whole family extra dependable 
and longer lasting safety protection. 





CASUALS FOR WOMEN 


TOP-SIDER 
WEDGE 


Our low-cut, comfortably supporting, 
sailcloth style with an all-wood wedge 
heel. It floats! In white, red or blue, 
Women's slim, 5-10; medium, 4-9, 


TOP-SIDER 
PUMP 


Sailcloth fashion favorite with built-in 
safety! Elasticized edge hugs low — 
permits low-vamp suntan. In white, red, 
blue. Women's slim, 5-10; medium, 4-9. 











emia. 
LEATHER “S 
OXFORD 


Soft handcrafted, water-resistant elk- 
tanned leather. Steel shank. It floats! 
In smoked elk or sait-water treated 
brown for men; in smoked elk for 
women. Men's slim or wide, 6-14, 
Women's slim, 5-10; medium, 4-9. 


SS 
COMMODORE 
OXFORD 


A cool, comfortable style for skipper 
and crew! Insulating cork heel and 
platform. Special shank for a good, firm 
support. Faded biue denim, white or 
navy duck. Men's, 5-14. Women's, 3-10. 


—= 





2 Rubber Avenue 


Siacwte OPERRY TOP-SIDER 
dealer, write Naugatuck, Connecticut 











BUYING GUIDE DIRECTORY—OUTBOARD BOATS 





yeighs approximately 200 Ibs 
and is recommended for use 
vith motors to 40 hp. Model is 
equipped with low transom. 


Price: $395 


13° FISHERMAN 

herman weighs 
pproximately 115 lbs. and can 
be used with motors to 10 hp 
Lightweight boat can also be 


12’8” x 58” Fi 


yaddled or rowed. Price: $249 


1” FISHERMAN 
; 59” boat weighs approxi- 
mately 90 Ibs., and is rated for 
use with motors up to 5 hp 
Price: $189 


OLD TOWN CANOE CO. 
ILD TOWN, ME 


19° LAPSTRAKE 

Length 19’, beam 96”, weight 
1000 Ibs Also offered is a 22’ 
lapstrake which has a beam 
of 96” and weight of 1500 Ibs. 
Company offers a complete 
line of cano¢ of all descrip- 
tions and type 


PENOBSCOT BOAT WORKS 
ROCKPORT, ME 


19 PENBO SEA-O-RAMIC 
19’ open runabout features in- 
clude brass and chromed hard- 
ware throughout, African ma- 
hogany with piano finish, US 
Royal Marine plywoods and an 
oak frame, with solid mahog- 
any transom and wide-diam- 
Everdur bronze screws in 
bottom to allow use of largest 
power head Boat is also of- 
fered in 17’ model. Other boats 
available include Cruise-O- 
Ramic hardtop, both boats fea- 
turing similar ‘construction to 
Sea-O-Ramik 


eter 


PERFORMER BOAT CORP. 
14720 LAKEWOOD BLVD 
PARAMOUNT, CALIF. 


HAVOC 15 
company has 22 new 
} with 

and exterior 
designed mod- 
include the Havoc 15 Cus- 
Ski Boat and a fleet of 
23 ft. inboard and out- 
ind hardtops 


year, each 


om 


The 23 ft. boats are the Tropi- 
cana 23 Cruiser, Tropicana 23 
Hardtop, Tropicana 23 Sports 
Fisherman, Tahiti 23 Over- 
nighter and the Tahiti 23 
Runabout. 


PIONEER MFG. CO 
MIDDLEBURY, IND. 


1961 LINE 
Pioneer this year offers 14 new 
outboard models in 25 sizes in 
both aluminum and_ steel 
Some models feature strake 
styling 


PLASTIC FABRICATIONS, INC. 


605 W. 25TH ST 
HIALEAH, FLA 


THUNDERBIRD HIAWATHA 
24'4”x8’x60" fiberglass boat fea- 
tures sealed double-bottom 
chamber housing longitudinal 
stress units, and transom for 
one or two long shaft engines 
of unlimited hp. Standard 
equipment includes hatch, in- 
stalled steering assembly, ma- 
rine toilet, 9 gal. water tank, 
galley water pump, sink, 2- 
burner alcohol stove, ice box, 
two 25 gal. fuel tanks, full 
opening windshield, folding 
helmsman seat, foam cushions 
for all berths and sliding plexi- 
glass windows in sedan cabin 
Price, $5825 


THUNDERBIRD MIAMI 
18'10”x8'x48" fiberglass boat has 
sealed double-bottom chamber 


housing longitudinal stress 
units, and transom for one or 
two long shaft engines up to 80 
hp each. Standard equipment 
includes hatch, top and side 
curtains, steering assembly, 
cockpit cover, alcohol stove, 
spring seat cushions, bunk 
cushions, Port-O-Biff toilet, 
safety well and chart holder 
table and compass. Price, 
$3195. Also available is Thun- 
derbird Scout, with same di- 


mensions, $2695 


THUNDERBIRD APACHE 
20'x7'11"x52 fiberglass boat 
has sealed double-bottom 
chamber housing longitudinal 


stress units, and transom for 
one or two long shaft engines 
up to 80 hp each. Standard 
equipment is hatch, steering 
assembly, top and side cur- 
tains, cockpit cover, alcohol 
stove, 9 seat and bunk cush- 
ions, Port-O-Biff toilet, safety 
well and molded-in galley sink 
Price, $2775. Also available is 
Thunderbird Comanche, same 
dimensions, $2475. 


THUNDERBIRD 
BLACKHAWK 
18’3”x7'9 '4"x45” fiberglass boat 
has sealed double-bottom 


chamber housing longitudinal 
stress units, and transom for 
one or two long shaft engines 
up to 80 hp each. Standard 
equipment includes hatch, full 
cabin bulkhead, Port-O-Biff 
toilet, windshield, folding 
helmsman seat, complete 
steering assembly, bunk cush- 
ions and safety well. Price, 
$2295. Also available is Thun- 
derbird Cherokee, same dimen- 
sions, $1895. 


THUNDERBIRD GERONIMO 
15'x6’3"x34'2” runabout is of 
fiberglass and has sealed dou- 


ble-bottom chamber housing 
longitudinal stress units, and 
transom for one engine up to 
80 hp, or two engines up to 40 
hp each. Equipment includes 
upholstered front seat, wind- 
shield, complete steering as- 
sembly and remote control 
brackets. Price, $895. Also 
available is Thunderbird 
Brave, same dimensions, with 
transom for long shaft engines 
up to 40 hp, with short shaft 
optional. Price, $630. 


POLAR KRAFT MFG. CO. 
1237 N. WATKINS, MEMPHIS, TENN 


MODEL S-1418 
runabout with 
welded hull and 
foam flotation. Bottom 
Beam 54”, recommended 
18. Price, $239. 


13/11” 
num 


alumi- 

styro- 
36”, 
HP 


POLARKRAFTER 
19’8” aluminum cruiser seats 6, 
and features sliding glass pic- 
ture windows. Company also 
makes a large variety of sizes 
and styles of other aluminum 
boats, with either square or 
pointed bow shapes, for skiing, 
boating, fishing and hunting. 


POMPANO BOAT CO. 
POMPANO BEACH, FLA 


OFFSHORE 18 
18’ runabout with over 6 sq. ft. 
cockpit, two storage seats, and 
7 bunks. Harborite plywood 
planked. Will give 23 mph 
with single 35-40 HP motor, 
and can handle 2 motors to 100 
HP. Features sound-deaden- 
ing motor well, hardware, 
lights, plastic overhead, top, 
windshield, deluxe steering in- 
stalled, mahogany framing, 
concealed fuel storage. Price 
$995. Offshore 20, with two- 


foot longer cockpit, $1,195. 


RUGGED SIXTEENS 

16’ runabout that delivers 30- 
35 mph with one 35-40 HP 
motor. Features solid mahog- 
any framing, hull planking, 
of Harborite marine plywood, 
durable construction. Avail- 
able in choice of colors and 
seating arrangements from 
$395 to $595, depending on 
equipment 


POWERBOATS, INC. 
BOX 1014, HOLLAND, MICH 


EXPRESS CRUISER 
Length 21'3”, beam 8’, head- 
room 5'4”. Edge-O-Conic hull 
design gives speed of 23 mph 
with 40 HP engine. Single 80 
HP engine gives speeds to 30 
mph. Plastic foam is integral 
part of hull design 


POWER CAT BOAT CORP. 


15623 S. LAKEWOOD BLVD 
PARAMOUNT, CALIF 


1800 POWER CAT 

17’ x 96” x 30” fiberglass cat- 
amaran is recommended for 
use with twin 40 to 60 hp out- 
board installations. Boat seats 
8, and equipment includes 
back-to-back seats, plexiglass 
windshield, self-bailing motor 
well and built-in flotation 
chambers. Price: $1,595. Com- 
pany also manufactures Power 
Cat Boat Trailers. 


POWER CAT 1800-C DAY 
CRUISER 
17’ x 96” x 32” fiberglass day 


cruiser is recommended for use 
with twin 40 to 60 hp outboard 
installations. Equipment in- 
cludes 2 helmsman seats, bunk 
pads, flying bridge windshield, 
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To be. 


or nol 
to be ... 





( Ka good Skipper) 


Is there any doubt about the advantages 
of skilled seamanship? The salty skipper who 
knows his navigation, map reading, boat 
handling in all kinds of weather and has safety 
savvy, always has the situation well in hand. 

But being an expert takes expert training. 
You can get it, tuition-free, at classes 
conducted at this time of the year by the 
U.S. Coast Guard Auxiliary or the U.S. 

Power Squadron. Get the facts now. Contact 
the nearest unit of either of these organizations. 


For the skilled protection of your boating investment, ask your agent or broker 
for yacht hull and liability insurance through Marine Orrice oF AMERICA. 


oe FiCE 


Sm 
ai | 


o©} MARINE OFFICE or AMERICA 


ccnwes™ 123 WILLIAM STREET . NEW YORK 38, N.Y. 
Offices In Twenty-Nine Principal Cities 


Member Companies: 


e The American Insurance Company e The Continental insurance Company e¢Fidelity-Phenix Insurance Company 
eFiremen’s insurance Company of Newark, New Jersey ¢Giens Falis Insurance Company 
e The Hanover insurance Company eNiagara Fire insurance Company 
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forward deck hatch, polished 
chrome deck hardware and 
built-in flotation chambers 
Price: $2,195 

1600 POWER CAT 
16’3” x 92” x 29” fiberglass cat- 
amaran features back-to-back 


seating for 6 adults, under- 
deck stowage room, plexiglass 
windshield, self-bailing motor 
well and built-in flotation 
chambers. Price: $1,495 

1500 POWER CAT 
15’1! x 84” x 26! fiberglass 
catamaran is recommended for 


use with twin motors in 35 to 
45 hp range, or single 60 to 80 
hp installation. Equipment in- 
cludes 4 back-to-back seats or 
two bucket front seats and 
rear full-width seating, plexi- 
glass windshield, flotation 
tanks in bow, self-bailing mo- 
tor well and drain plugs. Price: 
$1,195. Accessories are avail- 
able 
1400 POWER CAT 

12'8” x 81” x 25” fiberglass cat- 
amaran 4- recom- 
mended for use with twin 18 to 
25 hp or 40 to 60 hp. 
s0oat weighs approximately 400 
Ibs., and is equipped with back- 
to-back seats, plexiglass wind- 
shield, self-bailing motor well 
ind built-in flotation cham- 
bers. Price: $895 


RED FISH BOAT CO 
BOX 610, CLARKSVILLE, TEX 


eatel 1S 


single 


14 INLAND 
14’ x 66” runabout 
portsman's use 01 
ily enjoyment. Fea 
design, bri 
one piece La 
Power ran I 
tandard 


compiete 


suited to 
whole fam- 
tures futu- 
colors, and 
bottom 
to 45 HP 
includes 
Fibergla 


ristic 


construct 


RED FISH SHARK 


runabout and ski boat has 


balsawood bot- 
tom, encased in fiberglass. It 
is equipped with windshield 
and fully-installed steering 
system Prices from $899 
Also available is 18’ Sea Shark 
model 


special solid 


RED FISH RUNABOUT 

17’ offshore lap runabout fea- 
tures solid balsawood bottom 
encased in fiberglass for flota- 
tion. It is equipped with wind- 
shield and installed steering 
system. Company also offers 
14’ Inland Lap and 16’ Bay 
Lap sea _ skiff type hulls 
Prices: from $659 


SEA SHARK CRUISETTE 
18’ outboard cruiser has deck 
accessories windshield and 
installed steering system, as 
well as berths and galley. 


18’ OCEANIC CRUISER 
17'6” x 82” cruiser comes fully 


equipped with deck accessories, 
windshields and completely 
installed steering system for 
port or starboard mounting 
Wide range of colors available 
Fiberglass construction. Price 


$2399. 
& 


RIEHL MFG. CO. 
PORT CLINTON, OHIO 


21’ CLINTON HULL 
Made of 13-gauge steel. Beam 
92”, depth forward 52”. Price, 
$1,075, and in 18’ hull for $695 
Also available in 24 


CLINTON UTILITY 
14’ all-purpose steel model uses 
2-20 HP. Price, $169.50. Also 
available in 12’ and 16 


CLINTON UTILITY 
V-BOTTOM 
14 for fishing and hunting 
Features two air tanks to pre- 
vent sinking and handles for 
carrying. Uses 2-20 HP. Steel 
construction. Price, $189.50 


CLINTON SKIMMER 
14’ for fishing, commercial, and 
other inland use. Rigid steel 
construction. Price, $179.50. 
Also available in 12’ and 16’. 


ST. CROIX CORP. 
PARK FALLS, WIS 
ST. CROIX BOATS 

A complete line of St. Croix 
Fiberglass Boats are available 
for fishing, boating and water 
sports ranging from a cartop 
to the sleek Sea Hawk Premier 


SEARS, ROEBUCK AND CO. 
925 S. HOMAN AVE 
CHICAGO 7, ILL 

ELGIN FIBERGLASS BOATS 
Line consists of 8 basic models, 
varying from 8’ pram to 16 
sports utility model. All fiber- 
have 1” of balsa 
wood permanently sealed be- 
tween bottom and and 
deluxe models are completely 


glass boats 


floor, 


equipped with hardware and 


running lights. 


ELGIN ALUMINUM BOATS 
Line includes 12’x48”x18” and 
models. 12’ is 


14’x4912"x2114” 


recommended for motors up to 
7%> hp, 14’ for motors to 12% 
hp. They feature high tem- 
pered sheet aluminum with 
airplane-type riveting and wa- 
terproof sealant. 

» 

SHELL LAKE BOAT CO. 
SHELL LAKE, WIS 


RAIDER 

15’ runabout has all-Shelglas 
hull and transom, and fea- 
tures back-to-back uphol- 
stered seats. Standard equip- 
ment includes windshield, 
steering, hardware and running 
lights. Company also offers 16’ 
Corsair, of Shelglas construc- 
tion, and featuring removable 
motor well. 


SPORTLINER 
17’ family boat and off-shore 
fisherman has_ all-Shelglas 
hull, easy-access motor well, 
balsa wood flotation, and is 
built to handle twin motors. 


SPORTSMAN 
Fishing boat is offered 
14’ and 16’ models, 
tures balsa wood flotation in 
Shelglas hull. Company also 
manufactures Rambler, a 
large model fishing boat, and 
Tuffy, which can be used with 
small outboards, or oars 


VIXEN 
Shelglas runabout is complete 
with hardware, steering, wind- 


in 12’, 
and fea- 


shield, running lights and up- 
holstered front and rear seats. 
Available accessories include 
convertible top, side curtains 
and stern covers. 


17’ ESCAPADE 
17’ cruiser is of Shelglas con- 
struction, with cabin sleeping 
2, flying bridge, helmsman’s 
seat, steering, hardware, fold- 


away table and lighting as 
standard equipment. 


SHEPHERD BOATS LTD. 
NIAGARA-ON-THE-LAKE 
ONTARIO, CAN. 


MODEL 55 

Length 16’, beam 6’4”, weight 
725 lbs. The Model 55 has an 
outboard-inboard transom ap- 
pearance designed to handle 
high powered new motors 
Bottom—double planked %4” 
mahogany; sides—batten 
seamed 7,” mahogany. Price, 
$1,935. 


* 
SKAGIT PLASTICS, INC. 
LA CONNER, WASH 


SKAGIT BOATS 
Line of all-fiberglass boats 
ranges from 8’ prams to a 31’ 
luxury cruiser. Boats are avail- 
able for both inboard and out- 
board power, with wide selec- 
tion of model sizes in the run- 
about and cruiser. classes. 
Company also manufactures 
line of fiberglass-reinforced 
plastic commercial fishing 


boats. 
* 


SKEE-CRAFT BOAT CO. 
INTERCOURSE, PA 


Line includes a total of 12 
basic models ranging from a 
14’ runabout to a 24’ four- 
sleeper express cruiser. All, ex- 
cept the 14’ boats, are avail- 
able as outboard or inboard 
models, and offered with 
smooth or lapstrake sides con- 
struction (optional extra). 
Seven-ply mahogany marine 
plywood bottoms are used on 
all except 14’ models. 


SLICKCRAFT BOAT CO. 
791 WASHINGTON AVE 
HOLLAND, MICH 


PREMIERE 
Slickcraft Premiere features 
75” beam and is 16’ long. Has 
fiberglass hull with bright red 
mahogany deck. Eight models 
are offered ranging from run- 
abouts to cruiser 
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Mp 


After “Old Glory’’, the second best selling 
Flag in America is the one flying from 
Owens Flagships, seen in all waters, e 
wherever true boatsmen cruise. best Se in 
Long the sales leaders in their hull lengths 9 
Owens Flagships for '61 are sure bets 
to remain champions. Once again the 
ragles-) am ole) 9) 01-1 amon a0] h-1-1 ame) Me dal lene . the 

a 


Flagship 25-footer is the all-around 


family boat from Owens, with big yacht > 
styling and pleasure at a practical price. . | 8 mM e rl C a 
Once again Owens offers the safest, ‘ & 


Tear-1ad-t-) ME-tanlele) aal-t-) am olel-) amie) mmdal-Measlelal-3 7 
in the 25-foot class. 


Fiberglas wheel box with easy-to-read instrument panel 
4 NAVAL ARCHITECTS 


Wrap-around windshield on both cabin and flying bridge. ‘s . 
? YACHT BUILDERS SINCE 1896 


of flush cockpit floor, walk around deck. 
| 


galley, full height lavatory 


commodate a family of five 


A 


GWENS 2 negehie 
Ligty Flagship 


VEVS 
4 





lll ial 
ee et. mes, cd 


— stag 


4 
Tama, 4 Send for full-color illustrated brochure (Dept. 4 
a 6: OWENS YACHT COMPANY « BALTIMORE 22, MARYLAND « DIVISION OF BRUNSWICK CORPORATION 
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SPAN AMERICA PLEASURE 
CRAFT 

FORT DODGE, IOWA 

V.LP. STANDARD 

"x 72 x 34 run- 
about has sealed double bot- 
tom with flat inner floor and 
built-in foam flotation, and 
choice of three seating ar- 
rangements. Equipment in- 
cludes complete steering, foam 
upholstered seats, deck hard- 
ware, windshield, motorwell 
and hull drain and lights 
Company also offers V.I.P. 
Runabout, with same specifi- 
cations and equipment. 


NOMAD 


x 29 


14'11' 


” 


136%" x 64 i’ Yrun- 
about is available with front 
a front seat 
only. Equipment includes com- 
plete foam uphol- 
tered panoramic wind- 
lield and motorwell and 

iin. Hardware is chrome- 


nd rear seats or 
teering 


seat 


SPAN SHORE 
x 92” x 43 runabout 
aled double bottom with 
and built-in 
tion, and is available 
front and side 
front only. Equip- 
les complete steer- 
ramic windshield, 
lights 


nner hoor 


drain, 


} . 
ra ire 


EMPIRE 
7%" x 76” x 38 


with 


boat is 


vailable front and side 


back to back 


eat only 


seating, 
Features 
double bottom 
floor and built- 
foam flotation, complete 
ring panoramic wind- 
lield and light 
BUCCANEER 
14'3 x 70 x 32 boat has 
ealed double bottom with flat 
floor and built-in foam 
tion, and choice of three 
arrangements. Equip- 
ludes complete steer- 
foam-upholstered seats, 
ndshield, motorwell and 
drain and light Company 
offers Pirate model, same 
ions and equipment. 


SPORTCRAFT BOAT CO., 
PERRY, FLA 


include sealed 


with flat inner 


als¢ 


INC. 


16’ SKI KING 
16’ runabout features all 
hogany construction, 


154 


ma- 
and is 


fiberglass-coated. Also avail- 
able is 14’ Ski King. Prices: 
$695 and $795. Company also 
offers complete line of out- 
board boats, ranging from 14’ 
runabouts to 20’ deluxe cruis- 
ers. 
16’ CAPRI 

16’ outboard runabout features 
all mahogany construction and 


is fiberglass-coated. It 
available in 


is also 
Sleeper and 


Sleeper Deluxe models. 
“ 
STAMAS BOATS 


300 PAMPAS AVE 
TARPON SPRINGS, FLA 


20° ORION 

Fiberglass sportscruiser has 
overlength of 193”, beam 90”, 
and takes maximum HP of 
100. Price is $2,195. Other mod- 
els range from 15’ Troy to 22 
Clear-water Sports Cruiser 
Sea Cottage house boat is also 
offered which is 36’ long and 
is priced at $8,450. 


STARCRAFT BOAT CO, 
GOSHEN, IND 
HOLIDAY 
18’6” x 85” x 44” lapstrake alu- 
minum cruiser can be used 
with motors to 100 hp. Stand- 
ard equipment includes 20” 
transom, wraparound wind- 
shield, steering wheel and rig, 
upholstered seats, self-drain- 
ing motor well and mahogany 
dash. Convertible top is op- 
tional. Also available is 16'6” 
aluminum lapstrake Viscount, 
for motors to 80 hp. 

JUPITER 
16’4” x 78” x 42” cruiser has unit- 
ized aluminum hull and 20” 
transom. It can be used with 
motors to 80 hp. Equipment 
includes plywood flooring, 2 
upholstered seats, wraparound 
windshield, steering wheel and 
rig, motor control mount and 
mahogany dash. Convertible 
top is optional. Also available 
are 14’ Speed Queen and Bo- 
nanza, with unitized alumi- 
num hull, and Sea Scamp, 
available in 12’ and 14 
lengths. 

JET 15 
15’ x 66” x 33” lapstrake alumi- 
num runabout has 2 seats, and 
will take motors to 50 hp. 
Equipment includes wrap- 
around windshield, steering 
wheel and rig, life preserver 
cushions, self-draining motor 


well, motor control mount and 
mahogany dash. Company also 
offers 14’ Ski Champ and 14’ 
and 16’ Seafarer, all with lap- 
strake aluminum hulls. 


STARFLITE 
Aluminum outboard has semi- 
round bilge, and flattened 
stern, and is available in 12’ 
and 14 lengths. Both models 
have 3 seats, and 12’ can be 
used with motors to 714 hp, 14’ 
model to 10 hp. Company also 
offers Sea Breeze, flat bottom 
utility, in 12’ and 14’ models, 
and Super Duty, in 12’ and 14 
lengths, built of extra heavy 
gauge non-corrosive alumi- 


num. 
2 


SU-MARK. INC. 
STONE STREET 
WALPOLE, MASS. 
SPORTSTER 
15’ fiberglass boat is recom- 
mended for use with motors 
up to 40 hp. It is available in 
both Fish '’n Ski and Resorter 
models. Prices: from $549.50. 
GULL 
17’ fiberglass runabout features 
large cockpit and may have 
increased seating by adding 
convertible rear seat. Recom- 
mended for use with motors 
up to 80 hp. Price: from 
$999.50, equipped 


CABIN CRUISER 
21’ cabin cruiser is of fiber- 
glass, and features include 
head, sink, stone and 6/3” 
bunks, with other equipment. 


Prices: from $2895. 


SWIFT BOATS, INC. 

MT. DORA, FLA 
RUNABOUT LINE 
Marine plywood runabouts 
range in size from 14 to 20 ft. 
Framing and trim are mahog- 
any and decks and gunwales 
covered with silica resin. The 
company offers hydro- 

plane models 


also 


SWITZER-CRAFT INC. 
P.O. BOX 193 

CRYSTAL LAKE, ILL. 

RUNABOUTS 
Mahogany plywood boats are 
offered in the Lightning 15, 
Combo 15, Nomad 16, Combo 
17, and Gypsy 17 models. The 
Gypsy 17 is an overnighter 
cabin cruiser and the 16 ft. 
Nomad offers accommodations 
for two under the front deck 
area. 


TED JONES RESEARCH 

533 HOLDEN STREET 

SEATTLE 8, WASH 

17’ CATAMARAN 
A 17 ft. cataraman with a 7 
ft. 1 in. beam is the latest 
boat available from Ted Jones 
Research. She is priced at 
$1,445 f.o.b. Seattle. The com- 


pany also has a complete line 
of hydroplane hulls and hard- 
ware, plus stock plans of 
various classes. 


TERRY'S BOATS 
HWY. 36 & CENTRAL AVE., 
W. KEANSBURG, N. J. 
TERRY’S BOATS 
16’ and 18’ fishing skiffs for 
inboard or outboard motors, 
mahogany and oak construc- 
tion, prices $595 up. Other list- 
ings in inboards, rowboats. 


TEXAS BOAT MFG. CO., INC. 
LEWISVILLE, TEXAS 
TRADEWINDS 

15’1” x 70” x 34” fiberglass run- 
about has 58” transom, and is 
designed for all-around family 
use. Features include vinyl up- 
holstery, self-bailing motor 
well, glove compartment and 
deluxe steering and rigging. 


THOMPSON BOATS OF N. Y. 
CORTLAND, N. Y 


CLUB CRUISETTE 19 

Thompson Club Cruisette 19 
features low-silhouette cabin 
design, large 114’x 4’ deck to 
cabin hatch, roomy cabin with 
6’3” berths, and optional louv- 
ered doors for privacy. Sug- 
gested price is $2,000. Other 
models offered are the Sea 
Lane 21, Offshore 19, Sea 
Lancer 17, and the Sea Coast- 


er 16. 
<7 
TOMAHAWK 
BOAT MFG. CORP. 


EAST SOMO AVENUE 
TOMAHAWK, WIS. 


THE ARROW 

14’6” fiberglass boat is suitable 
for water skiing, cruising or 
fishing. It has 20 cu. ft. of flo- 
tation, and is recommended 
for use with motors to 45 hp. 
Price: $699, complete. Op- 
tional seating is available. 


TRAILORBOAT ENG. CO. 
923 FRANCISCO BLVD. 
SAN RAFAEL, CALIF. 
15’ SUPER 

Length 15’4”, beam 74”. Will 
take up to 70 HP. Features 
fiberglass walk-through with 
detachable vinyl cushions and 
speedometer panel. Motor well 
is designed for single or twin 
engines. Removable hardtop 
is optional 
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ESPECIALLY DESIGNED FOR BOATING-BY CHAMPION! 


This special marine Champion has waterproof pack .. . rust- 
resistant plating...attached gasket... Powerfire marine electrodes. 
It’s performance-proved—and sells at regular plug prices! 


Marine Champions combine all of the special features needed to make 
outboards and inboards really wind up and go! 

Race winners prove it: At the latest National Stock Outboard meet, 
marine Champions fired home all 10 winners! They scored another clean 
sweep at the 1960 American Power. Boat Association Championships! 

Don’t settle for less than full-powered water fun! Get marine Champions 
and really get going! They’re perfect spares, too, because they’re waterproof- 
packed. And ... marine Champions are sold at regular plug prices! 
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DEPENDABLE 


HAM PION 
Ege ” 
MARINE SPARK PLUGS 


CHAMPION SPARK PLUG COMPANY e¢ TOLEDO 1, OHIO 
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16° RUNABOUT TEMPEST 
Figergla runabout has 82” Fiberglass boat is offered in 
beam 37 depth Length Open Utility and Sport Run- 
through center 15’ 10”; length nit about models, and is equipped 
through gunwale 16’'11”. HP 


inlimited 





18’ RUNABOUT 
th 18’2”, beam 88”. Han- 
up to two 70 HP engines 
upholstered walk-through aluminum hull sports utility 
eat Ride-Guide steer- has 63” fiberglass foredeck mildew-proof upholstery on 
Smooth-flo hull with Features include step-through light-weight seat frames. Op- 
tional equipment includes 
glove compartment and con- 
vertible vinyl top 


vented double bottom for ex- seat and a level floor in stern with steering. windshield and 
re h. The complete section, with a covered com- pack and front seats. Hull has 
line includes 1¢ partment for fuel tanks and two fiberglass bottoms with 

in 6 sizes in fiberglass battery serving as stern seat. joney-comb structure between STAR LITE 
» models in 15 sizes in Company also offers 14’ Vaga- Company also offers a 15’ Mav- 15’ fiberglass runabout has 
minum, with prices ranging bond, a sports utility erick sport runabout. Prices depth of 37” and is equipped 
PICU LO $4,000 OPEN UTILITIES Tempest open utility, $595; with front and rear seating, 
18’ CRUISER ine includes three models Tempest sport runabout, $795, enclosed motor well with posi- 
199” beam 88 a 15’ Dolphin, and the 14 a and Maverick sport runabout, tive drain, complete steering, 
Al Bog og fle nes pon and Explorer, all with alu $995 _ y windshield and aluminum seat 
vindshields Minum hulls - - ETLe gone ER ' nal oe et ra 
1 le . . _ . 7 x 49” x 20” boat is avail- , SS giove compartment, 

, : . 7 — ; = Sail Boat models, all with two back-to-back seating. 
100 fiberglass bottoms with 
& 


johnboat” boats ranging from 
9 tt “isherman to 16 ig 
9’ Little Fisherman to 16’ B honey-comb structure in be- 


37 hal ] } it Y) « 
oor in, all aluminum tween. Runabout has steer- WINNER BOATS, INC. 
TRAVELER MFG. CO — ing and windshield, sail model BOX 231, DICKSON, TEX 


ROCK, ARK e is complete with sails. Prices: 


500! E. FIRESTONE BLVD Sail Boat, $325. Company also 
SOUTH GATE, CALIF manufactures a 12’ model 
Open Utility and Deluxe Run- 
about, priced at $325 and $365. 


WHITE CANOE CO. srs 
OLD TOWN, ME SPRITE 
: — wae — gt " bes 34” ig 
WHITE RUNABOUTS Le ngth 14’1 ' be am 64”, weight 
iad + : 350 Ibs Fast runabout is 
White Lapstrake tunabouts , al : 
. ; : : equipped with windshield, con- 
lapped edges of the a 
' - ne tour upholstered front seats 
bedded in a water- 
in glue. All fastening and walk-through back rests, 
rile se stings sie factory installed steering, ski 
bronze or brass hardware nd bow ey el 
- « ware ali i ; 4 ge 
; Models range from 15’ run- : ; ; oe S ye, & 
oms with honey- rs : re coated motor well and non- 
about to 21 express cruiser ; , 
! ay- skid vinyl rug covering in 
rs. Deluxe equipment includes ee cockpit 
rward bunks, upholstered MARLIN 17’ 
cockpit, stern seat and back WHITE HAWK CRUISERS Length 17'3”, beam 78”, weight 


rest, folding to make twin 4109 THRIFT ROAD, BOX 8423 650 lbs. Equipped with tem- 
CHARLOTTE, N.C 


17’ CRUISETTE 
allon \ ) OX ength overall 165”, Gunwale 
flying brid windshield ngth 183 width midship 
Standard equipment includes 84”, depth midship 42”, depth 
forward bunks, head, steering aft 26”, minimum HP 100 


FROLIC WESTERNER BOAT CO. Utility, $225: Runabout and 

x 32” fiberglass sports 
fully upholstered 
vith lapstreak 


VOYAGER CABIN CRUISER 
18’8” x 7'3” x 3’11’ cabin cruiser 
offered in standard and 
models, and has two fi- 

bott ] 


structure between 


CK a 
dimensions 
ection 30th 
oms with bal- 
Also available 
8’ day cruise 

+} ) 

a ‘@P~ hatch and built-in well o1 


vit} l 
¢ side motor mountin rices 2 


WHITEHOUSE 
REINFORCED PLASTIC CO. 
RT. 3, BOX 219 
catamaran FORT WORTH, TEXAS 
bottoms 


beds 


pered glass, wrap-around wind- 
shield, contoured upholstered 
front seat with walk-through 
back rests, pair of swing-1n 
seats, large forehatch with ad- 
justable arm, lights wired to 
dash, and ski hardware. 


BARONET 

18’ runabout is built for maxi- 
mum horsepower in either 
COMET single or dual engine installa- 
Fiberglass runabout is tion, and features fiberglass 
equipped with windshield, construction Standard equip- 
steering and upholstered front ment includes hardware, 
seat. Upholstered rear seat is steering upholstery, wind- 
optional. Positive type steer- shield and running lights. 
ing, deeper deck design and _ Boat is also available in cruis- 
mildew-proof upholstery fab- er model, with complete galley 

ric are features sink, icebox and water tank. 


1 honey-comb structure be- 
Equipment in- 

indshield, steering and 

red back-to-back seat 


$1,295 


MAVERICK 
79” x 40” boat is avail- 
in sport runabout, hard 
and overniter models. Fea- 
lude two fiberglass 
with honey-comb 
between layers. Run- 
is steering and swept 
windshield, hard top has 
and back-to-back 
also manufactures Olvm- ront seats, and Overniter has 
inabout, and wo bunks forward, enclosed 
Rocket, Dart abin, steering and built-in JAMAICAN DELUXE BOLERO 
all of fiber- well for dual motor installa- Fiberglass runabout is 15’ fiberglass runabout fea- 
tion. Prices: sport runabout, equipped with bow and stern tures double bottom flotation 
RAMBLER $1,195; hard top, $1,495, and lights and wiring, deck cleat and self bailing motor well, 
14110" x 67" x 32” die-formed  overniter, $1,495. and chocks, windshield and with equipment including 


156 POPULAR BOATING 





REVOLUTIONARY NEW PAINT 
DEFIES DAMAGING ABRASION ! 


" ae 
ae 
¥ 


rer . 2 


tf 


PEELING, CRACKING, 
DESTRUCTIVE SCUFFING SLOUGHING OFF 


WOOLSEY “MFP” CATALYZED EPOXY COATING 


The Proved PRACTICAL Way to Protect and Beautify Metal, Fiberglass and Plywood Boats 


Most owners are troubled by one or more of the prob- super-tough, thick film of protection with greater re- 
lems pictured, simply because their hull paint can’t sistance to water, weather, sun, fumes and boating 
stand up under the rigors of present day boating... abuse than you ever thought possible! 
doesn’t bond tightly to the surface. 
But now Woolsey provides the solution with a per- 
fected, dependable epoxy coating! ““MFP” is especially ideal for fiberglass and aluminum 
Ordinary marine finishes need special primers, de- hulls where surface and color maintenance have long 
pend on surface “‘tooth’” and porosity for adhesion. been unsolved problems. It’s perfect too on steel and 
But Woolsey “MFP” Epoxy Coating “‘fuses’’ directly plywood including the new overlay types. Comes 
to the undersurface, cures hard and fast on the job. in white and fade resistant colors which hold their 
Result: a finish with an impenetrable bond... a brightness. 


Extraordinary Adhesion to Fiberglass and Aluminum. 


Ask your Woolsey dealer for free literature on 
“MFP” Epoxy Coating, or write direct. 


C. A. Woolsey Paint & Color Co. Inc. ‘ 
205 East 42nd St., New York 17, N. Y. ES av 


Makers of ‘““Cawlux Nauticolors’’, ‘‘Vinelast’”’ Racing Finish and other quality marine finishes. 
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GALAXY 32 


From the moment Galaxy 32 
was conceived, she was 
destined to advance yachting 
tradition to an extraordinary 
degree. She offers a 
remarkable combination of 
incomparable comfort, 
unmatched cruising and 
unrivaled speed. Fiberglass 
construction trims main- 
tenance dramatically, and 
Galaxy 32’s craftsmanship is 
unmistakably the finest. 
Galaxy 32. . . setting the 
standard of a new era 
in yachting adventure. 
These popular models are 
also available: 

The Tech 12’ Dinghy 

The Swan 12’ Trainer 

The Falcon 16’ Day Sailer 
And of course the 
distinguished Block Island 40’ 

. . winner of 6 of the 
first 11 places in the 
1960 Bermuda Race. 
Inquiries are invited and full 
information is available. 


AMERICAN 
BOATBUILDING 
CORPORATION 


Warwick, 


Ruope Istanp 











A compact 


Sleeps three in cabin. 


two 40 h.p. motors. 


Price completely equipped (without motors) 


U.S.A. $3420.00 F.O.B. Factory 


Canada + 11% Sales Tax 


HENRY BOATS 


ONTARIO, CANADA 


PORT DALHOUSIE 


cabin 
Head & galley. 
Double planked hull with mahogany 
super-structure. Speed 26 m.p.h. with 


outboard 


cruiser. 
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hardware, steering, upholstery, 
windshield and running lights. 
Company also manufactures 
Marlin 17, available as a run- 
about, cruiser or hardtop mod- 
el, for use with maximum en- 
gine horsepower, single or 
dual 


VISCOUNT AND CONTESSA 
20’ x 7'10” boat is of fiberglass 
construction and available in 


two models, Viscount Blue- 
water Fisherman and Con- 
tessa Off-Shore Cruiser. Con- 
tessa sleeps 4, has convertible 
dinette, marine head and gal- 
ley area, with icebox optional 
Viscount features large cock- 
pit and high helmsman seat, 
and cabin with two uphol- 
stered bunks and a marine 
head. Both models feature 
double bottom flotation, self- 
bailing motor wells, hardware, 
steering, upholstery, wind- 
shield and running lights. 


WOLVERINE AVIATION CO. 
TRI-STAR DIVISION 
BOX 3841, DETROIT 5, MICH 


PLAYMATE 

9'5"x4’'8”" fiberglass boat is avail- 
able in three models. They in- 
clude “Playmate-Sailor,” which 
can be used with outboard mo- 
tor, oars, or as sailbcat with 
centerboard and 15’ mast with 
60 sq. ft. of sail area; “Play- 
mate-Standard” for use with 
either outboard or oars, is rec- 
ommended as dinghy on larger 
boats, and the same model is 
offered with dull, dead grass- 
colored deck and hull for 
sportsmen. Features include 
“Safti-Deck” and coaming 


NEW 
ANNOUNCEMENTS 


BELAIR MANUFACTURING CO. 
DEFENSE HWY. AND CHURCH RD 
MITCHELLVILLE, MD 


= — 


BELAIR 180 

The above company has two 
models of the 180 available, a 
convertible and a_ hardtop. 
The boat is 18 ft. 1 in. overall 
and has a beam of 7 ft. 4'4 in. 
Marine plywood is utilized in 
construction. The convertible 
retails for $1,595 and the hard- 
top $1,670 FOB factory. 


CHALLENGER MARINE 
13301 BISCAYNE BLVD 
NORTH MIAMI, FLA. 


CHALLENGER 1600 
16’ outboard is pressure mold- 
ed of fiberglass and is smooth 
both inside and out. This is 
just one of the boats offered 
this year by the company. Also 
offered is a Moth sailboat. 


CUSTOM-CRAFT 
BUFFALO 7, N. Y 


TIGER RAY SPORTSMAN 
Custom Craft 16 offers walk 
through sprung front seats 
and optional sliding glass side 
windows. Price is $1,145. Com- 
pany offers a complete line of 
fiberglass boats including cata- 
marans 


SUN RAY HARDTOP 
Custom Craft’s Sun Ray 17 
Hardtop offers sliding glass 
side windows, front walk- 
through seats, spring seats 
and ali weather fiberglass 
hardtop. Matchless styling 
in full upholstered seating and 
custom carpeting. Price is 
$1,595 


FISHER-PIERCE CO. 
1149 HINGHAM ST 
ROCKLAND, MASS 


BOSTON WHALER 
Centerline length 13’3'2",maxi- 
mum beam 5’'3%"”, weight 275 
Ibs. Outboard skiff has sand- 
wich hull of molded fiberglass 
and foam plastic. Excellent 
flotation. Motors to 40 HP may 
be used. Numerous accessories 
are available 

a 
FLYING FINN, INC. 


527 LEXINGTON AVE. 
NEW YORK I7,N. Y. 


1961 LINE 
Flying Finn this year intro- 
duces a fiberglass reinforced 
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plastic model. The Baybelle 
16 has been designed by 
Charles Wittholz and is com- 
pletely free of wood being re- 
inforced at critical points with 
fiberglass structural members 
The boat, priced at $1,395, has 
a beam of 69 in. and weighs 
550 lbs. The company will also 
have available its line of solid 
planked, copper riveted, lap- 
strake-to-keel skiffs. The Sea- 
fin 21 sells for $1,785 and 
weighs 1,000 lbs. Other models 
are the Seafin 19 at $1,435 and 
the Bayfin 17 at $1,155 


x 
GENERAL MARINE CO. 


SIXTH & OAK STS 
ST. JOSEPH, MO 


SULTANA 
M-617 Sultana features fiber- 
construction and is 17’ 
in length, has a beam of 72”, 
and weighs 480 lbs. Seats 6 
persons. Price is $1,170. Com- 
pany offers a complete line of 
fiberglass and plywood boats 
ranging from 14’ to 20’ models 


GLASSMASTER PLASTICS CO. 
916 PALMETTO STATE LIFE BLDG 
COLUMBIA, S.C 


glass 


NEW MODELS 
Fifteen new models will be of- 
fered this year by Glass- 
master ranging in size from 
the 15 ft. Skier to the 20 ft 
Seafarer. The Skier is one of 
four models offered in the 
6115 series. All models in the 
series are O.B.C. rated 60 HP 
and include transoms. Prices 
range from $699 to $849 


LAKEMASTER BOATS, INC. 
8630 N. MIDDLEBELT RD 
GARDEN CITY, MICH 

18° NEWPORT 
Hull is of 7 ply molded ma- 
hogany with neoprene be- 
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tween each ply. Decks are 
solid planking. Weight is 465 
lbs. Offered in inboard or out- 
board model. Outboard model 
shown features stylish design. 


MOLDED FIBER GLASS 
BOAT CO 
UNION CITY, PA 


1961 LINE 

A 20 ft. outboard cruiser will 
lead the MFG line this year. 
The boat features fiberglass 
construction and lapstrake hull 
design, and the cabin contains 
a head, galley and two bunks 
Two boats will be offered in 
the 19 ft. class, the Seaway 
Hard Top Deluxe and the 
Seaway Runabout. Other mod- 
els include two 17 footers, the 
Northeast Hard Top Deluxe 
and Edinboro Deluxe, the 15 ft 
Oxford and a 13 ft. Corry 
Carefree. A 13 ft. utility boat 
for fishermen will also be 
available 


MONARK BOAT CO. 
MONTICELLO, ARK 


MODEL UTI4 

14’ x 56” aluminum utility mod- 
el is rated for use with motors 
to 25 HP, and weighs 225 lbs 
Price: $325. It is also avail- 
able in 12’6” x56” model, for 
use with motors to 16 HP. 
Price: $285. 


FIBERGLASS BOATS 
14’3” x 68” fiberglass runabout 
is available in two models, 
both weighing 335 lbs. and rated 
for use with motors to 35 HP 
Both models have Styrofoam 
flotation Prices: $585 and 
$595. 


continued on page 304 


MARINE FASTENERS 


sure to hold 


all brass —won't rust 


DOT fasteners are standard equipment with leading boat 
builders—for securing covers on central panels, cockpits, 
hatches, outboard motors or dinghies. Easily attached (you 
can do the job yourself), engineered for precision per- 
formance, they work fast, hold fast, require no mainte- 
nance or replacement. There’s a fastener for every require- 
ment in the DOT Mariners’ Line—brass throughout, with 
nickel, chrome, brass or black finish. 


Ask your marine hardware supplier for DOT Fasteners 


Lift-the-Dot Snap Fastener, locks Dot Durable,th 
on three sides, can readily be un- type snap fast 
fastened by lifting the Dot comt 


ines tenacity with 


Fasteners illustrated can be supplied with rivet, machine screw or wood screw type studs. 
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INBOARD BOATS 


NBOARD ENGINE-POWERED boats offer the power- 
boat enthusiast a wide range of sizes, types and styles, 
from open skiffs to the ultimate in large luxury cruisers 

containing practically all the household conveniences avail- 
able. Here are some things to consider in making a choice: 


How Often Will the Boat Be Used? 


Many a boatman has bought a new cruiser, and then 
vished she were larger shortly thereafter. It is best to decide 
the type of boating you plan to do most, and make your 
selection on that basis If you plan to do a great deal of 
overnight cruising with several 
ouples aboard, you will want 
idequate stateroom facilities for 

ryone. If your boating is more 
likely to be afternoon swimming 
parties or offshore fishing. a large 

cockpit and minimum cabin take? 
be enough. A long season 
cool northern spring and 


can make a well-en her? 


roomy) ibin very desu 


If your boating is limited reputation? 


v hot summer weekends, () Can the dealer refer you to other satisfied 


vith folding top owners? 


sufficient 
How Many Aboard? 


reful estimate of possible 
load mportant in 
st boat to buy 
sized inboard 
owner IS tess 

his craft, per 
mall-boat skip 
sar\ that his 

p crew size in 

1 will wish to 

ral friends, o1 
maller day sailer 
with you in a 

nd you'd like 
ird overnight 
lothing lockers 
iust also be ade 
ted needs. No 
enough for 
lvance plan ing? 

se time will 


much more enjoyable 


Where Will It Be Used? be required? 
One of the biggest advantages 
the inboard boat is its facili 

or long or extended cruising: small lakes, rivers 


Days Can provide a field for equal enjoyment Here 


he high-speed 


ibout, if given room for safe operation, 

tow iter skiers, race rapidly to nearby harbors, or 
hrott n afternoon of quiet fishing. Speed offers 
n increase the boating family’s area of 


be home before sundown or ahead of a 


= } r 
Che inboard boat is trailered and hauled from the water 


ently than outboard boats, due to its greater 


more suited to a location where it may be 


dock or on an anchorage when not in use. 
should be kept in water free of sandbars, 


CHECK LIST FOR THE INBOARD BUYER 


() Is this boat suitable for your local waters? 
Suitable for longer trips you may want to 


(] Is she similar to craft you have already han- 
died so that you (and your family) will feel 
comfortable about your ability to skipper 


[) Dees the builder have a well established 


_| Have hulls of this type proved stable and 
seakindly in your local waters? 
Have the materials (wood, metal, or plastic) 
stood up well in your area? 
Is it easy to repair? 
Do the boats have good resale value? 
| For the number of years you expect to keep 
the boat, does the design have styling 
which will continue to be pleasing, or will 
it be outmoded rapidly? 


ENGINES 


_| Will your choice of power give you the speed 
and cruising range you will require? 

Can your purchase be budgeted to allow for 
twin engine installation for added safety 
and maneuverability? 

(| Do your motor manufacturers have an estab- 
lished reputation and good repair and serv- 
icing facilities in your area? 

ACCOMMODATIONS 


_] Are both cockpit and cabin accommodations 
adequate for family entertaining and cruis- 


(_] Can cabin be kept warm in cold weather, well 
ventilated and screened when it’s hot? 

[] Is your choice “fully found,” or will a great 
many items of equipment and accessories 


rocks or other underwater snags that could damage pro- 
peller and rudder assemblies. A ramp, lift, or marine rail- 
way so the boat can be pulled from the water for propeller 
and engine servicing as well as for winter storage is helpful. 
If you want a larger craft that can operate safely in 
unprotected water, choose a sturdy boat that can take a 
blow if you are caught offshore. Compare the hull designs 
on the following pages with those proven in operation in 
your area. Experienced boatmen can advise you of the 
types of craft with performance most likely to fill your 
particular needs. A large inboard cruiser is a considerable 
investment; a second-hand model 
under consideration should al- 
ways be first examined by a 
qualified marine surveyor. 


How Much Power? 


Sturdy construction of the in- 
board allows you a wide range 
of power options, and most man- 
ufacturers list a number of en- 
gine choices for their craft. If 
flashing runabout speed is your 
goal, the high-horsepower ma- 
rine engines can drive stock 
models up to 60-plus miles per 
hour, and over 100 in the racing 
classes. The huge Unlimited 
Class hydroplanes carry Rolls 
Royce or Allison aircraft engines 
and reach straightaway speeds of 
more than 190 miles per hour 

Speed for the cruiser owner, 
however, does not mean winning 
races, but a way of enlarging the 
area of operation for a family, 
the harbors that can be reached 
before dark or over the weekend. 
Here the purchaser will look for 
established, reliable names in the 
marine field; manufacturers 
whose models can be counted on 
to run hour after hour of de- 
pendable cruising. The inboard 
buyer can choose between the 
light versatility of gasoline pow- 
er and the heavier, but economi- 
cal and less hazardous diesels 

In mooring or maneuvering 
about a fuel dock, a dual engine 
installation is advantageous. Not 
only is the effect of propeller 
torque negated by counter-rotat- 
ing screws, but one engine can 
be run ahead while the other ts 
reversed for sharp turns in tight quarters. Offshore it Is 
good to know that should one engine have problems, or one 
propeller and shaft be bent by an underwater obstruction, 
the other powerplant alone can bring you safely home. If 
size of boat and budget allow, by all means select twin 
engines. 

In considering a choice of craft, don’t fail to remember 
that a boat is a long-term investment, and that many years 
of pleasure for the whole family are possible. Most larger 
banks are well acquainted with the value of boats, and can 
offer a regular finance program if you cannot budget the 
complete price of a large cabin cruiser in one payment. The 
following pages indicate the large variety of craft available. 
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‘For Safety and Fi 








DEPTH METER Iil 


Mert nabs Completely portable flashing depth 
arine radiotelephones indicator to spot fish and aid 
transistorized for extra navigation. Complete with transducer. MARK Vil RADIO-PHONE 
dependability and compactness, Low-priced Citizens’ Band 2-way 
available in 35-watt and eta il ' radio for 6- or 12-volt battery 
65-watt models. ee alee ” operation or house current, 








CRUISEPHONE 


COMPACT RADAR N3A 
PORTAGUIDE Excellent clarity and sharpness to 
see through fog and darkness. 


Big ship performance in a portable, For ranges up to 18 miles 


transistorized direction-finder, 
3-band receiver. Also an 
economy model. 


RCA’s GREAT LINE OF MARINE GEAR 


Suits E very Skipper’s Fancy... Every Family's Purse 


Wherever you’ re cruising this season, your Built-in dependability plus ease-of-use are 

enjoyment will be made keener and safer featured. And whether your present needs 

with reliable RCA Radiomarine equipment indicate the low-priced Depth Meter III, 
. the finest line ever offered! It includes or the sensitive Compact Radar, you’ll 

mile-shrinking radiotelephones, budget- get RCA day-in day-out consistency of 

priced Citizens’ Band 2-way radios, port- performance—truly representative of the 

able depth indicators and direction finders, world leader in electronics. 

and an exciting new radar specially de- 

signed for pleasure craft owners. Use handy coupon for complete information. 


RADIO CORPORATION OF AMERICA 
Radiomarine Equipment 

See RCA’s complete morine Dept. R-345 24 Murdock St., Canonsburg, Pa. 
electronic line at the 


Boat Shows. 


Please send me all available information on the RCA 1961 marine 
electronic aids checked below. 

Cruisephone {| Portaguide 

Depth Meter Ill {_] Compact Radar N3A 
[_} Mark Vil Radio-Phone 
The Most Trusted Name 


in Electronics 








® RADIO CORPORATION OF AMERICA 





——<—< 
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INBOARD BOATS 


ALBRIGHT BOAT & 
MARINE CO 
P.O. BOX 3745 

CHARLOTTE, N.C 


FIBERGLASS CRUISER 
26 Cruiser All fiberglass, 
modified V-hull. Length Cen- 
ter line, 25'6”, transom beam 

it water) 7’, transom beam 
at Gunwale) 8’, Beam Amid- 
ship 9’2 Inboard Power 188 
hp Gray. Equipment includes 

alley, complete with sink, ice- 
box and stove. dinette, toilet 
navigation lights, mooring bit 
chocks, cleat rn rail, mar- 
extinguisher 

V-8 188 hp Fireball 

th Hydraulic Reverse 

‘ars, aS well as other stand- 
ird equipment Priced at 


$§. 495.00 
rs 
ALDEN & CO 


BOSTON, MASS 
OCEAN COMMANDER 67 
Length overall 66’9 beam 
16'4”, draft 43”. Hull is one- 
reinforced fiberglass with 
impregnated. Hull is 
moulded by Imatic Ltd. of 
Portsmouth gland exclu- 
ively for John Alden & Co 
Hull is entirely flexible as to 
personal arrangements and 

house structure 


PATHFINDER 47 
Length overall 47'1 
14’, draft 3’1 
fective 
forced 
yacht 
form 
fisnerman to 95 


cutter 


teerin fire 


mac 
and Gray 


gine W 


JOHN G 
131 STATE ST 


D 
piece 


color! 


beam 
Features ef- 
combination of rein- 
fiberglass hull and 
quality finish Hull 
range from 42’ sport 
Coast Guard 


BRISTOL BOATS DIV 


ALLEN QUIMBY VENEER CO. 
BINGHAM. ME 


MARLIN CRUISER 

ird equipment on the 42 
Cruiser Fisherman 
Chrysler Imperial 
with 2.04 to 1 


20” x 20 


reduction 
Federal Propel 
Stewal W Instru- 
Anchor 


and 


DOLPHIN 
CRUISER-FISHERMAN 
cruiser-fisherman sleeps 2 
} accordin te 
lable witl thrysler or 
110 HP 
berths 

with 
icebox 
cock- 


model 


er 


HP, b has 


pit. Prices, from 
cruiser-fisherman, 
600 
BARRACUDA CRUISER 
25’ cruiser has 2 berths, sepa- 
rate head and galley, foam 


. 
“me . 


rubber 
stainless 


$14,300. 36’ 


from $20,- 


mattresses, icebox 

steel sink and full 
length bottom and side panels 
When powered with engines 
of 100 HP can attain speeds to 
25 mph. Boat is offered with 
variety of Gray, Chrysler and 
Interceptor engines, and is 
also available in Barracuda 
Fisherman model. Accessories 
are available 


BONITO 
21'2” x 7/9” boat is available in 
both inboard and outboard 
versions Standard inboard 
power is Gray 100 HP. With 
twin 36 HP outboards boat 
can attain speeds to 30 mph 
Boat sleeps 2 
BRISTOL SAILFISH 

36’x12’x4’8” cruiser is available 
as sedan with four berths, or 
fisherman with two berths and 
large open rear cockpit. It can 
attain speeds in excess of 30 
mph when used with twin en- 
gines with 12-volt ignition, hy- 
draulic controls and 114” bronze 
or monel shafts 


AMERICAN FINN BOAT CORP. 
495 S. GROVE ST 
FREEPORT, L.1., N.Y 
20 AQUA FINN 
20'2” x 74” x 4’ boat is powered 
by Volvo Aquamatic, and fea- 
tures African mahogany 
planking and oak stem and 
keel. Equipment includes open- 
ing windshields, forward hatch, 
back and front seats with stor- 
age, facilities for head, full 
hardware, running lights and 
steering unit Company 
offers 22’ Ocean Finn model, 
powered by Volvo Aquamatic 

27 TUNA FINN 
x 811” boat is equipped 
two bunks, head, hard 
fish wells and self-bailing 
Planking is of solid 
frican mahogany planking, 
« thick. Power is optional 


ANCARROW MARINE, INC. 
RICHMOND, VA 
ANCARROW BOATS 
Line of inboard boats includes 
20’ Patrician and 
attaining speeds to 53 mph 
25 Aquilifer and Aquilifer 
MKI, with guaranteed speed 
of 60 mph, and a new 17’ Cen- 
turion, with V-Drive, skiing 

runabout seating 6 

ONSUL 
20’ boat will accommodate en- 
ines up to 470 HP, giving 


also 


26'2 
with 
top 

cor kpit 


seating 6 


speeds in the 70’s. Standard 
models have engines ranging 
from 225 HP to 325 HP, with 
corresponding speeds 53 to 63 
mph. Features include uphol- 
stered cockpit and safety glass 
windshield. Other runabouts 
offered include a 20’ Gladiator, 
which will seat up to 9 persons. 


THE ANCHORAGE, INC. 
57 MILLER ST., WARREN, R. I. 


DYERCRAFT “29” 
28'6x9'x2'6” Available with 
gas or diesel power, from 85 to 
250 HP. Top speed 17-25 knots 
Cruising speed 15-20 knots 
Single or twin screws. Fuel 
capacity 100 gals. Cruising 
range 150-200 miles. Sleeping 
accommodations 2-4. Has cook- 
ing facilities and one head 
Built of fiberglass reinforced 
polyester resin, color pigmen- 
ted resin used in hull for min- 
imum maintenance. Features 
wine glass section garboards 
and “built down” keel for in- 
creased seaworthiness and 
better handling in rough 
waters. Price $10,950 and up, 
includes foam rubber berths, 
standard government equip- 
ment, special ventilating 
screened windows. Available 
accessories are navy top, semi- 
enclosed and flying bridge 
models 

16° DYERESIN UTILITY 
15’9x5'10”x14”. Runabout. En- 
gine 30 to 70 HP. Top speed 
is 30-32 MPH. Engine, Uni- 
versal Atomic 4 Unimite Gray 
4-45 and 620. Carrying capac- 
ity 5 to 6. Features extreme 
flare at bow with narrow en- 
trance, semi-tunnel or flat 
stern with protecting skeg, 
lightweight for trailer trans- 
portation and yacht tender 
service. Price, $2,395 and up, 
including 20 gal. gas tank 
Monel or Tobin bronze shaft 
Goodrich bearing. Equipoise 
propeller, Anti-Foul bottom 
Available accessories, canvas 
hood and extension, cockpit 
cover $118; Socony fender $55 
steerer $40; bow towing 


eye $10 
. 


ASSOCIATED 
NAVAL ARCHITECTS, 
MARINA, INC. 
WEST NORFOLK, VA 
26’ SEA SKIFF 
skiff features wood 


siae 


INC. 


Sea lap- 


strake, full skeg, true round 
bilge construction, and is avail- 
able with power choice from 
109 hp to 240 hp. Equipment 
includes two berths, pilot seat 
and fish well. Other models 
are available in 19’, 20’, 24’, and 
28’ lengths. 


THE BALCO YACHT CO. 
P. O. BOX 4065, DUNDALK 22, MD. 


SEA DUKE 

27’ solid fiberglass cruiser. 8'5” 
beam, 2’3” draft. Has flying 
bridge, self-bailing cockpit, ice 
box, dinette, berths, storage, 
etc. Prices start at $7,585. 
Available as outboard, $6,150; 
available as utility and sport 
models, outboard and inboard, 
from $4,600. Other boats avail- 
able: 19’ “Morphean,” solid 
fiberglass flying bridge cruiser 
with mahogany beams and 
decking, 46” headroom, 20 gal. 
fuel tank, bronze shaft, rudder, 
and strut, 6’5” beam, lights, 
toilet, forward hatch, lines, 
rails, insulated engine box, 
bell, horn, life preservers, fire 
extinguisher, ventilated bilges, 
sliding safety glass windows, 
controls, instruments, storage, 
etc., weight 1,600 Ibs., price 
$4,030 up; available as out- 
board, weight 800 lbs., less 
some of the above features, 
price $2,550. 23’ “Chesapeake 
Weekender,” solid fiberglass 
fiying bridge cruiser with con- 
struction and features similar 
to the Morphean, price $5,980 
up; available as outboard, price 
$4,400. Other models, all fiber- 
glass, from 16’ to 27’, starting 
at $795. 


34’ SEA BARON 
we’ x iFt" 2 was flying 
bridge cruiser has solid fiber- 


glass hull, and can sleep 6 to 
8 persons. It is available in 
four standard arrangements 
giving cockpit sizes of 10’-6” x 
up to 14’-11”, and has head- 
room of 6’4”. Variety of power 
options is offered. Standard 
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FIRE FIGHTING’S BIG FIVE! 


for your boat? 


What is best 
athe 


Boa % x ‘5: 
1 New Kidde 2'4 pound dry chemical. Ideal re- 
* 


placement for outlawed carbon tet units. As 

compact as a one-quart carbon tet, yet this 
new Kidde powerhouse packs eight times the fire-killing 
nunch! Easy-to-read gauge, simple two-step operation! 
Fully approved by the U. S. Coast Guard. 


Kidde 20 pound pressurized dry chemical. Ideal 

g_ for large hazards, or for stand-by when fueling. 

Rugged discharge horn, recessed pressure gauge, 

completely enclosed mechanism for extra safety, longer 

life. Extra-large handle opening for fast action against 

fire. Simple trigger operation. Fully approved by the 
Coast Guard. 


e. Bi Se 


New Kidde 5 pound dry chemical. Same super- 

ys power as the Kidde 2%, but with twice the 

amount of dry chemical—twice the wallop! Easy 

grip handle, for fast action, compact size for easy stow- 

ing. Just aim at fire, and press lever. Whoosh! Fire’s out 
in seconds. Approved by the U. S. Coast Guard. 


Kidde 5 pound carbon dioxide portable. Fea- 

4 tures the same fast, simple operation as all 

Kidde extinguishers. Dependable wherever and 

whenever fire strikes. Clean, safe carbon dioxide leaves 

no mess to clean up after a fire, snuffs out stubborn blazes 

in seconds. Like all the marine extinguishers in the Kidde 
line, it is fully approved by the U. S. Coast Guard. 


5 Let a built-in, automatic carbon dioxide fire extinguishing system keep your family 
« 


and your boat safe from fire 


Kidde 
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24 hours a day 
for booklet, ““Your Uninvited Guest.” 


-—underway or at dock. Write today 


Industrial and Marine Division 


Walter Kidde & Company, Inc.,227 Main St., Belleville 9, N. J. 


Walter Kidde & Company of Canada Ltd., Montreal—Toronto— Vancouver 





} 


equipment incl airfoam 
cushion unning lights 
tainless water tank, stainless 
ink, lavatory, ice chest, in- 
iments, Aying bridge con- 
ventil bilges, toilet 
marine | teries. Cabin 
mahogany 

finished 
desired. Prices 
$18,300, com- 

ng on power op- 
fiberglass hull 
finished sur- 
ind exterio! 


are avail- 


ides 


ven for 


RICHARD BERTRAM & CO. 
3660 N.W. 21ST ST 
MIAMI, FLA 


V-30 CRUISERS 
hull has V_ sections 
iit ive deep sta- 
hull, 
} teps along 
underbody lift it to provide 
peed of a plani hull. No 
skeg is need Fiberglass boat 
can attain speeds to 45 mph 
ith twin 275 HP gasoline en- 
ine Boat is available in 4 
models utility open-cockpit 
sleeping 2; a sedan with en- 
closed deck house leeping 4; 
expre cruiser with outside 
leeping 4 and sport 
fisherman with top-side 
and a flying bridge, sleep- 
four. Power options in- 
clude twin diesels giving speeds 
t 32 Prices from 


o 32 mph 
$15,900 
* 
BURGER BOAT CO. 


MANITOWOC WIS 


displacement 
" 


lie iongitudainal 


controls 


con- 


% 


=. oT my 


wen « 


BURGER 71 
x 188%” x 5/10 
flush-deck 


tnret t 


alumi- 
type cruiser 
iterooms in 
deck- 
to after- 
lley and 

m speed 

ry speed 18- 
V-12 GM 
ire built in- 
ll. Fuel 
and 


1200 


quarte 17 


NT 
iOunge 


RY BOAT 


) BROA 


co 


WAY 


upholstered in marine nauga- 
hyde. Powerful Crusader, Gray 
or Interceptor engines avail- 
able in 170 to 188 HP 


SABRE 

18’ Century Sabre has flowing 
deck lines enhanced by border 
of white fiberglass. Features 
wraparound safety glass wind- 
shield. Gray Interceptor or 
Crusader power with 
better than 50 mph 


speeds 


CORONADO 
21’ Century 
African 


Coronado has 
mahogany planked 
hull and naugahyde on fore- 
deck and throughout interior 
Comfortable seating for 9 
Gray, Interceptor or Crusader 
engines up to 325 HP. Speeds 
from 42 to 55 mph. 


CHAMPION BOATS 
BOX 9155, LONG BEACH, CALIF 


CUTLASS 16 
15’3” x 5/10” x 28’ 
about is available in two mod- 
els, standard and custom de- 
luxe 30th are for use with 
power installations to 200 hp 
Standard model has aluminum 
cutwater, carpeted floorboard 
complete steering, upholstered 
front and rear seats and wind- 
shield. Price: $1,495, standard 
model 


inboard run- 


CHANCE & ASSOCIATES 
WALDORF, MD 


FIBERGLASS CRUISERS 
Line of fiberglass cruisers 
known as the Sea Fleet, ranges 
in size from 31’ to the 41 
“Take-A-Chance,” which also 
has a fiberglass bridge top 
trunk top and foredeck. Boat 
is equipped with twin 275 hp 
Chris Craft engines and hy- 
draulic steering Beam is 
12%", draft, 3 Features in- 
clude Nautolex cockpit cover- 
ing, stainless steel galley with 
electric refrigerator, wardrobe 
shower, stainless steel lavatory 
ind bunks for four people. 
Price: $25,000 


CHRIS CRAFT CORP. 
CHRIS CRAFT DIV 


POMPANO BEACH, FLA 


32° CONSTELLATION 


com- 


irtable 


cruising accommoda- 
ions for 6, spacious fore and 
ift decks, hardtop bridge en- 
losure with twin V-8 engines 
to 370 HP for speeds to 31 mph 


Price is $16,995. 


Constellation features 


36’ CONSTELLATION 
New styling of 36-footer gives 
sleeping accommodations for 6. 
Features visored hardtop 
bridge enclosure. Twin V-8 
power to 550 HP giving speeds 
to 36 mph. Standard equip- 
ment includes many extras. 
Price $19,990 

41’ CONQUEROR 
Double cabin cruising for eight. 
Topside sundeck and aft fish- 
ing cockpit. Twin engines to 
550 HP. Diesels engine option- 
al. Extensive equipment listed 
as standard. Price $31,490 

55’ CONSTELLATION 
Ultimate in comfortable living 
aboard. Luxurious cruising 


accommodations for 10, and 
superior construction through- 
out. Moulded fiberglass exten- 
sively used in cabin top and 
forward deck. Price $64,480. 


CHRIS CRAFT CORP. 
CAVALIER DIV. 
POMPANO BEACH, FLA 


18’ CUSTOM SPORTS 
UTILITY 

Easy handling at speeds up to 
40 mph from 185 HP V-8 en- 
gine. Easy to trailer. Fully 
paneled cockpit upholstered in 
two-tone vinyl. Price $2,995. 

25’ EXPRESS CRUISER 
Fully equipped for family fun, 
express cruiser is powered by 
V-8 engine for excellent per- 
formance Sleeps 2. Price 
$4,645 

30° CUSTOM CAVALIER 
Spacious cabin accommoda- 
tions offer room for 6. Large 


one-level cockpit with full 
width cushioned stern seat 
and polished aiuminum flying 
bridge. Choice of single or 
twin engines to 370 HP for 
speeds to 36 mph. Price $8,585 


CHRIS CRAFT CORP. 
SEA SKIFF DIV. 

POMPANO BEACH, FLA 

18’ OPEN SEA SKIFF 
Full lapstrake construction 
give extra hull strength for 
fishing, water skiing or enjoy- 
ing a family outing. Flare hull 
design provides drier ride and 
more cockpit area. Price $2,660 

23’ OPEN SEA SKIFF 
Rugged boat carries 7 passen- 
gers at V-8 speeds to 33 mph. 


Features include continuous 
flare hull design, higher free- 
board and drier ride. Forward 
compartment has room for op- 
tional toilet, vee berths, and 
ventilation hatch. Hardtop and 
folding top optional. Price 
$4,075. 
27’ OPEN SEA SKIFF 

Designed for ardent fisherman 
and boating family. Single or 


twin V-8 engine options to 370 
HP provides speeds to 37 mph. 
Vee berths and concealed toi- 
let in forward compartment 
are optional. Price $4,875. 

30° HARDTOP SEA SKIFF 
Hardtop and Custom Sea Skiff 
Cruisers offer luxurious 
commodations and full lap- 
strake construction. Four 
sleeper models are designed for 
cruising comfort. Price $11,790. 

36° HARDTOP SEA SKIFF 
Hardtop and Custom Sea 
Skiffs have V-8 power options 


ac- 


and full lapstrake construction 
for dry, seaworthy perform- 
ance. Twin engines to 550 HP 
provide speeds to 36 mph. 
Price $17,690. 

a 


CLAYTON SKIFFS, INC. 

FISCHER BOULEVARD 

TOMS RIVER, N. J 
CUSTOM TWENTY-EIGHT 
27/11” x 109” skiff-type luxury 
sport fisherman features lap- 
strake mahogany hull, and is 
equipped by twin screws pow- 
ered by two 135 hp Gray Ma- 
rine direct drive engines 
Equipment includes shelter 
cabin, windshield and sliding 
side windows, self - bailing 
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MAKE 
COMFORT 
PART 

OF 
YOUR 
PLANS 


Include nautical styling and seaworthiness, too. Insist on 
Telescope marine furniture, the one brand that offers a vast 
fleet of designs from which to choose. Whether you stick with 
the classic wood-and-canvas yacht chair or crave the newest 


write today for colorful brochure 


aluminum-and-plastic strip creation, you are assured of stout 
performance in fair weather or foul. On wood surfaces, Tele- 
scope uses a finish even tougher than marine varnish; hard- 
ware won’t rust; legs are rubber-tipped. AND THEY FOLD! 


showing complete 
1961 marine collection 


SEE YOUR NEAREST MARINE DEALER 


The Telescope Folding Furniture Co., Inc., Granville, New York 
(ERB RO SEAR RS A RS ASI A eS ca ER 
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BUYING GUIDE DIRECTORY—INBOARD BOATS 





¢ cockpit deck, in- 
ill ac- 

electrical 

rth bilge 

and fold- 

it. Optional 

ble. Price 

lso manu- 
fisnerman 


e} 
I 


COMMODORE 


BOX 1446 NEW 


BOATS, INC. 
RERN N Ce 
23’ SEA ROVER 
is boat is avail- 
outboard 
options 
Feature 
mahogany 
wind- 


enclosed 


Ts) 


nclude 
nstruction 
hield, forw 
head, full ac- 
commodation for four and 
H Prices 
from $3,425 for outboard mod- 
Company also offer 23 
rabond and 23’ Weekender 
woard and out- 


sleeping 


mecna l erin 


25’ SEA MATE 

x58” cruise! available 
inboard and outboard 
and feature Philip- 
pine mahogany) struction 
Power option on inboard mod- 
el is from 135 hp to 225 hp 
rivin speed to 35 mph 
Standard equipment includes 
opening windshield, forward 
hatch, enclosed head, full gal- 
ley and sleeping accommoda- 
t Prices from 
also offers 32 
450 


25’'x8'1 
in both 
model 


col 


ions for four 
$3,775. Company 
Sea Skipper, $17 


CORONET BOAT CO, 
33 EASTERN AVE 


CINCINNATI 2 OHIO 


16° DANSKI 


engil Dx fiber- 


mahogany 
} 
I 


ened a id 
for rot pro- 

fiberglass 
vVindows and 


foidin Navy 


18’ VIKING 
Double fiberglas O07 
any hull 
sions for l included 
lley with ink and 
st rd equipment 
Volv Aqua- 


r outboard 


and; 


power, the Viking f 

neuverable and dry. For 
requiring a trailer boat yet 
wishing cr Out- 
board model Inboard 


model $3,995 


as 


uiser 


$2,495 


comiort 


* 
CORRECT CRAFT 


ORLANDO, FLA 


INC. 


STAR FLITE 
18’ x 65 boat has a double 
tom and can be 
power installations to 
It is finished in 
of clear varnish 


CROWNLINE 
ONARGA, ILL 


CROWNLINE BOATS 
Line of fiberglass boats for 
board power installations with 
outboard drives includes run- 
about models, off-shore models 


and cruisers 


bot- 
used with 
240 hp 
three shade 


mano 


any 


INC. 


& 

CRUIS ALONG BOATS 

860 BROADWAY 
NEW YORK 23, N.Y 
EL DORADO SERIES 

available in custom 
with sleeping arrange- 
6 adults and a blue- 
which sleeps 4 
flared clipper 
and 144 sq. ft 


INC 


Series 
model 
ments fo! 
water model 
Features wide 
bow, 126” beam 
of cockpit space 
33’ GULFSTREAM 
provides combination 
of speed and durability 
demanded by deep sea fisher- 
man for extended cruising in 
rough waters. Sleeps 4 adults 
Sportsman model is also of- 
fered which is identical to 
Gulfstream except flying 
bridge is omitted 
25’ COURIER 

Courier Custom features 5-ply 
marine plywood hull with 
large cockpit space. Features 
usual high quality workman- 
1ip. Custom model is slightly 
more luxurious than standard 
Courie! 


3o0at 


DAWES PRODUCTS CO. 
2350 MT. VIEW 
STEVENS CREEK ROAD 
LOS ALTOS, CALIF 


CLIPPERS 
wood and plastic 
ation incorporating 
‘rade royal marine 
vertical grain spr 
and mahogany Fi 
hull on all models 
decks 
insure low 
Inboards range 
and up, powered with 
in 100 hp 
drive with 
1 produces 


per 
wood 


ahogany 


my engine 
lrough a V 
; wh } 


ingie wnk 


an easy 45 mph. Larger 
gines optional. Unique 
design incorporating an air 
foil type of bow which liter- 
ally lifts your Clipper out of 
the water, thereby increasing 
stability and control at high 


DUPONT, INC. 
SUB. OF SAFTICRAFT CORP. 
PATTERSON, LA 
32’ EXPRESS CRUISER 
Beam 11’3”, headroom 6'4 
sleeps 6, hull of special alloy 
steel, corrosion resistant. Hull 
interior is finished with bitu- 
mastic insulation covered with 
non-bleeding aluminum paint 
Decks are steel plating covered 
with non-ski deck paint. Saf- 
ticraft Steel Cruisers have ex- 
tensive accessories listed as 
standard equipment. Power is 
supplied by twin engines to 480 
HP 
35’ EXPRESS CRUISER 

Beam 12’4”, draft 2’8”, head- 
room 6'4”, sleeps 6, fuel capac- 
ity 160 gal. Hull is precision 
formed and electrically welded 
Cockpit floor is vinyl-coated 
marine plywood; decks steel 
plating, ventilating wind- 
shield-flying bridge is var- 
nished mahogany with bright 
metal trim. Power supplied by 
twin engines to 600 HP. Many 
listed as standard 


en- 
hull 


speeds 


features 
equipment 
5/ SPORT FISHERMAN 
Beam 144” headroom 6'4", 
sleeps 6, fuel capacity 400 gal 


; a 
4? ce 
¥ Re 
ee 


Hull is electrically welded of 
10 gauge steel and 3/16” steel 
Power supplied by twin en- 
gines to 600 HP. Hull exterior 
is finished with a special anti- 
corrosion process. Completely 
equipped down to curtains. 
55° SAFTICRAFT 
As in all SaftiCraft boats, the 


55-footer has a single unit 


constructed hull. Feel, bulk- 
heads and structural members 
are welded together in one 
sturdy frame. Special steel is 
highly corrosion resistant 
Luxurious appointments 


throughout 


EQUITABLE EQUIPMENT CO., 
INC. 
SHIPBUILDING DIV. 

410 CAMP ST 
NEW ORLEANS 12, LA 
WATER TAXIS 
Steel-hulled, diesel-powered 


water taxis with twin 
are available in 65’, 54’, 
and 38’ models, and 32’ with 
either single or twin screw 
Capacities vary from 14 to 60 
passengers, and speeds range 
from 15 mph to 40 mph. Hulls 
are built to USCG and Amer- 
ican Bureau of Shipping re- 
quirements 
YACHTS 

Stock yachts are available in 
54’ and 51’ models, and quick 


screw 
51’, 40’ 


= 


“he 
ra, 


delivery is available on 65’, 40’ 
38’ and 32’ models. All are 
either twin or single screw, 
diesel, with accommodations 
from 4 to 12 persons. 


THE FAIRLINER DIVISION 
WESTERN BOAT BUILDING CORP. 
O. BOX 1114 
TACOMA |, WASH. 
1961 LINE 
Three inboard cruisers are 
now offered by Fairliner with 
another due to be introduced 
this year. Available are the 
Jethawk 25 with accommoda- 
tions for four, the 28 ft. Fair- 
liner Viscount which sleeps 
four and the Electra 33 with 
accommodations for six. The 
company is now working on 
the Marquess 30, a new model 
which will include an optional 
Sportfisherman and be avail- 
able shortly. 
6 


GEHRLEIN & HURLEY 
SMALL BOATS, INC. 
69 E. MONTAUK HWY 
LINDENHURST, N. Y 


SEA SKIFFS 

26'6" x 9'x 24” sea skiff can 
handle power installations up 
to 550 hp. Features include 
mahogany planking, ribs, 
windshield and transom. Keel 
is of 3” oak. Equipment in- 
cludes bronze driven automo- 
tive-type steering, 12 volt elec- 
trical system and Morse hy- 
daulic controls. Boat was de- 
signed by Charles Whitholtz. 


GLASS MAGIC, INC. 
2730 LUDELLE 

FORT WORTH 5. TEXAS 
GLASS MAGIC PHANTOM 
16’ fiberglass direct-drive in- 
board runabout features the 
patented BalanStern and is 
powered by 100 hp Interceptor 
6. Boat is capable of actual 
speeds over 40 mph. Company 
also offers 9 other new models, 
including 5 outboard models 
from 14’ to 18’, and three 100 


POPULAR BOATING 








Se ¢a-quing Luxury 


World’s Finest Stock Yacht 


An inspiration to all the boating world. The Hatteras-41 


3 lage is the first large FIBERGLASS cruiser with more of every- 


thing except maintenance. It is a most luxurious yacht 
GOLD COAST INTERIORS famous interior decorat é == - 
n to beautify below-decks, choose fabrics, materials. and that serves every sport fishing need. 
all the precious detail that makes your Hatteras your home . J 
And, best of all, maintenance worries are a thing of the 
past with this big, rugged Hatteras-41. 


Yachtsmen, who know, rave about its smooth ride... 
its easy handling . . . its speed. . . its dryness. It is as near 
a “‘dream-boat” as you'll ever put foot on. 

Superb accommodations to sleep six. Fully equipped, 
ready to go. Prove it to yourself. Compare the Hatteras-4] 
in every respect: price, equipment, feature and /ow main- 
tenance. Never before have you seen anything to match it. 

For the name of the nearest dealer and a full-color 
brochure, write 


GALLEY . . . Room Galore .. . some apartment dwellers will envy you this HATTERAS YACHT COMPANY 


galley—room to stack and store, 6 cubic-foot electric refrigerator, hot and 
cold running water pressure system, stove for a snack or a complete meal. DEPT. PB-1, HIGH POINT, N. C. 
FEBRUARY, 1961 





hp inboard-outboard models, 
17’ and 19’ offshore boats, and 
n 18’ cabin express cruiser. 


MARINE INDUSTRIES, 
126 E. SHIRLAND 
S. BELOIT, ILI 
HYDROJET HOLIDAY 
17’'9” x 81” x 40” boat is powered 
by Chrysler V8, with other en- 
available soat seats 6, 
reinforced fiber- 
deck, and 
*§ and 
i Perform- 
include sudden 


peed ure 


a 


INC, 


con- 


HW nat 
bull pe 


and ful 
reverse, and in- 
It is also said to 


proof and safe 


GRAFTON BOAT WORKS 
GRAFTON, ILL 
STEEL KING BOATS 
omplete line of Steel King 
range from a 25’l1l 
herman model priced at 
to the 35'10” Stratford 
priced at $21,185 All Steel 
King boats have a double V 
hydro-dynami hull design 
enerated by the application 
of the Cissold formula to all 
running Alternate cabin 
arrangement ire possible on 
various models. F in- 
stalled extras are 110 volt ship 
to shore connection and wir- 
ng, electric ref! spot- 
light, depth finder, docking 
light hower, hot heat- 
stem 
side 
and 
appointments 


” a4 
3/815 


line 


ictory 


eration 


watel 
el pressure A SV 
handrails ird and 
helmsmal eat 


otner fine 


GRAY CRAFT 
FIBERGLASS BOATS 
STATE ROUTES [4 & 15 

RAVENNA IHIO 


forw 
decks 


many 


18’ INBOARD 
hand lay up 
weighs about 


46” deep 


in- 
1900 
and 

hull is 
come in 
( olor 


boat 


” peam 


transom Entire 
rovin Craf 
with 


ra 


choice ol 


GULL FIBER-PLASTIC 
PRODUCTS. INC 
BOX 1412, HIGHWAY 10 
MISSOULA, M 


WEST 
NTANA 


HOLIDAY INBOARD 
depth 
ut of all-fiber- 


Choic e of 


"x49 imidships, 


power in V8’s: 220 HP, 240 HP 
and 310 HP. Hydraulic or 
manual transmissions. Speeds 
up to 50 mph. Features padded 
dashboard with full instru- 
ment cluster, aircraft type 
throttle. Approx. weight, 1,985 
Ibs. Also available with jet 
propulsion. 
fe 


J. W. HAMILTON CO. 
429 S. 6TH AVE 
LA GRANGE. ILL 
CRUISER TO LIVE ON 
35’ cruiser is custom-built 
craft offering spacious living 
quarters. Pleasant Waters Co., 
of Milwaukee, Wis« the 
rnel Features include 
flying bridge. 


HAMPTONS SHIPYARDS, INC. 
CARTER LANE 
EAST QUOGUE, N. Y 
COLUMBIA HARDTOP 

29’ four-sleeper is 
with or without a flying bridge 
and has flush, sound-insulated 
rear cockpit. Features include 
2 hanging lockers, galley, 
verting dinette, enclosed toilet 
and marine toilet 


COLUMBIA 
SPORT FISHERMAN 
Line includes 30’, 34’, and 38 
raised deck flying bridge 


, were 


desi 


available 


con- 


models, all with V-bottom 
hulls, and gasoline or diesel 
powered with speeds to 35 
mph. Interiors feature sleep- 
ing accommodations for 4 to 6 
enclosed toilet, stove and elec- 
tric refrigeration. Deck house 
contains dinette and 
Controls may be cockpit- 


installed 


CHARLES HANKINS & SONS 
HGWY NO. 35, LAVALLETTE, N.J 


settee. 


24’ JERSEY SEA SKIFF 
igth 24’, beam 8'6 Plank- 
white cedar %” or lap 
30ttom 2” spruce or 
tongued. Bow and 
marine plywood 
fiberglass covered 
2 bunks, 6’ long, 
headroom. Power, 


135 HP delivery 24 


rth 30’, beam 10’6”. Power, 
Spacemaker 135 HP 
18 mph. All cedar, 
hull, copper riveted 

2 bunks, with upper 
tional, and headroom 
Same boat offered 

and 32’ models. Hankins 


offers a complete line of stur- 
dy utility boats in lengths 
from 22’ to 28’. 


HARSTIL INDUSTRIES CO. 


24955 HARPER AVE 
ST. CLAIR SHORES, MICH 


STILSON 24 
24’1” x 7’8” x 21” fiberglass boat 
is available in open utility, 
sports cruiser and flybridge 
with power options 
from 85 hp through 215 hp 
Transom can be modified to 
accept twin outboards to twin 
75 hp. Hull molded-in 
spray and rub rails, with a 
sharp entry combining with a 
concave semi-V bottom. Fly- 
bridge cruiser has ll’ long 
cockpit, full headroom cabin, 
walk-in head and berth, and 
galley and dinette. Boat can 
also be purchased in kit form, 
with exterior finished and all 
fiberglass work done. Prices: 


from $2,735 


HATTERAS YACHT CO. 
HIGH POINT, N. C 


cruiser 


nas 


HATTERAS 41 
Fiberglass cruiser is complete- 
ly fitted craft with full living 
accommodations for 6. Fea- 
tures include pilot house with 
dual instruments at each con- 
trol station, flying bridge, 
shower, hot and cold water 
systems, electric refrigerator, 
3 staterooms, full galley and 
vinyl cork decks. Twin Chris 
Craft V-8 275 hp marine en- 
gines are standard, and tank 
300 gallons. Diesel 
also available. 


HODGDON BROS., INC. 
EAST BOOTHBAY, MAINE 
HODGDON 27’ POWER 
BOATS 
27'5”"x8’'9"x2'6"” boats have dis- 
placement of 6200 lbs. Chrysler 
from 110 hp to 177 
speeds to 25 mph, 
and available in two 
models, Bluewater Cruiser and 
Offshore Sportsman, with 
navy top folding down inside 
windshield. Features include 


capacity is 


engines are 


hp give 


boat 1s 


self-bailing cockpit, enclosed 
toilet room, hinged hatch in 
cabin roof, galley stove area, 
sleeping accommodations for 
two in cabin with additional 
bunk space in shelter area 
32’ CRUISER 

x 11'2” x 3’ is latest cruis- 
€ added to Hodgdon Bros 
line. Increased head room, 
sleeps four, large galley and 
spacious living quarters. Sim- 
ilar to Maine lobster boat 
Power available in gasoline or 
diesel. Priced from $12,500. 


INBOARD MARINE CO. 


250 W. 57 ST 
NEW YORK 19, N.Y 


Q0'C 

020 

er 
I 


VOLK-LINER 
17’ inboard runabout, powered 
by a 36 HP Volkswagen air- 
cooled engine is sold by au- 
thorized Volkwagen auto deal- 
ers. Hull is  plastic-impreg- 
nated wood laminate Fuel 
consumption is 1.8 gallons an 
hour. Weight of engine and 
transmission is 180 lbs. Price 
is $2,495. 
eS 


INLAND SEAS BOAT CO. 


2035 FIRST ST 
SANDUSKY, OHIO 


1961 LINE 
Steel-Clipper cruisers are 
offered in eight lengths with 
various models in each size. 
The steel hulls are Vinyl plas- 
tic coated inside and out. 
Cabins and superstructure 
are Philippine mahogany 
Single or twin gasoline en- 
gines in all models and diesel 
engines available in the larger 
sizes. Prices range from $7,390 
to $59,990. 

& 


JEFFRIES BOATS, INC. 

4160 LINCOLN BLVD. 
VENICE, CALIF 
NONAKAY 

40’x 15/11” x 35” custom Sport 
Fisher Salon Cruiser features 
use of laminated special ma- 
rine plywood, and is powered 
by twin Cummins 6 cylinder 
turbo-charged Diesels with 
Capitol reduction 


POPULAR BOATING 





. . « many look similar on the 
outside but only LOVETT uses an 
air-lock to seal out water. This 
patented feature plus others 
is why boatmen and boatyards 
recommend LOVETT. 


MANUAL & AUTOMATIC MODELS 


@ SUBMERSIBLE 

@ EXPLOSION PROOF 

@ NON-ELECTROLYTIC 

@ ALL POPULAR VOLTAGES 
@ GUARANTEED ONE YEAR 
WHEN PROPERLY INSTALLED 


Lovell Fumps 


Manufactured by 


LONGPORT MARINE COMPANY 


Longport, New Jersey 
FEBRUARY, 1961 
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“NonaKay” cruises 
Equipment includes 
ill-electric galley, 
two double staterooms 
facilities, dual 
flying 
ind electronic naviga- 

ial equipment 

SPORTFISHER 34’ 

roing cruiser designed for 


tivitt 
LIVILS 


Vee-drives 
it 16 kph 
sundeck 
lounge 
each with toilet 


Sleeps 4 
€ alley and 
Powered 

ler en- 
in Sport 


TWIN CABIN 42’ 
ned for est capacity 
nd comfort, this cruiser sleeps 

Any combina- 
alon or 
inged. Equip- 


iteroom 


lude complete 

vater SVs- 

7’ headroom throughout 
MARIN SPECIAL 27’ 
i production series 

leslgned fyi 

to the smart 


pable foul 


AS CUSTOM SEA SKIFFS 
BART AVE.. KEYPORT. N. J 


CUSTOM SEA SKIFFS 
388" x 12’4” x 2’8” deluxe cruis- 
240 hp 
reduction 
ons in- 

in pri- 


dinette 


verea Dy twin 


ank 
cockpit 

n bridge 
finder fa- 
equipment 
ivailable 


t rt fic 
oO! hsn- 


P. LEEK & SONS 

EGG HARBOR. N 
PACEMAKER 35 
35’ Jersey Se Skiff is 
three models 


Sport 


avail- 
Express 
Fisherman and 
Standard 
model 


ible in 
Cruise! 
Convertible 
equipment on the 


170 


Sedan 


bask 


includes 32-gallon water tank, 
formica top dinette seating 4 
and sleeping accommodations 
for 6. All have fully enclosed 
head, shower and a 2500 watt 
110 volt generator 


PACEMAKER 30’ 
30’ Sport Fisherman and Ex- 
press Cruiser models are 
available, both with Carvel- 
built hulls of Jersey sea skiff 


design. Prices: from $7,250. 


PACEMAKER 40’ 
40’ Jersey sea skiff is available 
in four models and in a range 


of 14 deck plans 
Carvel-built hulls 
include Sport Fi 
Convertible Sedan 
Fisherman Sedan and Express 
Cruiser, which sleeps up to 6 
lult 
3 
HENRY LUHRS 
SEA-SKIFFS, INC. 
MORGAN, N 

23’ OPEN SEA SKIFI 

f ea skiff is powered 
85 HP Interceptor, with 
power options to 225 HP 
fire extinguisher 
toilet, electric bilge pump, an- 
chor, chrome plated hardware 
shaft, 40 gallon i 
tanks with baffles and instru- 
ment panel solid mahog- 
iny planking is copper riveted 
o%”"x!l oak frames. Price 
$2,995 with 85 HP Interceptor 
Also available is 23’ shelter 
cabin skiff, with same specifi- 
cations, powered with 109 HP 
Graymarine engine, and pow- 
er options up to 225 HP. Ma- 
hogany shelter cabin has 6’2” 
headroom. Price: $3,665 with 
109 HP Graymarine 

27’ TRUNK-CABIN 

SEA SKIFF 

27’ x 96” sea skiff sleeps 4, has 
linette with cushions, stand- 


ill with 
Models 
sherman, 
Sport 


otne!l 
Included are 


bronze 


and solid mahogany 
copper riveted. It is 
177 or 188 HP 


hydraulic con- 


up head 
plankins 
available with 
engine 


with 

trols. Price: $5,995 
27’ FLYING BRIDGE 
SEA SKIFF 
flying bridge 


1as ‘ mahogany 
*( 


27' x 9'6 sea skiff 
I planking 
co} riveted, and is powered 
it 


er 
with 125 HP Chrysler. Equip- 


»p 


ment includes sliding side win- 
dows, bunks and cushions, 
dual controls and 6’2” head- 
room under shelter cabin. 
Price: $5,385. Also available is 
27’ shelter cabin model, with 


7 
125 HP Chrysler, $4,885. 


LYMAN BOAT WORKS 
1625 FIRST ST 
SANDUSKY, OHIO 


1961 INBOARDS 
Lyman’s. clinker-built 
this year include two inboards 
one 20 ft. 6 in. overall and the 
24 ft. 6 in. According to 
company, the line has 
been redesigned and restyled 

The larger inboard has two 
bunks under the forward deck 
and room for a toilet. Power 
yptions range from 109 to 188 

A hatch in the forward 
is standard 

The 20 footer has adequate 
headroom under the forward 
deck for a toilet, and the for- 
ward seat is separated making 
it easy to walk back and forth 
between the forward and 
amidships cockpits. The op- 
tional power range is from 109 
to 170 hp 


boats 


otnel 


the 


MANSON BOAT WORKS INC. 
BRIDGE RD., SALISBURY, MASS. 


eocN: 
ris 


32’ CONVERTIBLE SEDAN 

32’ boat is available in two 
models, Sedan and Express 
Hardtop. Express features a 
1 one - level cockpit, and 
sleeps 4, while Sedan model is 
offered in 2 arrangements, one 
sleeping 4 and the other 6 
Twin Chrysler Crowns, 2 to 1 
reduction gear, hydraulic 
clutch control assembly and 
12-volt electrical system are 
standard equipment Single 
and twin screw power options 
are available to 450 HP. Prices 
Express Hardtop, Single, $10,- 
950; Twin, $13,800 


38’ MANSION CRUISERS 
38’ boat is offered in two 


models, Express Hardtop, 
sleeping 6, and Sedan model, 
sleeping 6 to 8. Galley has 
large storage compartments 
and built-in blower system, 
while salon features picture 


window. Standard 
twin Chrysler 
with 2% to 1 


power is 
V8’s 177 HP 
reduction gear 
with power options available 
to 550 HP. Prices: Express, 
$19,400; Sedan, $19,950. 


44’ CUSTOM CRUISER 
44’ boat is offered on custom 
basis, in Express, Sedan and 
double cabin models, sleeping 
6 to 8. Features include salon 
deckhouse, dining area, car- 
peting, mahogany paneling 
electric cooking, refrigeration 
and automatic oil heat. Stand- 
ard power is Twin Chrysler 
177 hp with 2': to 1 reduction 
gear with power options to 
550 HP. Price from $24,500 


MATTHEWS CO. 
PORT CLINTON, OHIO 


he rae — 
Ree ee 
52’ YACHT 

30at sleeps 8, and is equipped 
with all-electric galley, elec- 
tric pressure water system, hot 
water and shower bath, hard 
top with enclosing curtains 
all teak decks, and can be 
equipped with either gasoline 
or diesel power. When equipped 
with a pair of 6-71 G.M. diesel 
engines, the boat has top 
speed of 24.75 mph, and cruis- 
ing speed in, excess of 22 mph 


42’ YACHTS 
different models are 
including Flying 


Five 
available, 


Bridge Double 
vertible Sedan 
Sport Fisherman and Mar- 
tinique Express. All models 
are available with gasoline or 
diesel power in a choice of 
several engines and _ speeds. 
All are available with flying 
bridge and dual controls 


POPULAR BOATING 


Cabin, Con- 
Deluxe Sedan 





YOU'RE IN 
THE BEST OF 
/ TO 
—— JA ee WHEN YOU 
Kaew \SK FOR 


The Modern Way To Steer 


Offers the newest and finest 4 = 
in smooth, effortless steering. = 
Provides years of safe boating a 


pleasure with instant fingertip 


control and maneuverability. = 
Easily installed. ; 
List Price $89.50 4 


Smart Shoppers Buy Brand 


.. they know that only America’s number one Marine brand can offer both quality and price...This is made 
possible thru the advantages of quality control, unique styling and the desire to make life-long customers. 


Allan-Jervis is the foremost producer of Marine Hardware with the largest manufacturing capacity in the industry. 


Don’t settle for less than the best... for all your boat hardware and accessory needs, always demand the 
quality brand...insist on Allan-Jervis marine products. 


@ For the new 1961 ALLAN-JERVIS boat hardware and 
ALLAN-JERVIS accessory catalog...send 50 cents for postage and 


MARINE handling. (Free to boat builders, Jobbers and dealers.) 


WF ows N OF JERVIS CORPORATION 


HICKSVILLE * NEW YORK FIRST CHOICE IN MARINE HARDWARE & ACCESSORIES 
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MAY CRAFT 
RIVER ROAD 
MAYS LANDING, N. J. 
23’ BOATS 
LOA 233 beam 8’6”, draft 
0 110-177 hp giving speeds 
o 37 mph. Fire plywood on 
white frame Fiberglass 
and cabin topping 
Utility $3950, Semi enclosed 
1ardtop $4410, cruiser $4780. 
25’ BOATS 
beam 8'6”", 
22 110-177 hp speeds to 35 
nph. Chine type. Fir plywood 
n white oak frames. Mahog- 
iny trim, fibergla decking 
cabin top. Utility $4100; 
emi-enclosed hardtop, sleeps 
enclosed head, $4600. Sport 
$5475: custom expre 
$5600 
28’ BOATS 
beam 99 2 
25-177 hp and twin installa- 
tion Cedar  planked-oak 
frames. Chine type. Mahog- 
iny trim. Fiberglass decking 
ind top. Sport cruiser sleeps 
» and has galley box, en- 
losed Expre cruiser 
leeps 4, and has dinette 
& 


MOLDED PRODUCTS 
COCKEYSVILLE, MD 


L- 
Oak 


LOA 25 draft 


lise! 


LOA 28 draft 28”. 


ice 


head 


INC, 


JUPITER 2 
lition to tl Whirl- 
the Jupi- 
inboard cruiser. Powe 
HP Gray- 
marine engine “eatures roomy 
yunks for thr losed head 
nd complet Convert- 


jle top and si curtain 


nnlied . 
l} pile a b 


are 
offers a 


1 mod- 


NEW JERSEY YACHT SALES 
BAYHEAD SKIFFS 
He 1 kifl f 


s 
NEW YORK 
BOATS, WELDING DIV, 


WES 


WEI 


R5.N.Y 
r CLIPPER 
? ry ] 


R HESTE 
OVERNIGH 


B't x Uf 


foot. Power options are from 
215 HP. Standard equipment 
includes 2 bunks with room 
for 2 more, enclosed head, 
running lights, galley with ice 
box, instrument panel and 
Marmac controls and steering. 
Also included are fish box and 
live bait box with running 
water. Company offers custom 
aluminum alloy deluxe boats 
from 24’ to 34’. 


NORWALK BOAT WORKS & 
MARINA, INC. 
160 WATER ST 
S. NORWALK, CONN 

NORWALK 36’ 
Yacht was designed by George 
H. Stadel, Jr., and built by 
Hodgdon Bros., of East Booth- 
bay Harbor, Me Standard 
power is twin Chrysler 177 V 
with 1.5 to 1 reduction. Diesels 
are optional. Express and con- 
vertible sedan models are avail- 
able 


25’ FAMILY CRUISER 
25'x8’9” cruiser features semi- 
vee bottom-lapstrake construc- 


tion, and sleeps 3 or 4. Features 
include enclosed head, equipped 
galley, deck loading ice box 
and stainless fuel tank. Power 
Chrysler 110 hp Ace 
NORWALK 30 
30’x10'6” c1 sleeps 6, and 


has semi-ve bottom- 
Stand- 


uiser 
double 


lapstrake construction 


rd power is Chrysler 
V8 with 1.5 to 1 reduc 


crew 1S 


177 hp 
Twin 

also availabl 30at is 
fully equipped for extended 
Cl and trunk cabin roof, 
deck and walkarounds are fiber- 
glassed. Hard top is optional 

26’ SPORT FISHERMAN 

25'9”"x8'5” sport fisherman has 
construction of true lapstrake 
round bilge of solid mahogany, 
riveted and bronze fas- 
Trunk cabin features 
enclosed head, equipped galley, 
hanging locker and berths for 
3. Trunk roof, cockpit and fore- 
deck fi Stand- 


tion 


11SiT 
PUISit 


nper- 


COp} 
tened 


are fiberglassed 
ard model has 125 hp Chrysler 
Crown, with 177 Chrysler V8 
yptional ; 


OUT O' GLOUCESTER 
ENTERPRISES, INC. 
EMERSON AVENUE 
GLOUCESTER, MASS 


OUT O’GLOUCESTER RX-1 
30’ speed cruiser has twin 
sheer design and has been 
clocked at 34 mph while using 
nearly 1,000 rpm's fewer than 
top performance. It is planned 
primarily for law enforcement 
work and sports fishermen. 
Underwater hull is round in 
section and sharp forward, 
with sides flaring out strongly 
above the water. Price: $9,500 
FOB Gloucester. 


OUT O’GLOUCESTER 30 
30’ x 11’9” x 25” boat has inner 
and outer planking of Philip- 
pine mahogany, and deck of 

teak over \%” plywood. 
Boat sleeps 4, and standard 
equipment includes electric 
bilge pump, dinette, two 100- 
gallon fuel tanks, Stewart- 
Warner Deluxe instrument 
panel with instruments, Morse 
twin “S” controls, sinks, head 
and. gailey. Price: $15,900, 
standard. 


OUT O’'GLOUCESTER 36 
35’9” x 12x 3'3” boat is avail- 
able with sleeping accommo- 
dations for 4 or 6, and has 
flying bridge as standard 
equipment. Features include 
Philippine mahogany hulls, 
electric bilge pump, dinette, 
two 90-gallon fuel tanks, Stew- 
art Warner Deluxe instrument 
panel with complete instru- 
ments, all running lights, nav- 
igation lights, sinks in head 
and galley, sink pumps and 
electric horn. Price: $22,900, 
standard. 


OWENS YACHT DIV. 
BRUNSWICK CORP, 
BALTIMORE 22, MD. 


’ FAMILY EXPRESS 
CRUISER 
Five-sleeper cabin, 70 sq. ft. 
flush cockpit, HRV hull, and 
full-height lavatory with mir- 
ror and clothes locker are a 
few of the features of the 
family-sized Express Cruiser. 
Also included are complete 


galley and formica and vinyl 
dinette, all foam bunks over 6’ 
long. Powered by Flagship V-8 
185 HP marine engine. 


27’ SEA SKIFF DELUXE 
EXPRESS CRUISER 
Lapstrake hull construction 
with teak cockpit decks. Wind- 


Shield adjusts to several posi- 
tions. Fiberglass control panel 
with printed circuit wiring 
panel. Stainless steel stove 
lid that converts to conven- 
ient work table. Vinyl cover- 
ings for cushions and formica 
dinette table. Powered by 
Flagship Marine Engine. 
27’ DELUXE EXPRESS 
CRUISER 

Deluxe Express Cruiser sleeps 
4 or five in large cabin with 


65” headroom. Features all- 
metal framed ventilating 
windshields on both cabin and 
bridge. Full stainless steel gal- 
ley, private lavatory with 
dresser and sink. Flush deck 
about 85 sq. ft. of usable 
room. Powered by V-8 185 HP 
Flagship Engine 
29’ EXPRESS YACHT 

Offers full living comfort for 


4 or 6 people. Philippine ma- 
hogany double planking from 
sheer to keel; Siamese teak 
deck and cockpit floor, 6’2 
headroom, complete dressing 
room. Fully carpeted interior. 
Powered by V-8 185 HP Twin- 
screw Flagship. 


PEARSON CORP. 
POWER BOAT DIV. 
BRISTOL, R. I 
PEARSON 30 
Length 30’, beam 10’, draft 2’6”. 
Express Cruiser is styled with 
luxury accommodations for 4 
or 6. Power options range 
from 185 to 400 HP and in 
single or twin screws. Price 

starts at $12,050. 

PEARSON 37 
Length 369”, beam 12’, draft 
2’. Sports-Fisherman sleeps 
6 and features power options 
up to 650 HP. Prices start at 
$21,000 


POPULAR BOATING 





Name: Martin W. Taylor 
Occupation: Superintendent Engine Overhaul 
Residence: Massapequa, Long Island, New York 


Family: Wife Jean; Daughters Susan, 
Diane; Son Marty Jr. 


Hobbies: Boating, Fishing, Hunting 


“Four miles up or 
four miles out... 
you want 
dependable power’ 


Martin W. Taylor, Superintendent Engine Overhaul, asian ‘ Me 
Overseas Division Pan American Airways, Inc. T'wenty-thousand feet over the Atlantic is 


no time for inspection,”’ says Taylor. ‘‘Nor is it 
when you’re a few miles out with your 
outboard. West Bend product control on their 
Shark Outboard Motors parallels our system 
of inspection and testing. I visited the West Bend 
plant and saw the care they take with their 
outboard engines. A motor has to run. It can’t 
konk out, and from what I’ve seen, West Bend 
believes this and accomplishes this goal.”’ 
West Bend Sharks have all the up-to-date modern 
features known. They are treated against 
corrosion—a must for coastal water boaters like 
Marty Taylor. All aluminum castings are Lyfanite 
impregnated. All other exposed underwater 
parts are stainless steel. West Bend 
Sharks have truly distinctive 

“y watched West Bend Sharks in production at the Hartford modern styling which matches 

plant. I've run them on the water, they're good motors and that . - 

40 HP is a regular powerhouse."’ The compact Golden Shark the finest in boats. 


40 HP and the Tiger Shark ‘*800" have high output Alternator- 
Generators, thermostatic cooling, and complete silencing. 


New 80 4. 


70 Chirk 


“800° 


All West Bend Shark Outboard 
Motors carry an unqualified 
guarantee—parts and labor—for 
yne full year. This includes the 
all new 80 HP Tiger Shark ‘*800"" 
shown here. See it at your West 
Bend dealer 





Taylor supervises 900 people in engine 

maintenance. He knows motors. ‘‘When you've 

examined the Sharks as | have, you realize 

West Bend builds one of the best outboard motor lines 

in the industry. They have true balance between power and 
speed, which makes for dependable family boating." 


Men who depend on motors recommend = 


Bend Aluminum Co.e Outboard Motor Division e Hartford, Wisconsin 
West Bend Aluminum Co. (Canada) Ltd., Barrie, Ont. 


OUTBOARD MOTORS 
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SELECTION of LOW-COST INBOARD POWER 


THE WORLD’S MOST COMPLETE LINE OF 


QUALITY MARINE CONVERSIONS — BARR 
NOW AVAILABLE FOR MOST 


1961 ENGINES... in addition 
to 6's, 8's and V-8’s for most engines 
from the ‘“‘Big Three’’—(Chrysler Corp., 
G.M. and Ford Motor Co.) Barr has com- 
plete BOLT-ON conversion kits for all 
popular American auto engines from 
Jeep" to Cadillac. Barr Conversions give 
you top power top savings (initially 
and in operating costs . + @asily 
available parts and service. Over 400 
dealers coast-to-coast 


LOW-COST DIESELS 


For as little as $2034 you can 
buy a rugged, dependable Barr 
Marine Diesel engine . . com- 
plete and ready to install including 
fresh water cooling and reverse 
gear. True 60 shaft h.p. equivalent 
to gasoline engines of 110 h.p. Also 
available in 6 cyl., 96 shaft h.p 
model. Wide choice of manual or 
hydraulic reduction gears. Dyna- 
mometer tested before shipment 


N EW COMPLETE BOLT-ON CONVERSIONS FOR 
FALCON an COMET 
compact, lightweight engine is ideal for use with all of the 


board-outboard drive units as well as for conventional inboard 
tallation 








Send for FREE Catalog and Conversion Hints Manual 


BARR MARINE PRODUCTS CO. 


0, eB 108 £. Castor Ave.— Philadelphia 34, Pa 








TIGER 
CAT 


© Speedy, roomy, safe 

¢ Thrilling for day sailing or racing 
1961 National Championship to be 
held in September 


Strict one design class rules under 
supervision of Tiger Cat Association; 
30 Point O’Woods Road, Darien, Con- 
necticut 


Fiberglass construction throughout, 
including all decks and cockpit 


Featured at 1961 Boat Shows in 
New York, Chicago, Boston and 
Miami 


L.O.A. 17’, Beam 7'11%”. Easily 
trailable, $1895 F.0.B. Bristol, R. I. 
e Literature on request 


SAILS IN PHOTO BY HARD GAILS, INC. 


PEARSON CORPORATION 


SAILBOAT DIVISION, BRISTOL, R. |! 
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PEMBROKE BOATS 
EPSOM, N. H. 


SEA SKIFF 24 
Length 24’, beam 8’2”, head- 
room 5/10” Features Gray 
Marine 138 HP, convertible 
top, side curtains, complete 
deck hardware, enclosed head 
two burner marine stove, and 
many other appointments 
usually termed optional equip- 
ment. Price $6,000 


SEA SKIFF 28 
Length 28’, beam 9’2”, 
room 6'2” 


head- 
Features Gray 


- c 

Marine 188 HP engine, Con- 
vertible top, side curtains, 
stern curtain, complete deck 
hardware, electric horn, pilot 
seats, boarding ladder, wall to 
wall carpeting and many 
other features. Price $9,000 


PENN YAN BOATS 

PENN YAN, N. Y 

19° ALLSEAS 
Overall length 18’10”, beam 93” 
Clinker built boat features 
lap thickness of %” 5 ply fir 
planking Price when Gray 
109 installed with hydraulic 
shift is $3395; with Gray V-8 

$3835 


23’ OCEANIC 
Overall length 22’6”, beam 95”. 
Inboard boat features double 
door bow locker which folds 
down to form bunk on each 
side. Hull has 5 heavy string- 
ers in bottom to prevent dis- 
tortion when in rough water 
Powered by Gray 109 with 
hydraulic shift, $4995; with 
Gray V-8 188, $5435. 


PERMA CRAFT CORP. 
1321 S. 30 AVE 
HOLLYWOOD, FLA. 


FIBERGLASS CRUISERS 
Full line of inboard fiberglass 
cruisers range from the soft 


top utility of 30’ priced at 
$9500 to the Sport fisherman 
of 30’ priced at $13,800. Beam 
on boats is 10’8”. 


POMPANO BOAT CO. 
POMPANO BEACH, FLA 
OFFSHORE 16 
16’ runabout has 81” beam, and 
features walk-through front 
seat and large open rear cock- 
pit. Harborite planking is used 
in construction, and equip- 
ment includes windshield, 
hardware and steering. Price 

$695 

OFFSHORE 2 
20’ boat is equipped with Vol- 
vo Aquamatic power. Other 


equipment includes top, wind- 
shield, full instruments, cush- 
ions, sound-proofed engine 
compartment, storage com- 
partments with deck hatches 
and bilge pump. Boat can 
achieve speeds to 30 mph 
Price: $2,975. 


POST MARINE CO. 
EGG HARBOR RIVER 
MAYS LANDING, N. J 


POST 37 

27’ offshore sport fisherman is 
built of wood with fiberglass 
and teak decks. Monel and 
stainless are used wherever 
possible. Boat is built on a 
custom basis and sold com- 
plete with electronic and fish- 
ing equipment, with complete 
accommodations including a 
shower. Standard power is 
twin 200 hp engines with 2:1 
reductions, giving 30 mph 
maximum speed, and 20 mph 
cruising. Price: $26,500, FOB 
the manufacturer 


DOUGLASS SCOTT CO. 
3930 WEST ISOTH ST 
CLEVELAND I!, OHIO 
26’ STEEL CRUISER 
Length on the water line—24’, 
molded beam 8’8",”, with 2’6” 
draft. 6’2” headroom in the 
cabin. Speeds over the water 
at 18 to 20 mph with the 
standard motor of approx. 200 
hp. Steel hull with modern V- 
bottom sharp bow, generous 
beam and Tumble Home stern. 
Cabin includes a complete gal- 
ley, dinette, sleeping quarters 
for four, and toilet Ample 
storage and locker space. Gal- 
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ley equipped with sink, plumb- 
ing, built-in ice chest, stove 
and mahogany racks for dish- 
es and glasses. Dinette seats 
four comfortably. May be pur- 
chased complete or in any of 
three stages of completion 
Full price $6995, or may be 
purchased incomplete as low 
as $1495 All prices FOB 
Cleveland 


SHEPHERD BOATS LTD 
NIAGARA-ON-THE-LAKE 
ONTARIO, CAN. 


MODEL 110 

Model 110 is a 22’ utility with 
vee-drive installation. Model 
110-S available with behind 
front seats. Power to 275 hp 
Adult capacity, 5 or 7. Beam 
7'4 weight about 3,000 lbs 
Price, $5,895 


MODEL 170 
25’x9'4” flying bridge cruiser 
sleeps 4, has 6’2” headroom 
Standard equipment includes 


teak deck in aft cockpit, 
screens and drapes, deluxe 
helmsman’s chair, stainless 
steel gas tank, adjustable two- 
sectioned flying bridge wind- 
shield, electric bilge pump and 
fresh water circulating pump 
Optional equipment includes 
hardtop on flying bridge. Price 
$9,630 


MODEL 180 
33’x11'9” flying bridge cruiser 
Sleeps 6 and features solid 
Honduras mahogany planked 


battened-seam side construc- 
tion, double planked over oak 
frames on 12” centers on bot- 
tom. It is available with op- 
tional hardtop on Flying 
Bridge, with twin 177 Chry- 
slers. Standard equipment in- 
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cludes teak decks, convertible 
top, automatic electric bilge 
pump, electric blower, insulat- 
ed motor compartment, fresh 
water circulating pump, stain- 
less steel gas tanks and de- 
luxe helmsman’s chair. Price: 
$19,960 
* 


SICA SKIFFS 
ROUTE 37 

TOMS RIVER, N. J 

23 SEA SKIFFS 
23’ sea skiff is available in 
open or sportsman models, 
with lapstrake planking of 
Nie” Philippine mahogany 
The open boat has power op- 
tions of 70 or 109 HP Gray- 
marine or Interceptor engines, 
and sleeps 2. Sportsman model 
has power options from 109 to 
225 hp Graymarine or Inter- 
ceptor, and has two bunks for- 
ward with cushions, opening 
windshields and fiberglass 
hardtop 


25 EXPRESS CRUISER 
25’ express cruiser has power 
options to 225 hp, Graymarine 
or Interceptor, sleeps 4, and 
has galley, full dinette and 
Stand-up lavatory. Boat has 
lapstrake planking of ‘''1” 
Philippine mahogany. Com- 
pany also offers 27’ boat in 
Family Cruiser or Flying 
Bridge model, with single or 
twin screw V8 225 hp Gray- 
marine or Interceptor. Family 
Cruiser sleeps 5 . 


31 CLIPPERS 

31’ boat is of New Jersey 
swamp cedar, either lapstrake 
or Carvel construction and 
offered with single or twin 
engines by Graymarine or In- 
terceptor. Boat is offered in 
Express Cruiser and Sports 
Fisherman with flying bridge 
models. Express cruiser sleeps 
4, has full galley, dinette and 
enclosed stand-up lavatory 
Sports Fisherman has dual 
controls to flying bridge, and 
other equipment similar to 
Express Cruiser 


36 CLIPPERS 

36’ boat is available in Express 
Cruiser, Sports Fisherman 
with flying bridge and Sedan 
Deluxe models. All are of New 
Jersey swamp cedar, either 
lapstrake or Carvel construc- 
tion. Power option is single or 
double screw V8 225 HP Gray- 
marine or Interceptor. Express 
Cruiser is equipped with full 
galley, dinette and enclosed, 
stand-up lavatory Sports 
Fisherman has dual controls 
to flying bridge. 


42 CLIPPERS 

42’ boat is available in Express 
Cruiser, Sedan and Flying 
Bridge models, all of New 
Jersey swamp cedar, either 
lapstrake of Carvel construc- 
tion. Power options are single 
or twin-screw V8 225 HP Gray- 
marine or Interceptor All 
models accommodate up to 8 
persons, and have galley, 
dinette, enclosed marine toilet 
and shower. Diesel power is 
optional on Sports Fisherman, 
Flying Bridge and Sedan. 


THE ONLY FIRST AID KIT 
COMPLETELY DESIGNED 
TO GOTO SEA! 


qohms om «fohmen 


MARINE Fingy AID y 
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RUSTPROOF * WATERPROOF * SINKPROOF 


The new Johnson & Johnson Marine First 
Aid Kit is made of high impact, high heat, 
rustproof styrene. 

Unique 2-way bracket holds the kit flat 
against the bulkhead for neat storage—and 
provides easy access to the contents when 
in use. A tight rubber-gasket completely 
waterproofs the kit. And if the kit should go 
overboard, distinctive coloring makes it visi- 
ble even in a choppy sea. 

So don’t take a chance. Take the care to 
provide the cure. With this handy, compact 
unit, you have the immediate answer for your 
first aid needs...all for only $6.95. 


Here Are Just A Few 
Exclusive Features fre 
Ih FIRST 


FAD 


e Resusitube Airway 

e Salt Tablets 

e Motion Sickness Tablets 
... plus a balanced 

supply of first 

aid needs, all 

bearing the most 

trusted name in 

surgical dressings — 
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vw = p reverse gears. Electrical sup-_ strake . solid mahogany 
SILVERTON SKIFFS INC y ' 2 ply is 12 volts throughout Skiff sleeps tw ind sells for 
P.O. TOMS RIVER, N. J ; Boat sleeps 6, and features in- under $4000 
99’ SEA-VEE clude galley, head, 2 private 
‘ = to geht ribbed staterooms, electric automatic a 
ull with steam-bent oak on yen od ees = yee doe-ay TOPPER BOAT CO 
: / cks, lights, selfbailing cock- 
6” center bevel planked and $ ee as aie F 5816 RITCHIE HWY 
: pit, pressure water system and BALTIMORE 25, MD 
cared marine grade ply- 300 gallon fuel tank built in 
wood, and is powered by 110 boxkeel. Price: $28,000 
hp Chrysler with hydraulic 
controls. Equipment includes board utility with a beam of 42’ STRIKER 
two bunks, toilet, bilge pump 7 ft. 10 in.. and the bel is 424” x 136" x 3/10” light alloy 
tern seat, all hardware and 19 ft. with a beam of ” in model sleeps 6, and is equipped 
ventilating windshield. Price lso an inboard utility. The with twin Ford 6 marine die- 
$3,295 ides and deck are Philippine sels 98 BHP each, with reduc- 
24’ SEAROVER nahogany and framing white’ tion gear 2.5:1 and hydraulic 
4’ skiff is powered by 110 hp oak. The Rebel is available in reverse gears. Equipment in- 
Chrysler with hydraulic con- 1 standard or deluxe model. cludes sleeping accommoda- TOPPER 
trols, and is equipped with two Custom cruisers from 23 to tions for 6, 2 private state- EXPRESS CRUISER 
bunks, toilet, bilge pump, stern 29 ft. rooms, galley, head, fiberglass 206” x 8’ cruiser is powered by 
seat, anchor and lines, life cabin top and flybridge, pres- Volvo Aquamatic Inboard-Out- 
jackets and ventilating wind- eS ure water system, all teak- board Drive. Features include 
hield. Hull is heavily ribbed wood decks and selfbailing hull bottom of ':” marine ply- 
with steam-bent oak on 6 STRIKER BOATS, INC cockpit. Price: $38,000. For wood, side decks, cabin sides 
centers, bevel planked and ‘ 550 N. EAST 23rd ST commercial use this boat can and trim of solid mahogany 
ealed marine grade ply- 2MPANO BEACH, FLA be equipped with watertight and cockpit with helmsman’s 
ood. Price: $4,250 - , bulkhead at additional cost seat and opening flying bridge 
, : windshield. Equipment in- 
24’ SEACRUISER ' o cludes fully encheeed cabin, 
- yp . poweres Dy Bs : SUMNER BOAT CO. INC. full-length bunks, dinette ta- 
ip Chrysle1 ith hydraulic 334 S. BAYVIEW AVE ble, complete galley, marine 
AMITYVILLE, L. 1., N.Y toilet and sliding side windows 
CRUSADER Price, $4,195. Company also 
29’ cabin cruiser accommo- fers similar cruiser for use 
dates four. Features “Compo- With outboard power. $2,495 
glas” hull, ballast type keel 
which places weight of engine ® 
28’ STRIKER on keel. Low cockpit deck, 
27/10” x 10'6” x 28” _ utility fly- horizontal propeller thrust ‘ TORLEW CORP. 
bridge steel boat has standard Will handle 215 HP motors PAMII Y CRU po 
. AMIL UISER 
power of Ford 6 marine diesel and provides top speed of 28 
. : ; — 98 BHP, reduction gear 2:1 mph. Also available with die- This 25 ft. cruiser named the 
oam cushions to sleep five in ang hydraulic reverse gear el. Priced from $7,990 Sunchaser has a modified 
bin with 6 headroom, en- Gapbin sleeps 2, and standard planning hull, teak decks 
losed toilet, for jal ceniemeeed tnchetion electtic EL PRESIDENTE heetteee summemeielieien. tne 
ley with pant nal ice box a pmen inclu lec ‘- ~~ ain Gale wh o- sleeping accommodations for 
ine steve ost of Gabe @ bilge pump, compass, diesel (Tbs: £5 Ta var a five, complete galley, head, 
: ; eee . battery 1e]1 system, | truction features similar to ample storage space, and a 
1ette, two 30-gallon baffled ga man’s hems inatrement nei the Crusader, providing Com- jjahooanv cabit 
el. selfbailin: cockpit. steorin poglas hull which is non-sink- === =~" * ~~ 
vheel and throttle/clutch con ing (Styrofoam flotation) 4 
i) trols and toilet Pri Sleeps six in two separate cab- 
TAMPS STEEL CRUISERS. LTD oat is also available in stan ns. Speeds to 25 mph. Prit € TROJAN BOAT CO. 
Bagh By ge 5 wd model, sleeping 4, with $19,900. Also available: 25 GREENFIELD RD 
: idditional equipment includ- boats from $3,950 LANCASTER, PA 


ulley, $11,500 30° SUMNERCRAFT 
2 ruiser is nowererc v Fcon- 
STRIKER 30’ cruiser is powered by Econ 
x 3'2” ster 





ontrols and equipped with 


tanks and 50 sq. ft. self-bail- 
) 


ng cockpit. P $5 3! 


17 
Li 


O-Power Ford 6 cylinder die- 


el, and tur 1 15x12 pro- 





SEA PRINCE 


ea DOW crulsel 


11'6 
ym and l1l- : ‘ — ee 
; 240 hp In- : EXPRESS CRUISER 
receptor engi! can supply . The Trojan model 304 has 
peed up to 40 mph. Features a - . - accommodations for four, 
rner Velvet drive, ; walk-around side decks and 
pump, bow rails = —_ a self-bailing, flush cockpit 
rd-top, di- deck. She is 29-ft. overall and 


> Sa } “Ac "Ive <« 9 
peller in direct drive at 2400 has solid mahogany planking 


stand-up head each, reduction gear 2:1 and 


$17,950, 


extra 


SEA MATE 
flared bow cruiser 
ll-gauge bot- 
e sides. Fea- 
linette galley 
Nautolex 


450, FOB factory, tax 


® 
STREBLOW CUSTOM BOATS 
2317 SPRINGBR 1K ROAD 
KENOSHA, WIS 
COMMUTER AND REBEL 


The Commuter is a 22 ft. in- 


iK 
$4 


ind té 
Price 


176 


wood bridge and cockpit deck 


*, lights, selfbailing cockpit 
instrument panel and steering 


model sleeps 6, and is equipped 
Ford 6 marine die- 
sels 98 BHP each, with reduc- 


rpm to produce boat speed of 
21 mph. Lehman Mfg. Co. of 
Linden, N. J., supplies the en- 
gine and equipment. Manu- 
facturer offers a full line of 
boats diesel-powered 


TOBIN CRAFT INC. 
WESTERLY ROAD 
OSSINING, N. Y 


24’ OVERNIGHTER 
Length 24’, beam 8’6'2”, power 
109 HP Gray Marine engine. 
Overnighter combines rugged 
transportation with mobile 
overnight home. Hull is lap- 


and white oak frames. De- 
signed for speeds up to 40 
mph, the cruiser is available 
in a wide range of single and 
twin screw power options 


TRIUMPH-STORECRAFTERS 


CORP. 
605 McGOWEN, P. O. BOX 308! 
HOUSTON, TEXAS 


1961 LINE 
A total of seven models is 
being offered by Triumph- 
Storecrafters this year In 
addition to the 29-foot Tri- 
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Inboard economy and cruising range 


The Powernaut Drive hooks up directly to an inboard 
engine; offers money-saving fuel economy and greater 
cruising range compared with outboards. No mixing of 
gas and oil, no expensive special fuels. 


Outboard portability 


Enjoy the luxury of inboard power and yet own 
a boat that is even more portable than an out- 
board. Powernaut’s exclusive quick-removal 
feature makes trailering easy and convenient. 
The Drive swings up for launching, mooring, 
and quick prop changes. 


Thrilling maneuverability 


Take the wheel of a Powernaut-equipped boat and 
feel the sure, positive control of propeller steering in 
exciting full-throttle turns or precise maneuvering to 
smart landings. There’s nothing like it afloat today! 





DRIVE 


The new Eaton Marine Powernaut Drive offers you more in 
performance, economy, convenience—more pure boating pleasure 
—than any conventional inboard or outboard on the market! 
Enjoy all the well known advantages of inboard power— 
important fuel economy; greater cruising range; engine weight 
inboard and low; trim, shipshape appearance—and at the 

Sa, See same time have a boat that is completely and easily portable. 

Potente, Ponting The Powernaut Drive—precision-built and backed by Eaton 

Satex ites Cannas Wolves —gives you exactly what you want in boating. 


are available as complete power- See the Eaton Marine Powernaut Drive at your boat dealer’s. 
drive units with well known marine 


engines, including Chrysler Marine, 
Dearborn Marine Interceptors (85 


and 100 HP), and Graymarine. EATON MANUFACTURING COMPANY 
Saginaw, Michigan 
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Sound Off... 


with the finest 


“SEACAPTAIN” 


No problem hearing this 

horn—or any of the 21 Ship 

N Shore models with ranges 

up to 4 miles. Just what a boat needs for dependable signals 

in all kinds of weather ... just what it needs for jaunty, 
smart appearance. 

There’s a Ship N Shore horn for every size boat... in 
chrome brass or “salty” enamel finish. Available in either 
direct or remote control with prices from $14.95 to $59.95. 

Ship N Shore Horns... Ship N Shore flares — names you 
can trust in the boating field. ) 

v), 


FERRELL 
( Ship N Shore) , 


HORNS 4 


30-MINUTE FLARE KIT, 


Three 10-minute flares of 
brilliant red light... for 
safety's sake 

$2.95 


PHONE 


CO., GROTON, N.Y. 607-1x 8.3251 


IS BUILT 
RIGHT INTO IT 


When you're ready for fun afloat, your Old Town skiff is 


ready for you. Her lapstrake planking is rugged cedar, a 
wood that is naturally strong and keeps its strength, that 
is naturally buoyant and easy to maintain. You can depend 
on an Old Town. Famous Old Town master craftsmen have 


built fun and years of dependable service right into her. 


FREE CATALOG describes sturdy Old Town lapstrakes, canoes, 
dinghies, sailboats, and skiffs. Send for your copy TODAY. 


Old Town Canoe Company, 892 Middle Street, Old Town, Me. 


Please send me free catalog. 


! 
1 
' 
! 
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umph cruiser, the 
now has an 18 ft. 
runabout, a 29 ft. 
cruiser, a 22 ft. sports run- 
about, a 29 ft. semi-enclosed 
cruiser, a 36 ft. express cruiser 
and a 36 ft. sports-fisherman. 
All the models feature fiber- 
glass constructed hulls and 
the cantilevered foredeck. In- 
teriors are teak and formica 
Prices range from about $5,000 
to $30,000 


company 
inboard 
express 


UPSON MARINE CORP. 
PAINSVILLE, OHIO 


UPSON SUPER-JET 
Turbine-driven 18’ boat is 
powered by a Gray Marine 
V-8 engine available in 135 to 
238 HP. Hull and deck is fiber- 
glass constructed Compact 
turbine desing permits instal- 
lation under rear deck, allow- 
ing full utilization of cockpit 
for passengers. 


UNITED BOATBUILDERS, INC. 
BELLINGHAM, WASH 


UNIFLITE CRITERION 
34’x11'6”x2’8” fiberglass cruiser 
has power options of single or 
twin engines with up to 550 
HP, gas or diesel It can at- 
tain speeds to 38 mph, and 
features all mahogany interi- 
ors, 63” headroom, owner's 
stateroom, walk-around decks 
and sleeping accommodations 
for 6. The cruiser is available 
in three models, Convertible 
Express, Hardtop Express and 
Flying Bridge Fisherman. 
Price: from $19,995. Company 
also offers complete inboard 
line consisting of 17’ and 19’ 
runabouts, 22’ Sport Fisher- 
man and Express Cruiser, 25’ 
Sport Fisherman and Express 
Cruiser, and 28’ Sport Fisher- 
man and Express Cruiser. Line 
of outboard boats is also avail- 
able. 


COLONIAL BOAT DIV. 


UNITED MARINE, INC. 
MILLVILLE, N. J 


35’ EXPRESS 
Beam 11’8”, draft 2’6”, sleeps 
six. Speeds to 26 mph and up 
depending on power. Twin 
berths in forward compart- 
ment. Cabin floor is carpeted. 


=. 

i > 

Power selections from 
225 HP each. 
pacity 130 gal. 
system. 


120 to 
Gasoline ca- 
Pressure water 


36’ FISHERMAN 
Beam 11’8”, draft 2’8”, sleeping 
capacity four All controls 
from flying bridge. Two per- 


manent berths in forward com- 
partment and galley and di- 
nette under shelter top which 
converts to double berth. Pow- 
er options range from twin 
109 to twin 225 HP each. 


41’ CUSTOM 
DOUBLE CABIN 
Beam 13’, draft 3’, sleeps seven 
in three separate areas. Flying 


bridge with dual controls 
Large deckhouse has two con- 
vertible lounges and full pilot 
seat. Twin power standard 
with choice of 188 or 225 HP 
each or Gray Diesels. Mahog- 
any decks standard. 


RICHARDSON BOAT DIV. 


UNITED MARINE, INC. 
NORTH TONAWANDA, N. Y 


28’ EXPRESS 
Sleeping capacity 4. Beam 
104”, draft 2’3”. Carvel 
planked, round bilge design 
and construction. Headroom 
in cabin 61”. Two berths in 
forward compartment, dinette 
converts to double berth. Fuel 
capacity 80 gal. Power single 
177 to 188 HP direct drive. 
Twin power optional. 


31’ EXPRESS 
Beam 10’10”, draft 2’6”. Sleeps 
six. Has separate full head- 
room toilet compartment with 
lavatory and formica covered 
counter and mirror. Two for- 
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a. 


ward berths with foam rubber 
filled mattresses. Twin power 
is standard with options rang- 

ig from 109 to 225 HP each 


36’ EXPRESS 
11/10”, draft 2’8 


Beam , Sleeps 


ix. Extra large cockpit. Trunk 
nette, 


convertible di 
topped galley with 
sink, ice chest, 
compart- 
Power op- 


abin has 
formica 
stainless 
and enclosed 
ment with lavatory 
tions range l 


each 


steel 


toilet 


VENTNOR BOAT CORP. 
BOX 344 
EGG HARBOR CITY 
VENTNOR 24’ 
11” x 9’x 20” hardtop inboard 
priced at $3,995 when 
equipped with 110 hp Chrysler, 
ind $4,495 with 177 hp Chrys- 


7 
¢ 


N. J 


VENTNOR 24 EXPRESS 
CRUISER 
express cruiser 1S 
hull 
accommodations 
includes 
d and full 
h cockpit model is 
and hasad ep 


— 
bullt 


and contains 


Neé WV 
yn sea-skiff 
full cruising 
for feur. Equipment 
dinette, enclosed hea 
Flus 


Csctiter Ya tyra] 
Lily iapS. Tanke 


alley 


keel. Prices: $4,995 with 110 
hp Chyrsler, $5,495 with 177 hp 
Chrysler 

VENTNOR 28’ 
Length 27'10”, beam 10’2”, draft 
2 Fully equipped for com- 
fortable living aboard. Main 


on one level and 
private, sepa- 
cabin by a 


cabin is 6'x8’ 
forward cabin i 
rated from main 
full height folding door. Wide, 
valkaround decks are fiber- 
glass. Grab rails are mahog- 
any. Large hatch forward 
Price with single screw Chrys- 
ler Sea V, $9,995 


WHITE HAWK CRUISERS 
1109 THRIFT ROAD, BOX 8423 
CHARLOTTE, N. C 


27’ CRUISER 

n overall 26'7”, beam 
9'11 cabin headroom  6’4”, 
sleeping capacity 4. Speeds to 
30 mph with 215 HP Intercep- 


Length 


tor or 188 HP Gray Marine 
1.5:1 reduction gear. Speeds 
to 34 mph with twin 150 HP 
Interceptor or twin 135 HP 
Gray Marine. 


WOLFE PRODUCTS, INC. 
71 ELINOR AVE., AKRON 5, OHIO 


fee 


22’ SEA WOLF 
22’x8’4” clipper bow, lap- 
strake sea-skiff with 95 hp 
Chris-Craft marine engine. 
Includes: head; seats; canvas; 
6-volt electrical system; heavy 
duty battery; 2-30 gal. fuel 
tanks; 1” bronze shaft; neces- 
Sary stern gear; instrument 
panel and instruments; built- 
in bunks; electric bilge pump; 
necessary hardware; many ac- 
cessories; cabin fittings, etc 
Built of marine plywood 
sides and ‘ marine plywood 
bottom planks on steam bent 
oak frames on 6” centers. 
Priced in the $3,000 class 


ZUBACK'S BOAT & 
MOTOR WORKS 
HGWY NO. 35, MORGAN, N. J 


22’ STRIPPER SEA-SKIFF 
Length 22’2”, beam 9’. Lap- 
strake construction is bonded 
with Sea-Skiff synthetic rub- 
ber base sealer. Equipped with 
Deluxe Jones Instrument Pan- 


el, horn, running lights. All 
hardware chrome on bronze 
Algonac built, bow chocks, bitt 
with anchor line hole, hollow 
base cleats, deck plates. One 
folding helmsman seat. Price 
with Chrysler Ace 110 HP, 230 
cu. in. marine engine, $3,990 


NEW 
ANNOUNCEMENTS 


CALKINS CRAFT 
DELAKE, OREGON 


BARTENDER 
22’ double end boat can be 
powered by inboard or out- 
board power. Outboard model 
takes motor in cockpit well 
Construction is of plywood 
continued on page 305 
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INC., DEPT. PB-21. P.O. BOX 1345. WATERBURY, CONNECTICUT | 
IN CANADA: SAILFISH SPORTSCRAFT, LTD., 59 INDUSTRIAL ROAD., RICHMOND HILL, ONTARIO 
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SAILBOATS 


OF SAILING is a 
The feeling of satisfaction after 
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sensation that is hard 
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to beat bringing your 
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urrents is one of the greatest joys of boating. 
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it can cause trouble later, and 
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CHECK LiST FOR THE SAILBOAT BUYER 


() Is this boat suitable for your local waters? 

(| Suitable for longer trips you may want to take? 

(_j Is she similar to craft you have already sailed so 
that you (and your family) will feel comfortable 
about your ability to handle her? 

Does the builder have a well-established reputation? 
| Can the dealer refer you to other satisfied owners? 

{_} Can the boat be sailed singlehanded? 


HULL 


Have hulls of this type proved stable and seakindly 
in your local waters? 
| Have the materials (wood, metal or plastic) stood 
up well in your area? 
|] Is it easy to repair and maintain? 
Do the boats have good resale value? 
RIGGING AND SAILS 
(| Have rigging materials (stainless steel, mone! or 
plow steel) stood up well in your area? 
|] Has allowance been made for rigging adjustments? 
| Can her sails be handled easily by your family or 


() Are her sails (cotton, dacron or nylon) made by an 
established sailmaker? 
|] Are sails included in the price of the boat? 
RACING BOATS 
() Are there enough boats of the same class in your 
area to provide interesting and continued com- 


petition? 
CL) Do hull, sails and rigging meet specifications for the 


[] Is she equipped with light racing blocks? 
) Does she have enough sails to meet all racing 


CRUISING BOATS 
() Are cockpit and cabin accommodations adequate 
for family entertaining and cruising? 
() Can cabin be kept warm in cold weather, well-ven- 
tilated and screened when it’s hot? 
_] ts the boat “fully found,” or will she require addition 
of a great many items of accessories and equip- 


[) Does she have an auxiliary engine (gasoline or 


() Are good service and repair facilities for the engine 
available in your area? 

C) In a blow, will she be safe and reasonably com- 
fortable for you and your family? 


islands can be explored. For family boating, the sailboat 
should be roomy enough to accommodate the crew com- 
fortably, have adequate room for the ship’s gear, plus a 
cockpit large enough to seat everyone comfortably during 
long cruises. If children sail with you, make sure that there 
are secure life-lines around the deck. Also a forepeak with 
a means of closing it off will ensure proper rest for young- 
sters when the adults are entertaining 

Most yacht clubs have a 
program of handicapped rac- 
ing for cruising sailboats, so 
the not exciuded 
from competition. If the skip- 
pe! and crew are experienced 
enough, and your boat can 
the committee re- 
quirements, you can partici- 
pate in the classic offshore 
such the Bermuda 
Nassau, Mackinac, Ensena- 
and Honolulu events 


Cruiser Is 


pass race 


races as 


da 


Hull Form and Sail Rigs 


Hull shape and rig plays ‘ 
large part in the performance 
characteristics of any 
As a rule, the longer the 
craft’s waterline length, the 
faster she will be over a boat 
about the same displacement 
but shorter waterline. The 
sloop and cutter rigs are gen- 
erally more aerodynamically 
efficient, and are easily han- 
dled if the sail area is not too 
great. Ketch and yawl divide 
sail into smaller units 
and make sail handling easier 
when a lot of working sail is 
carried. With yawl and ketch 
rigs, many different combina- 
tions of sail can be used so 
that the craft balances well 
when shortened down. The 
mizzenmast of a split-rig boat 
can also be used to set a miz- 
zen stay’sl when racing. The 
schooner rig still is populat 
with traditionalists, and no 
sight is as beautiful as the 
shippy gaff schooner gliding 
in to drop anchor against the 
full glory of a summer’s sun- 
To really get the feeling 
for how a boat will suit your 


sail- 


boat 


area 


set 


requirements, the best idea is 
to charter one of the approxi- 
mate size and general charac 
“ideal” craft. Here is 
yacht broker can be of great help. Contact him and look 
through his files of photographs for charter possibilities 
In the pages that follow « ill be found many handy and 
able sailboats for your cons.deration 
In this manner you can combine the pleasure of a family 
vacation with practical shopping around. After you have 
decided whether a craft similar to the one you have char- 
tered will fill your needs, your broker can be of great help 
in tracking down such a craft. In addition, he can help with 
transportation and insurance problems. 
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teristics of your where your local 














S$, oY 
| >» 

On Course + Well planned instru 
Roomy, Teak aft deck + Vinyl Ja d me ment panel 


folding top (navy type) + Vinyl 
weather cloth 


Mahogany double planked from 
keel to sheer 


Prices, specifications and accessories 
subject to change without notice. 


Stainless Steel bound hatches 
Teak decks from stem to stern 


This is the boat for the sea-faring family that offers all the comforts of 
home: Complete galley—Full height head. Colorfully decorated bright, airy 
cabin. Carpeted throughout 
A well appointed interior with all This is the boat with the most super-powered performance ever built into 
the coziness of home any boat of her class: Double-planked from keel to sheer. Twin-powered by 
185 H.P. OWENS’ Flagship V-8 Marine Engines 





Geat 
" YACHTS 


OWENS YACHT COMPANY, BALTIMORE 22, MD. DIVISION OF BRUNSWICK CORPORATION For more information write Department 204 
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AEROMARINE PLASTICS CORP 
BOUNTY DIV 


BOUNTY DOCK, SAUSALITO, CALIF 


iat s 
3 3 4 
cy 


“ 


BOUNTY II 
x 10'3" x 5’9” all-plastic 

now available with 
loop or yawl rig. As sloop, 
iil area is 661 sq. ft.; as yawl, 
il area is 746 sq. ft. Both 
models sleep 6. Features in- 
lightweight alu- 


40°10 


poat 


a 


a new 

im mast 
TRITON 

28'6 LWL 20'6 

raft 40 Sail 


beam 
area of 


fiberglass con- 
im mast and 
tanding 


teel 


$11,400 


ALCORT, INC 


BOX 1345, WATERBURY, CONN 


STANDARD § 


Xl ce 


AILFISH 

erboard cat- 
ail ma- 
We ight 


isnea 


ll pre- 
sembly 
trunk 
complete 
Rudder, dag- 
Sides, guard 

c., are preshaped 
Mast and 
1iuminum 


ck are 
irvea 
t 
luded 


re special 


SAILBOATS 


alloy. All necessary hardware 
is supplied. Paint kit with 
paints and varnish in proper 
proportions is optional at 
Slight extra cost. Boat, $297 


SUPER SAILFISH 
13’x35'2"x7" centerboard cat- 
boat. Sail area 75 sq. ft. Weight 
of hull 98 lbs. Sail material 
cotton, nylon. Price, kit, $217 
including deck, bottom, stem 
block, inner keel and deck 
beams, all pre-cut and ready 
for assembly. Frames, dagger- 
board trunk and mast block 
are complete sub-assemblies 
Rudder, daggerboard, curved 
sides, guard rails, tiller, etc., are 
pre-shaped. Sail is included 
Mast and spars are special 
aluminum alloy. All neces- 
sary hardware is_ supplied 
Paint kit, with paints and var- 
nish in proper proportions, is 
optional at slight extra cost 
Boat, $334 complete. Super 
Sailfish, Mk II, 13’814"x36'4” 
all-fiberglass, factory built, 
foam flotation, $374 


SUNFISH 
13’x3'/11'4"x7's" centerboard 
catboat. sail area 75 sq. ft. Sail 
material cotton, nylon. Marine 


we 


al 


and Philippine 
Finished in light 
light blue, light gray or 
bright red. Weight of hull is 
135 lbs. and carrying capacity 
is 460 lbs. Mast and spars are 
special aluminum alloy, with 
no standing rigging. Price, 
kit $268 including deck 
bottom, stem block, inner 
keel and deck beams are pre- 
cut. Frames, daggerboard trunk 
and mast block are complete 
sub-assemblies. Rudder, dag- 
gerboard, sides, coaming, tiller, 
etc., are preshaped. Sail is in- 
cluded as standard equipment 
tailored from preshrunk white 
cotton. Hardware and fittings 
are supplied with each kit. Fin- 
ishing kit, with paints and var- 
in proper proportions 1S 
ivailable at slight extra cost 
Boat, $395 all-fiber- 
] $447 


tlass, factory built 


* 
JOHN G. ALDEN & CO 


BOSTON, MASS 


plywood 
hogany 
green 


ma- 


nisnes 


Sy nfist 
eunnsn 


36° CB SLOOP 
Length overall 36’, beam 10’ 6”, 
draft 4 ail area 552 sq. ft 
Called the Zephyr, the boat 
has a_ reinforced fiberglass 
hull, deck, cabin trunk and 
cockpit well with teak hatches 


and trim. Finishing of Zephyr 
is done in yard of A. Le Comte 
Co., in Holland 


CHALLENGER YAWL 
Length overall 38’6”, beam 11’, 
draft c/b up 4’, sail area 670 


sa. ft. Builder of fiberglass hull 
is Halmatic Ltd. of England 
Finishing is done in Denmark 
and Holland 


AMERICAN MARC INC. 
MARINE DIV. 
1601 W. FLORENCE AVE 
INGLEWOOD, CALIF 


MARC C-30 

Length 30’6”, beam 8’. 
sail area 400 sq. ft. Yaw) sail 
area 448 sq. ft. 6’ headroom 
Completely equipped. Dacron 
sails. Price, $7,495 for the 
Sloop version: $7,995 for the 
Yawl version 


Sloop 


AMERICAN BOATBUILDING 


CORP. 
WARWICK, R. | 


GALAXY 
A fiberglass auxiliary 
the Galaxy is 31 ft. 7 in. over- 
all, 23 ft. on the waterline, has 
a beam of 10 ft. 1 in. and 
draws 5 ft. A modified center- 
board version with 3 ft 
draft is available as custom 
construction for shoal water 
cruising. The boat carries 501 
sq. ft. of sail and can accom- 
modate four persons. She was 
designed by William H. Tripp 


Jr 
e 
THE ANCHORAGE, INC. 

57 MILLER ST., WARREN 3, R. I. 
12’ INTERNATIONAL 
Centerboard 4’. Sail 
72 sq. ft. Reinforced fi- 
iss and polyester resin 
t Aluminum spars, 
rigging, Hifield 
‘rs. Price $925 
x, centerboard, 
id artificial flo- 


sloop, 


2'x56 


SOJOURNER CLASS 
32'10”x29'4"x10'3"x4’6". Sail 


area 499 to 713 sq. ft. Built of 
fiberglas and color pigmented, 
polyester resin including hull, 
cabin decks, and cockpit sole 
Mast (hollow) boom and jib 
boom, sitka spruce; standing 
rigging, stainless steel; run- 
ning rigging, nylon, dacron, or 
linen. Sleeping accommoda- 
tions for 4 to 6 people. Has 6’2” 
to 69” headroom. Has cooking 
facilities and one head. Price 
$25,000 and up 


BAHIA BOATS 
BOX 1103, HIALEAH, FLA 


CLIPPER SAILER 

12’ Clipper Sailer is “95°% com- 
plete,” completely fabricated 
but unfinished. Fiberglass boat 
has plastic foam flotation, 
sealed hull, nylon sails and 
rigging, and aluminum mast, 
boom, rudder and centerboard. 
Price: $285, F.O.B. Miami. 


BALCO YACHT CO. 
P. O. BOX 4065, DUNDALK 22, MD. 
SEA DREAM 
25’ W.L. auxiliary sloop, with 
4’6” draft, solid fiberglass hull, 
impregnated color, up to %” 
thickness, solid mahogany 
cabin and trim, 3,000 lbs. bal- 
last, Sitka spruce mast and 
booms, marine plywood in- 
terior, bronze fastenings, can- 
vas or fiberglass covered cabin 
top, 375 sq. ft. sail area, air- 
foam cushions, lights, bell, 
horn, life  preservers, dry 
chemical fire extinguishers, 
stainless sink and water tank 
lavatory, racks, lockers, hard- 
ware instruments, controls 
ventilated bilges stainless 
rigging, chrome plated deck 
fittings, anchor, rubber 
mounted 60 HP (or smaller) 
engine. Available in any state 
of completion desired. Price, 


$10,945 
* 
BOCK BOATS, INC. 


2600 SUMMIT ST 
TOLEDO, OHIO 


BOCKSTER JR. 
12’ x 62” outboard-sailer 
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“Can you imagine? Pier 66 Franchised Marina service 


<<e oaauae and a fishing guide like this? 


At Pier 66 Franchised Marinas you can’t expect mermaids as 


a ae 
—~_xK* @& fishing guides, of course. But you can expect and get the very 


best in service, facilities and marine products at Pier 66 Fran- 
chised Marinas. These marinas are franchised to give boat owners 
a complete “pleasure package” for carefree cruising. 


ee ae a ee , Marina operators: Interested in a Pier 66 franchise? Write, wire 
DO ) e Stars on Pier 06 marina Durgees 


—the sure sign of service extras and high 
performance products. Bartlesville, Oklahoma. 


or phone to-day . . . Phillips Petroleum Company, Marine Sales, 
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ill stainl 
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e: $660 with 
BOCKSTER 
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of sail 
available 
14’ model 
Company 
loop in 18 
Price 18 


BRITISH INDUSTRIES CORP. 


RT WASHINGTON L. 1! m 


GAZELLI 


1 


18’ x 65" x 
board dow Midget 
Racing cla sailboat 
of sail 


(2'10" center- 
Ocean 
has 157 
area It is a 
rigged, centerboard 

i of mahogany ma- 
vywood. with buovancy 
1 built-in, and a V-bot- 
Feature include 

space for 3 or 4, self- 
cockpit, sliding hatch 
abin and rigging and fit- 
tain] teel. Price 


— 


AUXILIARIES 
turer offers auxilia- 
l luminum, 


custom 


include 
yawl 


custom 


Auxiliaries 
and racing 
also offers 


of steel and al 


models 

ketches 
Company 
buildin 


oul 


BURR BROTHERS BOATS 
FRONT ST 
MARION, MASS 


FORD 36’ CUTTER 
of cruising and racin 
ailboats feature 
desig 
Jr., available in several 
30at is 36’ x 109” x 4” with 
centerboard up, and has cruis- 
Ing accommodations tor 6 
Features include enclosed toi- 
let room and large galley. 4100 
lbs. lead ballast is carried and 
planking is everdur-fastened 
Philippine mahogany over 
white oak framing. Decks are 
fiberglass covered. Prices: $21,- 
661, cutter-rigged; $22,711, 
yawl-rigged 


ned by Fred S 


no 


CAPE COD 
SHIPBUILDING CO. 
WAREHAM, MASS 


CAPE COD BULL’S EYE 
L.O.A. 15’8%”, L.W.L. 12’6%”, 
beam 5'10”, draft 25”. Herres- 
hoff design sloop, fiberglass 
construction. Bronze hard- 
ware, stainless steel rigging 
Mahogany, varnished trim, 
aluminum spars with roller 
reefing gear 


MERCURY 
15’ Sparkman & Stephens de- 
sign. L.W.L. 13'10”, beam 5’5”, 


draft, centerboard 
Sail area, 119 sq. ft. Fiberg 
construction. Sheer is guarded 
with an extruded Vinyl guard 
Sold with or without sails 


down, 39 


iaSS 


CAPE COD RHODES 18 
L.O.A. 18’, L.W.L. 16’, beam 
63”, draft 4’ with centerboard 
down, sail area, 162 sq. ft 
Sloop rig with overlapping jib 


permanent backstay, alumi- 


num mast, roller reefing. Also 


available in keel model 


23’ CAPE COD MARLIN 
L.O.A. 23’, L.W.L. 17/11”, beam 
72”, draft 33”. Headroom 4’6” 
Mast 32 Herreshoff design 


sloop. Hull and deck, 
molded fiberglas 
Vinyl rubstreak 
iny toe rail 


one piece 
S construction 
with mahog- 
Fiberglass self- 
bailing cockpit. Outboard or 
inboard 1uxiliary engine 
ivailable for auxiliary power 
Has head, two water 
sink, pump, ice box, 2 berths 
with mattresses, bilge pump, 
lockers, lazaret, bookshelves, 
anchor, stove, and lights 


tanks, 


RAVEN 

L.O.A. 24’2”, L.W.L. 21'7”, beam 
7’, draft 7” with centerboard 
up, 5’4” with centerboard down 
Roger McAleer design, molded 
one-piece fiberglass hull. Color 
molded in hull, topsides white: 
deck grey; interior, grey peb- 
ble grain. 


RICHARD D. CARLSON 
SHELTER ISLAND, N.Y 


CUTLASS SLOOP 
Delivered completely painted 
and varnished in colors of 
owner’s choice, the Cutlass 
Class sloop has 74”"x edge 
grain mahogany planking and 
sleeps 2. Alternate arrange- 
ment with extended cabin 
sleeps 4 below. The standing 
rigging is 1x19 stainless steel 
with swaged terminals and 
bronze or stainless steel turn- 
buckles. The L.O.A. is 23'7”, 
beam 7'1” and draft 4’. Priced 
at $4,950 delivered in water at 
Shelter Island, less sails, the 
Cutlass has a list of extras to 
suit individual owner's re- 
quirements 


oor 


CASCO BAY BOATS 
4 CHURCH ST 
WOODSTOCK, VT 


KITTEN 
Moulded fiberglass racing din- 
ghy. 94” overall. Hard or Rat- 
sey dacron sails, weight 80 lb 
Complete with and all 
equipment, $375 


oars, 


8’ CLAMSHELL RACING 
PRAM 
Plywood construction with 
hard sails of dacron. Complet« 
with oars and all and 


gear 


painted your color, $215. Same 
model of blue Alsynite fiber- 
glass sheet, $275. Also offered 
is a Quahog racing pram, sim- 
ilar, but with 55 sq. ft. hard 
dacron sail, painted your color, 


$275. 
* 


CATAMARAN CORP. OF 


AMERICA 
2324 SUMMIT 
KANSAS CITY 8, MO 


TIKI PLEASURECRAFT 
12’ x 6’ x 4” (2'11” board down) 
catamaran is fully convertible 
from sail to power, and is rec- 
ommended for use with mo- 
tors up to 25 hp, and will tow 
skis at 18-20 mph. Under sail 
speed will reach 15 knots. Boat 
has mainsail and jib area of 
139 sq. ft., and may be used 
with spinnaker. Construction 
is of molded fiberglass, with 
aluminum spars and stainless 
rigging Prices: $1500 com- 
plete with sails; Construction 
kit form $1295. Also available 
are trailer and custom made 
camping shelter 


s 
CENTRAL MARINE CO. 


4030 PLAZA DR 

FRESNO 2, CALIF 

FLITE FISH 
11’ x 36” sailboat has one-piece 
hull constructed of flotation 
material weighing less than 25 
Ibs. It is coated with white 
epoxy enamel, and is complete 
with hull, aluminum mast and 
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offers 


= 


Moided Fiber Gioes Boat Co 


The 1961 MFG line offers many new 
features ...anewly designed deck comes 
in five colors... the dash board has a 
locking glove compartment for more 
storage... Shock free MFG torsion seats 
on the 15-16-17 and 19 models assure 
riding comfort. These features plus the 
famous molded fiber glass hull made on 
matched metal dies provide maximum 
resiliency and toughness for greater 
boating safety. 





MOLDED FIBER GLASS BOAT CO. 
55-4th Avenue, Dept. 161 
Union City, Pennsylvania 


Please send me free full color catalogue of 1961 MFG’s. 





Address_— 





City _ _—__Zone—___State 
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boom, jib and mainsail and 
all necessary rust-resistant fit- 
tings. Price: $99.50. 


CLUETT & CO 
BOX 398, GREENWICH, CONN 


INTERNATIONAL 500 & 600 
Cruising-racing auxiliaries 
combine traditional features 
with modern, concepts of de- 
sign. International 500 can be 
sloop or yawl rigged and has 
overall length of 31'3”, beam 
8’8”", draft 8 International 
600 overall length of 36’, 
beam 10’, draft 5 


CONCORDIA CO., INC. 
SOUTH WHARF 
SOUTH DARTMOUTH, MASS 


has 


BEETLE CAT BOAT 
12’4” x 6’ x2’ (with board) cat 
boat has approximately 100 sq 
ft. of sail area, and weighs ap- 
proximately 450 lbs. Planking 

cedar, and frames of 
Features include can- 
decks and brass 


1S of 
oak 
vas-covered 
hardware 


CONCORDIA YAWL 

x 10'3” x 5’8” vawl has sail 
650 sq. ft., and dis- 
placement of 18,000 lbs. Con- 
truction features steam-bent 
oak oak keel, African 
mahogany planking and ma- 
hogany deck trim. Equipment 
includes stainless steel rigging 
ind dacron s and running 

ging. Power is Gray 4 cyl- 
30 HP, with cockpit con- 
Yawl sleeps 4, and has 
and lavatory with pump 
sink and pump 
built-in bilge pump, 
box, alcohol 
running and 
Price: $28,000. 


DICKERSON 
BOATBUILDERS, INC. 
CHURCH CREEK ROAD 

CAMBRIDGE, MD 


39'10 


area oi 


frames 


sail 


oilet 


in wash 


room 
in galley 
cabin 


¢ 


table, ice 
ove and electric 


ridin lights 


“32” AUXILIARY KETCH 
32’ x 10’ x 4 auxiliary ketch 
sleeps 5, and has 25 HP Uni- 
versal Utility Four auxiliary. 


186 


Features include stainless steel 
rigging, bronze hardware, Sit- 
ka spruce spars and Dacron 
sails and running rigging 
Philippine mahogany is planked 
over white oak frames fastened 
with Everdur screws, and com- 
pany is also offering hull of 
marine plywood, fiberglass- 
covered. Equipment includes 
main cabin with dinette, en- 
closed toilet room, galley with 
alcohol stove and stainless 
steel sink, and a 9’ cockpit. 


GORDON DOUGLASS BOAT 
CO., INC. 
OAKLAND, MD 


ae 


19 FLYING SCOT 
The 19’ fiberglass Flying Scot 
is a planing centerboarder de- 
signed for family use and rac- 
ing. 69” beam and full bilges 
of the husky 700 lb. hull, com- 
bined with a lead-ballasted 100 
lb. centerboard, provide such 
stability as to make her easily 
handled by two persons. The 
clean sloop rig with Zephyr 
aluminum spars, stayed with 
only a single pair of main 
shrouds and a jibstay, makes 
the Flying Scot easily rigged 
by two persons for trailer use. 


DOUGLASS & McLEOD 
BOX 311, PAINESVILLE, O. 


THISTLE 

This famous class racing sloop 
is 17’ LOA with 6’ beam. Has 
175 sq. ft. sail area, plus spin- 
naker Hull is mahogany 
moulded plywood or fiberglass, 
with spruce mast and boom 
Available in kit form in three 
stages of completion. Price, 
complete boat less sails, $1,765. 
Complete glass Thistle less 
sails, $1800. 


HIGHLANDER 
Sloop 20’x6’8"x4'10" center- 
board down. Has 225 sq. ft. sail 
area, plus spinnaker. The hull 
is mahogany moulded plywood 
or fiberglass, with spruce mast 
and boom. The model is avail- 


able in kit form. Price, com- 
plete boat less sails, $2,435. 


EAST COAST BOATS 
BOX 117, OFSTER BAY, N. Y. 


MOBJACK 
17'x16’9"x6'6"x4'0” (c. b. down), 
fiberglass sloop, planing hull, 
weight 375 Ibs Aluminum 
spars, stainless steel rigging. 
Hollow fiberglass centerboard 
and rudder assembly. Entire 
boat is self-bailing. Air cham- 
ber and styrofoam flotation 
provide buoyancy awash. Hull 
will carry outboard power up 
to 25 HP. Price, less sails, 
$1,595; with Dacron and nylon 
sails, $1,940. 


GENERAL BOATS CORP. 
53-08 206TH ST 
BAYSIDE 64, N. Y 


PICNIC 17 

7’ fiberglass construction sail- 
boat and motor cruiser com- 
bination. Has cabin that sleeps 
family of three. Hull has both 
plastic flotation and sealed-in 
air chamber. Equipped with 
tiltable rudder and center- 
board, retracting into small 
centerboard trunk. Built-in 
toilet plus galley shelf, icebox 
and stove. Price $1,985. 


GERBER'S BOAT WORKS 
689 MINNEFORD AVE. 
CITY ISLAND 64, N.Y. 
LIGHTNING CLASS SLOOP 
The Lightning is an excellent 


all-around sailboat with out- 
standing performance, used for 
class racing and is an ideal, 
roomy and comfortable, mar- 
coni-rigged day sailer suitable 
for family use. Length 19’, 
beam 6’6”, sail area 177 sq. ft 
Price of standard boat $2100, 
less sails. 


BLUE-JAY 
The contender for the fast 
growing Blue-Jay sailing class 
has an over-all length of 13’6”. 
beam 5’2”, sail area 90 sq. ft. 
Price $895, less sails. 


PENGUIN 

The Penguin sailing dinghy is 
an international sailboat that 
may be used for class racing, 
frost biting, sailing instruction 
or as a sailing or rowing tend- 
er for larger boats. Length 
11’5”, beam 4’8”, sail area 72 
sq. ft. Price $530, less sails. 


SNIPE 
One of the largest racing 
classes in the world, the Snipe 
Class continues to grow year 
after year. Gerber has closely 
followed the Snipe lines and 
guarantees their boats will 
pass the most rigid measure- 
ments. Custom built racing 
Snipe, $975, less sails. Comes in 
kit form also, priced at $203.50. 


RAY GREENE & CO. 
508 S. BYRNE RD 
TOLEDO 9, OHIO 


REBEL 

16’ x 66” unsinkable fiberglass 
sailboat features planing hull, 
stainless steel fittings and rig- 
ging, aluminum spars and 
booms and wood tiller. Sail 
area is 166 sq. ft. Price: $1669, 
including sails. 


NIPPER 

12’ x 5’ sailboat is of marine 
approved plywood, with stain- 
less steel rigging, and 100 sq 
ft. of sail area. Flotation is in 
aluminum mast and alumi- 
num boom. Price: $539, in- 
cluding sails. 


VIXEN 

10’ x 54” sloop-rigged fiber- 
glass dinghy is suitable for a 
junior trainer, and has 90 sq 
ft. of sail area. Boat has stain- 
less steel fittings and riggings, 
and can also be used with out- 
board. Price: $666, including 
sails. 


NEW HORIZONS 

25'3” x 7'9%2”" x 3’ (6’5” center- 
board) auxiliary sloop is 
equipped with Universal 
Atomic Four 30 hp engine, 
and 12 volt battery. Features 
include 6’ headroom, stainless 
steel fittings, dacron main and 
working jib, enclosed head, 
bilge pump, equipped fiberglass 
galley with ice chest and stain- 
less steel and dacron halyards 
Also standard are 45 gallon 
fiberglass water tank, 30 gallon 
fiberglass fuel tank and fire 
extinguisher. Sloop sleeps 4. 
Price: $9850, with 324 sq. ft. of 
Sail area. 
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FASTEST, SAFEST STEERING 
for both Outboards and Inboards 


SteerMaster is the most advanced motorboat steering 
system available. It is the answer for those who want 
the ultimate in steering—quick response, fast turns and 
recovery, firm handling, complete dependability. After 
extensive testing, many leading boat builders have made 
SteerMaster standard equipment. Our own test boat 
provides continuous examination of SteerMaster under 
all conditions—in salt and fresh water, with every make 
and size of motor, in sunny and stormy weather. The 
results show conclusively that SteerMaster is the finest 
steering system you can buy—either for modernizing 
your present boat or for the new boat you’re planning 
to buy. 
Check these big SteerMaster advantages: 

Positive control - no back lash—no oversteering—no jam- 
ming—no pulleys or ropes to foul. 


Low wear factor - the exceptional wearing quality of cast 


iron, combined with the self-hardening characteristics of 


stainless steel, mean a steering mechanism you can trust. 
Moreover, there is no record of a Tru-Lay Push-Pull cable 
ever wearing out in service. 

Adaptability - handles any outboard installation, both sin- 
gle and dual. Has been accepted by many leading inboard 
builders. Also available for Volvo and other new inboard- 


outboard drives. 
Patent Pending 


acco SteerMaster STEERING 


Automotive and Aircraft Division 
American Chain & Cable Company, Inc. 
601-B Stephenson Bldg., Detroit 2 





TRADE “ 
mann 


SteerMaster 
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Corrosion protection .- all exposed parts corrosion- 
resistant—gear box and cable factory-lubricated for life. 
Quick disconnect - easy to remove outboard motor any 
time you want. 


Moderately priced - priced well in line for those who want 
the best. 


Motor hook-up 
is simple. Tran- 
som bracket holds 
Push-Pull cable in 
place and spring 
clip attaches end 
of cable to motor 
tiller. 


SteerMaster system 

is based on unique steering gear 
coupled with Tru-Lay Push-Pull 
cable. Roller bearings eliminate 
rubbing friction; positive safety 
stop prevents oversteering. Pin- 
ion gear of self-hardening stain- 
less steel won’t wear or loosen. 


GET THE 
COMPLETE STORY 
Write tor 
FREE copy 
of Bulletin DH-153 





- 6800-B East Acco Street, Los Angeles 22 « 929-B Connecticut Ave., Bridgeport 2, Conn. 
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MARINE 
SUPPLY DEALERS! 


Hundreds of dealers across the nation profit by selling 
PopuLAR BoaTING each month to their customers. Are you 
one of them? PopuLaR Boatinc helps build store traffic 
customers coming back month after month for 
you sell—and, best of all, you earn a neat 
No Risk INVOLVED. 


keep 
the merchandis« 


profit on each copy sold 


So get PopuLtar Boatinc, the world’s 
largest selling boating magazine. Or, order your copies now. 


Just use the handy coupon below. 


details on selling 


Retail Sales Division 

Popular Boating 

One Park Avenue, Ait.: Jerry Schneider 
New York 16, New York 


G for resale in my store 


Store Name 
Address 
State 


City Zone 


Signature 
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NEW WATER SPORTS ADVENTURE 


FOR THE WHOLE FAMILY 


é ° 
~ Bhnt 
ENJOY THE THRILLS OF WATER 
SKIING, THE EXCITEMENT OF 
AQUAPLANING 
REAL PLEASURE WITHOUT EXERTION 
The newest water sports craze — new 
\ thrills for young and old. Real pleas- 
a ure for everyone from 4 ¢ 


» B4. Pro 


vides sit and ride actio Anyone can 


ride the Bror s Red. Ye 


see ae 
— Write for Information — 
WATER SPORTS EQUIPMENT 


COMPANY 
SHELL LAKE, WISCONSIN 








GRUMMAN BOATS 
MARATHON. N. Y. 


INC. 


ALL-PURPOSE DINGHY 
8%’ Dinghy designed by Phil 
Rhodes weighs 78 lbs. Serves 
as a one-design sailboat, as a 
yacht tender, or as general 
utility craft. Handles motors 
up to 3 HP. Supplied either 
as a rowing or sailing Dinghy 
For a small additional cost the 
sailing rig can be enlarged 
to a “G” class rig, carrying 
50 sq. ft. of sail area. 


e 
GUNDERSON CATAMARAN 


P.O. BOX 88 
BELMAR, N. J 


GUNDERSON 
CATAMARANS 
Catamarans are available in 
three sizes, all with round 
bottomed hulls of solid fiber- 
glass, and centerboards and 
rudders of aluminum. Prices, 
12’x 72”, $445; 15’x 80”, $695, 
and 18x90”, $995, all prices 

less sails. 


R. HAMANN & SONS 


ROUTE 52 
CARMEL, N. Y 


WATERBUG 

8’ x 44” x 16” sprit rigged sail- 
ing pram is of mahogany ply- 
wood, and has 41 sq. ft. of ny- 
lon sail. Bronze fasteners are 
used. Company also makes 
“Sea Flea,” with same dimen- 
sions, and with Marconi rigg- 
ing, and “Little Dipper,” Mar- 
coni or sprit rigged sailing 
pram, 10’ x 4'6”x 16”... Prices: 
Waterbug, $152.50: Sea Flea, 
$298.85 and Little Dipper, $225 
sprit, $285 Marconi. 


ONE DESIGN SLOOPS 
Line includes Blue Jay, 13’6”, 
of mahogany plywood, $685 less 
sails; Windmill, 15’6”, of ply- 
wood, $440 less sails; Thistle, 
17’, molded mahogany ply- 
wood, $1,765 less sails; High- 
lander, 20’, of molded mahog- 


any plywood, $2,435 less sails, 
and Jet 14, 14’, of molded ma- 
hogany plywood, $795 less sails. 
Also available in Penguin, 11’6”, 
one design catboat of mahog- 
any plywood, $395 less sails. 


WAYWARD WIND 

22'6” x 78” x 2’8” (board up) 
cruising auxiliary sloop is de- 
Signed by Sparkman & 
Stephens Features include 
combination keel centerboard 
type, strip planked. Accommo- 
dations for four include head 
and galley. Auxiliary power 
is 8 HP Volvo diesel. 


HENRY R. HINCKLEY CO. 
SOUTHWEST HARBOR, ME. 


SOU’WESTER, JR. 
303” x 89” x 4’7” fiberglass sloop 
has sail area of 397 sq. ft., and 
displacement of 9,500 Ibs. Sloop 
has a C.C.A. rating under 20 
Features include full headroom 
in both cabins, completely en- 
closed head and large cockpit 
with sail lockers under seats. 
It can be sailed singlehanded. 


BERMUDA 40 
40'9” x 11/9” x 41” (8’7” board 
down) fiberglass centerboard 
yaw] is designed by William H 


ae - 

Tripp, Jr., has displacement of 
19,000 lbs. and sail area of 725 
sq. ft. One-piece fiberglass 
hull is stiffened with a one- 
piece molded fiberglass deck, 
deckhouse and cockpit, and 
has plywood bulkheads. Fea- 
tures include exterior teak 
trim Cabin area accommo- 
dates 6, and standard equip- 
ment includes life lines with 
Stainless’ steel stanchions, all 
running rigging for racing 
Sails, pressure water system, 
stove with oven, 14 volt alter- 
nator, aluminum masts and 
Sitka spruce booms. 


HODGDON BROS. 
EAST BOOTHBAY, ME. 


HODGDON 21’ SLOOP 
21'4”x18'4"x3’5” draft keel sloop, 
equipped with dacron main- 
sail and jib, Genoa, and Dyna- 
lite spinnaker. Constructed 
of white cedar on oak; sawn, 
laminated mahogany transom, 


POPULAR BOATING 





—SAILBOATS 





an 


Ib 


alt 
les 


d an aqua-dynamic, 1000 
lead keel. Spars are hollow 
iminum; rigging is all stain- 
s steel Accom 10dates four 


to six as a day sailer. Said to 


be 


be 


fast and abl iesigned to 
offered on a national basis 


HOLIDAY YACHTS, INC. 
CENTERPORT, L.I., N.Y 


oT ‘TONT AIL 
sloop oOo! 


fibers 


alumi- 

steel 

is sty- 

$995: cotton 
$98: Dacron 
$135, and 


24’ CATALINA HOLIDAY 


fiberglass M.O.R.C. auxil- 
y has 8 im, 3’6” draft and 
Sq. It f work sail area, 
isthead ] Equipment 


cludes dacron working sails, 


and spruce 
engine 
starter, 
icebox, 
staln- 

fit- 

ind has 
$6,890, 

po! ts. 


ilable. 


be 
or 
mast- 


I ) 
and Groco 
with Dacron 
sloop §ssrig, 
op rig, 

ad yawl rig 


EBRUARY, 196] 


$7745. Also available as a day- 
sailer with 2 berths, $5590 
Company also offers 30’2” x8’5” 
Holiday, standard or masthead 
sloop or masthead yawl with 
similar engine equipment and 
fittings Prices: all with Dac- 
ron sails, standard rig, $9490; 
masthead rig, $9694, and yawl 
$10,090. 


32’ CARIB HOLIDAY 

32’ x 9'5” x 4’7” fiberglass aux- 
iliary can be rigged as mast- 
head sloop or yawl. Boat sleeps 
6, and has dacron sails, alumi- 
num mast, stainless standing 
rigging and dacron runnins 
riggins Equipment includes 
stainless galley with sink, ice- 
box and stove, and teak and 
mahogany interior fittings. 
Engine is 22 hp Palmer, 4 cyl- 
inder, water cooled, with 
starter and generator, 12 Volt 
Price: $15,200, duty paid East 
Coast ports 


41’ HOLIDAY 

MOTORSAILER 
.12'5” motorsailer is pow- 
by .a Mercedes-Benz 6 
ylinder diesel engine, fresh 
water cooled. Hull is of weld- 
ed steel, decking is teak. Fea- 
tures include cockpit with 3 
floor hatches, deckhouse with 
dinette convertible to double 
berth, complete stainless steel 
alley, complete Groco lava- 
tory, and forward stateroom 
with 2 berths. Two transom 
berths are optional. Price: 

$34,000 complete. 


HYDROCRAFT 
BOX 3381, SAN DIEGO 3, CALIF. 
SEA CAT 42 
42’ x 20’x 20” sailing catama- 
ran is capable of speeds to 20 
to 20 kph, and has owner’s 
stateroom, guest’s state- 
room, main salon, flying 
bridge, crew’s quarters in each 
hull and sport-fishing and sun 
deck. It can accommodate 6 to 
14 for ocean cruising, and 1 to 
6 for racing. Galley and head 
are on deck, and shower and 
head in hulls. Features in- 
clude retractible “zee-drive” in- 
board auxiliaries. Company 
also offers plans and com- 
pleted boats of Sea Cat 34, 
twin cabin sail cruiser sleep- 


SEA CAT 8 
tamaran Sail or motor boat 


sabot ty 


pe rig, and is 
nished boat, as 
as patterns. Company also 

Sea Cat 12, sail or mo- 
oat, and Sea Cat 16 sail- 
t, seating 6 to 8. 


lable as fi 


KAYAK CORP. OF AMERICA 
206 E. 86TH ST 
NEW YORK 28, N.Y. 
STANDARD 
DOUBLE SEATER 520 ZS 
17’ x 2’8” sailboat comes apart 
and folds for storage and 
transportation, and has frame 
of solid ash, deck of heavy 
canvas and hull of 5 ply nat- 
ural rubber. Sail area is 68 
sq. ft. Boat is German import. 


The BIG 20th Annual 
MIAMI 
Sebormational 
BOAT 
SHOW 


DINNER KEY AUDITORIUM 
YES! 


This is the BIG year. This is the year 
for the biggest, most spectacular show 
in our history...a multi-million dollar 
marine display, the fabulous Aqua 
Parade on Biscayne Bay and the trop- 
ical Florida winter climate add up toa 
show you won't want to miss...make 
plans to attend NOW, 


FEBRUARY 17 thu 22 


SHOW OPENS: DEALERS! 
7:30 P.M. FRIDAY HOURS 
FEB. 17 10 A.M. to 1 P.M. 
1 to 11 P.M. DAILY SAT. FEB. 18 
SAT. thru WED. | thru WED. FEB. 22 


DEALERS: Only advance registrations 
honored. To register — write 


Peggy Leyshon, Executive Director 


MIAMI INTERNATIONAL BOAT SHOW, INC. 
1333 S. MIAMI AVE., MIAMI 32, FLA. 


—_ 


Show it in MIAMI— and you show the WORLD! 
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complete; $275, 


FOLDING SLOOP 380 DS 
13'x 4'1 loop can be disas- 
embled and folded, and ha 
frame of id h, hull of 5 

iral rubber and heavy 
deck. Sail 
German import 


ond 
ompiete 


KOMATSU MFG. CO. LTD 
OTEMACHI BLDG OTEMACHI 
CHIYODA-KU. TOKYO. JAPAN 


area 


KOMATSU 10 
sailboat car 


l so be 
notor to 
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7 HP 


one- 
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is ( 
construction 
rimming Bottom 
1 weighs 66 Ibs 
boat weighs 


HENRY R. McCUNE 
SHIPBUILDERS 

W. PROVIDENCIA 
BURBANK ALIF 


SUPER 


SATELLITE 
x6'x3 ilbe 


has 130 sq 
ross 


tT 
f 
ht $797. 


rHE VICTORY 


x 63 Lilbos 


MOUNT DESERT 
YACHT YARD. INC. 
M NT DESERT, ME 


ae | 
CONTROVERSY 27 
27'6" auxiliary is available with 
wood or fiberglass construc- 


190 


has 71” beam and 

Features include 
galley, berths 
and an 8 
about 


com- 


tion, and 
2'10” draft 
full headroom 
over 69” for 4 or 5 
cockpit. CCA 
20.5. It is 
boat 


rating is 
ivailable as 
unfinl 
Prices 


hed, or as 
hull bare hull 
complete, wood, from 
fiberglass $9500 (all 


> approxim 


AMPHIBI-CON 
auxiliary is o 
in glued-strip construct 
completed boat ($6,675) 
finished $3,995) or kit 

Completed boats 
available imported, or cu 
built 


ple ted 
bare 
$3,500 
$8,000 
price 


ite) 


ooo Xt’9 


($1,995) 


AMPHIBI-ETTE 
24 auxiliary is available as 
basic kit, semi-finished or 
completed boat. Prices: from 
$1,650. Dacron sails and trailer 
are also offered 


CONTROVERSY SERIES 
Boats are offered in 28’, 30,’ 32 
(motor sailer) and 36’ models 
in various stages of construc- 
tion. Prices range to $20,000 
Other light-displacement de- 
Signs are available for custom 


building 
a 
NATIONAL ONE DESIGN 
20 - 3lst ST... N. E 
CEDAR RAPIDS. IOWA 
NATIONAL ONE-DESIGN 
17'x5'8" x4 sloop 


available in various stages of 
truction 


fiberglass 
cons and is ffered 
complete wi 
stainless 

tace-Lite 

is of white cedar 
spruce 


1 SltKka 
and contains pre- 
assembled frame 
keel and keelson 
cheeks and knee 


trunk. Boat is offe 


Greene and Co., 502 S. Byrne 
Rd., Toledo 9, O. Price, com- 
plete: $1,250, less sails. Frame 
kit is offered by Peter A. Geis 
Severna Park, Md. Price: $85 
Complete plans and instruc- 
tion book available from Capt 
H. E. Saunders, 7606 Maple 
Ave., Takoma Park, Md. Price 


$15. 
* 


NAUTICA CORP. 
BOX 26, PARAMUS. N. J 


420 SAILBOAT 
13/10” x 5’4” x 32” fiberglass 
racer can be used with sloop or 
cat rigging, and features tilt- 
ing centerboard and rudder, 
Stainless steel rigging, self- 
bailer and transom bailing 
flap. Price: $930, complete less 
Sails; Dacron sails, $170. Com- 


»— 
pe 


pany also offers a Moth, $750, 
and Flibustier, $900, the Moth 
of molded fiberglass, Flibustier 
of mahogany plywood 


LANAVERRE 5-0-5 
166” x 62” x 3'9" fiberglass 
planing racer was designed by 


Lanaverre, has sail area of 


wt 3 
wate 


150 sq. ft 
equipment 
roller reefing 
centerboard 


and complete racing 
Features include 
mainsail and 

Price, $1,485. 


MARAUDEUR 
x39” (board 
cruiser is of 
plywood has 
enclosed c 


16°x 59 
camping 
mahogany 
centerboard abin 
sleeping 2 and sail area of 152 
sq. ft. Features include roller 
reefing jib and mainsail, and 

used with out- 
board auxiliary from 1 HP to 


3 HP. Price, $1,245 


down) 
molded 
keel, 


boat can be 


CORSAIRE 

18'1" x 63” x 3'9” (board down) 
enclosed cabin cruiser has keel 
and centerboard, sail area of 
172 sq. ft., flotation blocks and 
outside ballast. Boat is of ma- 
hogany plywood, has self-bail- 
ing cockpit and can be used 
with outboard auxiliary from 3 
HP to 5 HP. Price, $2175 


CAP VERT 
263" x 8' x 47 (board down) 
ocean racer-cruiser is of mold- 
ed mahogany plywood, has 367 


sq. ft. of sail area and is avail- 
able in either a 4-berth single 
or 5-berth double cabin model 
Features include plastic flota- 
tion lining bonded to entire 
hull, outboard motor well for 
outboards from 5 HP to 10 HP, 
enclosed head and_e galley 
Prices, $6,900 single cabin; 
$7,500 double cabin. 


THE O'DAY CORP. 
9 NEWBURY ST 
BOSTON 16, MASS 
OSPRAY 
15'6” x 6’ x 4 (9” centerboard 
up) fiberglass sailboat will 
sleep two, and has seating ca- 
pacity for 6. Boat has 125.7 sq. 
ft. of sail area, and weighs ap- 
proximately 450 Ibs Price: 
$1,085, FOB Fall River, Mass 
SEVEN / ELEVEN 

7/11” x 42” aluminum craft can 
be used as sailboat, rowboat or 
powered with 3 hp motor. It 
weighs 89 lbs., has aluminum 
mast and boom, and 34 sq. ft 
of sail area. Prices: $355 com- 
plete with sail; $185, rowboat, 
both FOB Fall River, Mass. 
PUFFIN 

2’6” (9” centerboard 
has sloop rig and 


a a de 
up) boat 


parachute spinnaker. Features 
include fiberglass construction. 
Price: $850, less sails, FOB Fall 
River, Mass 
SUPER SPRITE 
fiberglass sailboat was 
for adult beginners 


10’x4’'10 
designed 


a = 

in sailing, and can be rigged 
either as catboat or as a sloop 
Seats 2 adults. Price: $585, 
complete less sails. Construc- 
tion of fiberglass hull and in- 
terior is by Marscot Plastics, 
Inc., Fall River, Mass 


DAY SAILER 
16’6”"x6’ sail boat has draft of 
4’ (centerboard down) and 6 
(centerboard up) and has 145 


sq. ft. of sail area. Boat is of 
fiberglass, has seating capacity 
of 6 to 8, and will sleep two 
Price: $1,495, complete, less 
Sails ' 
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ALUMINUM PLANKED HULL 
——— PHANTOM SERIES CRUISERS 


AH ~ ha 


_ MAKE INTERNATIONAL DEBUT 


RICHARDSON displays newest concept in marine hull construction 


First public viewings of the Avro marine construction Avro Aircraft Ltd. of Canada is contributing its inter- 
concept for the Richardson Aluminum Boat Division nationally known experience in advanced aeronautical 
are scheduled for the 1961 Boat Shows of: design and light-alloy construction to the tailoring of a 

time-proven marine alloy supplied by Kaiser Aluminum 
LONDON, ENG. NEW YORK, N.Y. TORONTO, ONT. DETROIT, MICH. and Chemical Corp. in creating the world’s first planked- 


VANCOUVER, B.C.. PORTLAND, OREGON SAN FRANCISCO, CALIF. aluminum hulls for pleasure cruisers. 


36 Sedan (left) Other models 32’ to 46’ 40 Double Cabin Salton (right) 
Also, at the N.Y. Boat Show, will be shown cedar-planked Custom 43’ Motor Yacht 


For Complete Information visit your RICHARDSON DEALER or write to 
RICHARDSON ‘CRUISERS OF TOMORROW,’ North Tonawanda, N.Y. 


FEBRUARY, 1961 





BUYING GUIDE DIRECTORY—SAILBOATS 





PATTERSON CATAMARAN CO. 
BUTTERY ROAD 
NEW CANAAN, CONN 


WHISKER 

Length of hulls 116”, maxi- 
mum beam 5’9”, sail area 87 
sq. ft. Hulls are constructed 
of fiberglass with aluminum 
-members. Features alu- 
minum mast and boom, stain- 
less steel hardware and fit- 
tings. Hull features stowage 
compartments in decks. Price 
including full length batten 
sail. $985 


cros 


PEARSON CORP. 
BRISTOL, R. I. 


PLEBE 
8’ fiberglass sailing dinghy 
ind ten Can be sailed, 
powered or rowed. With fiber- 
glass seats and reinforcements, 
$359 with mahogany seats 
ind reinforcements, $395 


TRITON 
28’ auxiliary sailing 
design y Carl A 
and built of 


cruiser 
Alberg 
Avail- 


fiberglass 


loop rig. Sleep- 

itions for 4 or 6 

Stainless steel 

; ice box foam 

n ill standard equip- 

ment necessary to boat. Pow- 

ered by Universal Atomic 4 

(25 HP) engine with direct 

drive, generator, reverse gear 

and starter. 12-volt system 
Price, approx. $10,000 


TIGER CAT 
17’ catamaran is offered in 
wide molded-in 
color combinations. Construc- 
tion is of resin-impregnated 
molded fiberglass in two large 
sections with secondary bond- 


selection of 


192 


ings. Spars, mast, boom and 
jib luffspar are all of alumi- 
num alloy extrusions and are 
grooved for Standard 
equipment includes all fittings 
necessary for racing without 
spinnaker or for day sailing 
Extreme beam of 7'11' al- 
lows for trailering. Free litera- 
ture on request 


sails 


VICTORY 
37'3” fiberglass ocean racing 
yawl by Designer William H 
Tripp, Jr., sleeps 6, has custom 
interiors, and wide color selec- 
tion. Price, $28,850. 


PEDUZZI INTERNATIONAL 
BOX 68, HUNTINGTON, N. Y 


SAILING CRUISER 
20’ x 6’6" x1’ (5’ centerboard 
down) “Valiant” class day 
boat and camping cruiser has 
196 sq. ft. of sail area. Fea- 
tures include hollow center- 
board ballasted with 150 lbs. of 
lead, special inboard/outboard 
installation, cockpit canopy, 
detachable main thwart form- 
ing table above centerboard 
case and stainless steel rig- 
ging and fittings. Optional 
equipment includes terylene 
or cotton sails, canopy and 
struts and roller reefing 


Ny 


ARTHUR PIVER 
MILL VALLEY, CALIF 


= 


PIVER SAILBOATS 
New fleet comprises 12 craft 
from 10’ to 35’. New boats in- 
clude three racing catamarans 

-12’, 14’, and 18’. Ocean going 
rimarans are the Nimble 30 
and the Lodestar 35 


RHOWEN, INC. 
923 INDUSTRIAL AVE 
PALO ALTO, CALIF 


EL TORO 
A large class on 
Coast and rapidly growing in 
popularity in the East, the El 
Toro is 8 ft. overall with a 46 
in. beam. She is made of fiber- 
glass and sells for $375 com- 
plete, f.o.b. Palo Alto. 


ROBERTS INDUSTRIES, INC. 
76 POST ROAD 
BRANFORD, CONN 
BLUE JAY 
13’6”"x5/2” sailboat has 90 sq. 
ft. of sail area with mainsail 
and jib, and spinnaker may be 
added. Construction is of ma- 
hogany marine plywood plank- 


the West 


ing, with sitka spruce mast 
and T-boom. Available com- 
plete, or as kit or ready-to- 
paint 


DOLPHIN 
12’3” x 34%” boat has sail area 


SAILING SEA SHELL 
8’ sailboat, is offered, and also 


a Sail Conversion kit to fit 


prams. Prices: 8’ sailing pram 
kit complete with white nylon 


sail, $149.50. Sail Conversion 
kit (less sail) $65. Also avail- 
able ready-to-paint and com- 
plete. 


DUSTER 
14’ one-design class 
Sailboat is designed for shel- 
tered waters, and is available 
as kits or custom-built to 
order 
a 


SAILSTAR BOATS 
WEST WARWICK, R. | 


racing 


LITTLE BEAR 
Compact trainer and day- 
sailer has maximum room in 
only 11'%’ of overall length 
Molded in fiberglass, the sloop 
is popular as a frostbitter 
Carries 86 sq. ft. of sail. 


EXPLORER 
17’ fiberglass day-sailer fea- 
tures fiberglass construction 
Fast stepping sloop offers 


thrills to skippers by planing, 
yet are simple to rig and sail 
Special feature is the Kicker- 
pit in the afterdeck that elim- 
inates need of unsightly motor 
bracket for outboarding 


SAYBROOK YACHT YARD 

OLD LYME, CONN 
BLUE JAY CLASS SLOOP 
13.’ x 5’3” x 18” Blue Jay class 
sloop is marine plywood 
planked and rigged for main 
jib and spinnaker with sail 
area of 90 sq. ft. Designed es- 
pecially as training boat for 
beginners, sloop has capacity 
for 3 to 4 persons. Price, $995 
less sails. 


LIGHTNING CLASS SLOOP 
19’x6’6"x2’ Lightning class 
sloop is red cedar planked and 
rigged for main, jib and spin- 
naker, with sail area of 177 
sq. ft. Boat features all glued 
construction and has a 4 to 6 
person capacity. Prices: $1,975 
day sailer less sails; $2,390 cus- 
tom racing model less sails. 


W. D. SCHOCK CO. 
18141 GREENVILLE RD. 
SANTA ANA, CALIF. 


CATALINA CATAMARAN 
17%" x 7/1114” x 8” (3’2” center- 
POPULAR BOATING 





..a completely new “Gatamaran” 





designed for superior performance and safety 


of U.S. EXP-A-N-DED ROYALITE 


Custom Craft’s 17’ ““Delta-Ray” is the newest and 
most exciting model to join the ever-growing fleet of 
U.S. Exp-a-n-ded Royalite boats. 

The Catamaran’s fully patented hull design fea- 
turing the new delta wedge allows inside banking, no 
cavitation, all with peak single-engine performance. 
Its construction of extra-light, extra-strong five-ply 
U.S. Exp-a-n-ded Royalite provides a smooth, quiet, 
and vibration-free ride. 

And...in addition to its obvious beauty ...the 
“Delta-Ray”’ incorporates unusual safety features 
resulting directly from its Exp-a-n-ded Royalite con- 


struction. Whether it’s the ‘““Delta-Ray,” or any pleas- 
ure craft, there’s more fun, safety, economy, and 
durability when a hull is of U.S. Exp-a-n-ded Royalite. 





At the Boat Shows— Be sure to see 
exciting new boats of U.S. Exp-a-n-ded Royalite 


New York Coliseum —Jan. 11 thru 22—Space 147 


Chicago Lakefront Exposition Center 
March 24 thru April 2—Space 237 











For more information about the ‘Delta-Ray,” write: Custom Craft, Buffalo 7, New York 


United States 


10 EAGLE ST., PR 
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can be used with outboard mo- 





refrigeration, three-burner 


range with 


board down) all-molded fiber- 
catamaran weighs 
Ib completely rigged Fea- 
fold-down metal 
centerboards 
and custom- 
combination 
jam cleats are used 
main and jib sheets 
gging 1 tainless steel 
ill sails and lines 
Cockpit is self-bail- 


tures include 
deck 


win 


pivoted 
-up rudder 
made Marine! 
fair-lead ] 
on both 
All ri 

ind {; 
Dacron 
ing 


are 


LIDO 14 SLOOP 
14x72 ill-fiber iss day 
h hinged um 


and boom, sail area of 


sailer 
mast 
111 sq 


> 
ep, Se 

ee 7s 
er sre 


300 Ibs 


Features 


ghs om- 
in- 
re ind-aft 
ition cham- 
centerboard 


Price 


ft ind wei 
pletely equipped 
clude integral f 
seats providing flot 
ber ind swil 
locks in a! osition 
$1,075 le sail 
LEHMAN INTER-CLUB 10 
10'3"x53" fiberg] boat has 
: 9’8" | m and 
Prices 


Kit 


sail 
$550 
$465 


LEHMAN 


fiber 


22 JR OC! 


AN RACER 


) iy ft 
« (ral 


two people with 
Sloop 


ana 


t winch 
260 sq. ft 


from 3 hp to 7 hp 
Equipment includes 4 berths 
head, galley sink and 
drain, fresh water tank, stain- 
less steel standing rigging 
and dacron running 
watertight self-bailing 
life lines and stan- 
running lights and 
bulkhead-to-bulkhead carpet- 
ing. Price: $4750, complete 
sails 


tors 


space, 


Stainless 
rigging 
coc kpit 


chions 


less 


NAPLES SABOT 
7'10”x46” fiberglass model 
laminated wood mast 1 
boom, 7'3 and sail 
38 sq. ft. Features include pos- 
itive buovancy tanks. chrome 
hardware and dacron sheets 

$315 complete, less 


$230, less sail: 


SEAFARER 
GLASS YACHTS 
60 E. 42ND ST 
NEW YORK |7, N.Y 


1as 
3 
( 


I 
2 
> 


area of 


FIBER INC. 


TRIPP 30 
30'4"x8'6"x4’6" fiberglass auxili- 
ary yaw! was designed by Wil- 
liam H. Tripp, Jr., and built 
under contract by Werkspoor 
N. V. of Amsterdam and 
Utrecht, Holland. Entire hull 
deck, house, cockpit and all 
main bulkheads are bonded 
together. Engine is a 30 HP 
Universal Atomic Four, and 
standing rigging is stain- 
steel, and deck fittings 
Yawl sleeps 4 
length berths 


( room 


all 
less 
bronze 
ha full 

enclosed 
with stove and sink and 
space 


cast 
and 
H oilet 
galley 


stowage 


a 
SHELTER ISLAND BOAT CO 


EVERS MARINAIR 
4170 OUTLOOK AVE 
BRONX 65, N. Y 


NEW SLOOP 

MORC sloop is 
offered by 
Boat Co 
the 


A 26 ft 
newest boat bein 
l Island 


} 
also 


| Shelte 
The company builds 
Shelter Island 30, a fiberglass 
motorsailer designed by Al 
Mason An 8 ft fibergla 
il avaliable 


English pram is also 


. 
SIDDONS & SINDLE INC 


CENTRAL AVE 


ISLAND HEIGHTS, N. J 


NOMAD MK II 
LOA 20'6 Beam 7'2 
10”, and 4/'11” 
approx ] 
plywood hull 


Draft 


with molded 
fo! 


1200 lbs 
Dimensions 
fiberglass hull are: LOA 20’9 
Beam 7'8”, Draft 11” 


Displacement approx. 1500 lbs 


Displacement, 


and 4’. 


Mainsail 125 sq. ft. Cabin sides 
are varnished mahogany ply- 
wood and cabin tops are fiber- 
gla covered 


JET 14 
racing dinghy avail- 
molded plywood or 
construction. Com- 
plete boat le: ails $795.00 
Complete boat, unfinished for 
those who prefer to paint and 
varnish their own boats $675 
Kits range from $260 to $510 


Popular 
able in 
fiberglas: 


FLYING DUTCHMAN 
Olympic class boat in both 
fiberglass and molded plywood 
Mahogany plywood  center- 
board and rudderblade. Rud- 
derblade adjustable for depth 
Mahogany tiller and hiking 
tick Fiberglass version 
$1,795. Molded plywood: $1,695 

le ails 


STAMM BOAT CO. 
DELAFIELD, WIS 


- PORE re 
CLASS BOATS 

New this year at Stamm is the 
Lightning Class sloop priced 
at $2,410. Also available are a 
Class C Inland Scow for $2.160 
Class X $1,195; Snipe 
Cla $1,250: Arrow Class, 
the DN-60 iceboat. a 12 
ft. outboard, 9 ft. dinghy, and 
12 ft noe 


sloop 
$2,410 


fiberglass ca 


STOWMAN 
SHIPBUILDING CORP. 
27 FRONT ST 
DORCHESTER, N. J 


NEWPORTER 40 


‘wx W@W x idx & 


wood over 
completely fiberglass sheathed 
Equipment includes 


pressure 
covering, lifelines, insect 
screening and cruising battery 
There are 825 sq. ft 
Sails 
Price 


auxiliary 
ketch has basic construction of 
oak framing and is 


sleeping 
accommodations for 6, electric 


broiler and oven, 
water system, floor 


of dacron 
Boat displaces 11.4 tons 
$33,500 


SU-MARK, INC. 
WALPOLE, MASS. 


FEATHER 

Cat rigged dinghy. Complete 
with mast, sail track, built-in 
daggerboard and well, and flo- 
tation tanks that serve as side 
seats, leaving the center clear 
Can be rowed, and will take 
up to 3 HP motor. Priced from 
$299 50 


SURFLINER CORP. 
LAKE WALES, FLA 


MELODY YACHTS 
Line of boats ranges from 24’ 
to 40’ sailing auxiliaries, all 
available in kit, semi-com- 
pleted and finished form. All 
models are available in fiber- 
glass plywood V-bottom hulls 
with all fiberglass cabins, 
hatche and other compo- 
Prices from $13,995 


TRIANGLE MARINE CO. 
5395 ST. PAUL BLVD 
ROCHESTER 17, N. Y 


nents 


TRIANGLE 20 
20'6"x7'4"x2'2” (5' board down) 
fiberglass auxiliary sleeps 2 
Features include complete gal- 
ley head. Price: $3,450, 
less FOB Rochester. 

& 
A. R. TRUE, INC. 


10 MORRILL ST 
AMESBURY, MASS 


and 
sails, 


ROCKET 18’ 

beam 6'6”, draft cen- 
terboard down 3’6”, sail area 
180 sq. ft Weight 850 lbs 
Features cedar planking and 
stainless steel rigging. Price 


with sails, $1400. 


LOA 18 


KNOCKABOUT 
Length 14’, beam 5’3”, sail area 
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NOTES FROM CAPT. FRED’S LOG 








NEWS FROM RAYTHEON: IMPROVED MODELS FOR 1961! 


Every boating enthusiast, whether he 
skippers a 15-foot runabout or a 70-foot 
offshore cruiser, knows that marine 
electronic equipment is a valuable ship- 
mate. As modern electronic science 
takes new strides forward, this equip- 
ment becomes even more indispensable. 


‘A case in point is Raytheon, which 
pioneered the field. Raytheon is in- 
troducing more than a dozen new, 
improved models in its 1961 line. 
Yachtsmen will now have a greater se- 
lection of Raytheon gear than ever 
before, all with the traditional quality 


Dash mounting of radiotelephone 


of the generally-acknowledged leader of 
the industry 


Heading the list are seven radiotele- 
phones, ranging from the new 15-watt 
model 1015 radiotelephone, to the pow- 
erful RAY 1150 150-watt model for 
large offshore yachts 


These new radiotelephones have 
been completely redesigned for “loud 
and clear” performance and increased 
resistance to foul weather. Their light- 
weight aluminum covers are guarded 
by a new, scratch-resistant finish. 


Improved construction makes them 
highly water resistant, so they can be 
safely mounted on a flying bridge, ex- 
posed to spray and scud. 


Raytheon’s all-new, 15-watt radio- 
telephone, model 1015, is powerful 
enough for the needs of all short range 
cruising, yet priced at only $226, in- 
cluding antenna and two sets of crys- 
tals. This lightweight and compact unit 
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has four crystal-controlled channels for 
both sending and receiving, and oper- 
ates on 12 volts DC. 


It features exceptionally low oper- 
ating current—only .2 amp. on stand- 
by. This makes it ideal for outboards 
and small cruisers where it easily runs 
off the starting battery. 


Skippers who strike out beyond the 
bouys will be interested in Raytheon’s 
powerful, new model 1150 radiotele- 
phone. The power supply and trans- 
mitter can be mounted below deck; the 
set is then operated from the bridge via 
a compact remote control unit. Similar 
control units, which are optional, allow 
operation from other locations as well 


Safe navigation (and a scientific way 
of finding fish) can now be enjoyed by 
every boat owner with the introduction 
of Raytheon’s DE-718 Fathometer® 
depth sounder. Specially designed for 
small craft, it has a compact indicator 
which rotates on a mounting yoke for 
easy viewing from any position. Its ex 
clusive Raytheon light-trap dial can be 
read even in bright sunlight 


New DE-718 Fathometer.depth sounder 


It has a remote amplifier and driver 
powerful enough to report depths accu- 
rately to 120 feet. It also tells you bot- 
tom conditions, locates wrecks and 
other fishing grounds—even spots 


f 


Raytheon’s RAY 1015 radiotelephone 


schools of fish. Cost is $125, including a 
newly-designed bronze transducer. 


Did you know that the fumes from 
one cup of gasoline equal the explosive 
power of 15 sticks of dynamite? You 
can protect your family and your boat 
from this ever-present danger with 
Raytheon’s new, transistorized auto- 
matic gas detector, model 285. Designed 
for dashboard mounting it includes a 
built-in self-tester. Price is $99.50. 


A completely new addition to the 
Raytheon line is the model 360 auto- 
matic pilot. Three years in develop- 
ment, the 360 is tested and proven in 
every detail. It employs transistors 
throughout, and comes complete with a 
remote control unit. Price is $715 


If you're at one of the various boat 
shows this month, keep a weather eye 
out for Raytheon’s big display. All of 
the new Raytheon models will be avail- 
able for your inspection, as will the 
complete 1961 line, from portable Fath- 
ometer® depth sounders to the only 
tried-and-proven low-cost radar avail- 
able, the Raytheon model 1700. 


I'll be at many of the shows and look 
forward to meeting you and answering 
your questions as to how modern elec- 
tronics can make boating safer and 
more fun. Come aboard! 


RAYTHEON COMPANY 





RAYTHEON 


MARINE DEALER PRODUCTS 


SOUTH SAN FRANCISCO, CALIFORNIA 
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Pine planking. Hard- 
bronze. Price with sails 


82 sq. ft 
ware i 


$700 


23’ CABIN ROCKET 
beam 7/10”, draft cen- 
lown 4/10”, sail area 


Sleeps two adults 
two children. Complete 
inboard power, toilet, 
berth cushions, $4135. 


LIGHTNING 

LOA 19’, beam 6’6”, sail area 
177 q. ft. Measurement cer- 
tificate liven when 

shipped Registration 
ber sewed on sail 
centerboard trunk 
plete with dacron 
hardware, and 


ging, $1600 


TRAILORBOAT 
ENGINEERING CO. 
932 FRANCISCO BLVD. 
SAN RAFAEL, CALIF 
14 SAILBOAT 
Centerboard model. Beam 72”. 
Depth 25”. Length of gunwale 
14’8”. Length center 14’3”. 110 
sq. ft. of dacron sail. Mast 
height above deck 19 ft. 


259 sq. it 
and 
with 
ink 


boat 1 
num- 
and cut in 
Price com- 
sails, bronze 
stainless rig- 


8’ SAILBOAT 
Daggerboard Beam 46” 
Length of inwale 8’. Center 
length 7'10 Mast height 13 
ft. Sail area 76 sq. ft 


e 
HAROLD R. TURNER, INC. 


ROUTE IA PARKER RIVER 
NEWBURY, MASS 


TURNABOUT 
3 iilboat h 


) 
rine plywood l oak fra 


9’8"> ma- 
ming, 
centerboard and 18 
Sitka Spruce spar It is cat 
rigged, has 60’ sail area, with 
Spinnaker optional Prices 
$369.50, complete with sail: kit, 
$269.50, complete with sail. 


e 
VARALYAY BOAT WORKS 
810 W 


66TH ST 
GARDENA 


GEARY 18 
Fiberglass boat will meet all 
requirements of Flattie Class 
Racing Association. Features 
include built-in stiffeners to 


196 


metal 


prevent hull distortion, ma- 
hogany deck, Styrofoam flota- 
tion, all bronze and stainless 
hardware, galvanized steel 
centerboard and spruce mast, 
boom and whiskerpole. Price 
$1,470, complete, less sails. De- 
luxe racing model is also avail- 
able 
SNIPE 

Fiberglass snipes 
in stiffeners to 
distortion 


built- 
hull 
finished 


have 
prevent 
natural 


deck, Styrofoam 
all bronze and stain- 
hardware, spruce or alu- 
minum spars and spruce boom. 
Wooden snipes are also avail- 
able, with frames, keel, beams, 
chine and clamp of Sitka 
Spruce and planking of West- 
ern Red Cedar. Prices: Fiber- 
glass $1135, complete, less 
Sails; wooden, $1195, complete, 
less sails. 


mahogany 
flotation, 
less 


GEORGE B. WALTON 
P. O. BOX 1528, ANNAPOLIS, MD. 
KING’S CRUISER 
28'x7'3"x3'11 accommodates 
four. Aux. sloop equipped with 
300 sq. ft. dacron sails, stain- 
less steel rigging throughout, 
Stainless steel galley, toilet 
Round bilge design construct- 
ed of African mahogany 
planking on white oak fram- 
ing. Self-bailing cockpit. Price 
including sails and Volvo die- 
$8,190 Imported from 
Sweden 


sel, 


CHESAPEAKE 32 

31’9” x 22/1” x 8/9” x 49” all 
fiberglass sloop accomimodates 
five. Auxiliary masthead sloop 
designed by Phil Rhodes, Uni- 
versal engine, American dac- 
ron sails, spinnaker gear, life- 
line pulpit and complete 
cruising gear. $14,900 in water, 
Annapolis. Imported from 
Denmark 


ARCOA 520 

171” x 73” x 1'6” marine ply- 
wood sloop with Couach BD-1 
full marine engine. Accommo- 
dates two with French syn- 
thetic main and jib, sheets 
halyards pars, price $2,495 
Also available in outboard 
models at $1,895 Imported 
from France 


NORDIC 

25’2” x 198” x 7’2” x 311 
hogany on oak, copper 
tened, masthead aux. 
Lapstrake construction 
power, sleep 4, with 

head, cruising gear, 

$6,500. Imported from 
mark. 


ma- 
fas- 
sloop. 
diesel 
galley, 
about 
Den- 


RALPH H. WILEY 
OXFORD, MD 
SAILBOATS 

Line of sailboats offered in- 
cludes 42’ x 11’ x 3’ sail boat, 
a 44’ x 11’ x 3/6” motor sailer, 
and a 58’ x 15’ x 5’ motor 
Sailer, all custom built. 


JOHN M. WOOD, JR. 
CENTRAL AND OCEAN AVES. 
ISLAND HEIGHTS, N.J 


SPLINTER 
14’4"x5'2"x6” (3’ centerboard 
down) centerboard sloop has 
all mahogany arc bottom con- 
struction using a Snipe rig 
Features include inboard seats 
for 4 adults and quick-step- 
ping mast. Prices: $675 un- 
painted less sails; $795 painted 
less sails. 

e 


JOHN WRIGHT, JR. 

328 WEST QUEEN LANE 
PHILADELPHIA 44, PA 
NEWS CHRONICLE 
“AUDACITY” 

2114’ family auxiliary sleeps 4, 
has an enclosed head and 
comes with its own especially 
built trailer. Construction 
combines fiberglass and mold- 
ed plywood. Company also 
builds plywood penguins, Blue 
Jays and Moth Boths, as well 
as the G.P. 14’, general pur- 
pose sloop, and is U. S. distrib- 
utor for the Bell Woodworking 
Co. of England, manufacturer 

of kit sailboats 


NEW 
ANNOUNCEMENTS 


CHALLENGER MARINE 
1330! BISCAYNE BLVD 
NORTH MIAMI, FLA 


INTERNATIONAL MOTH 
All fiberglass international 
Moth sailboat is molded by 
pressure method. All rigging 
is stainless steel or naval 
bronze 


P. EVANSON BOAT CO. 
4110 FREELAND AVE., PHILA. 28, PA. 
SAILING DINGHY 
10’'712" x 43" x 5” sailboat with 
sail area 68 sq. ft., weight 95 
Ibs. Can be used with outboard 
or for rowing. Rigged for jib 
or cat in kit or completed 
form. Features flip up rudder, 
Sitka spruce spars, stainless 
steel rigging and racing hard- 
ware. %” mahogany marine 
plywood planking. Seats four 
when used as outboard or row- 
boat. Price, complete kit, $370; 
completed boat less sails, $470; 

dacron sails, $80 


ENTERPRISE 
13'3”x5'3”x7”" dinghy, sail area 
113 sq. ft., weight (fully rigged) 
250 lbs. Accommodates two 


Be cer dh 
a 
ae = 


oO ame co 


Hull 
mahogany 
construction 
“Sailing 
Can 


adults and two children. 
is 5/16” marine 
planking. Other 
materials similar to 
Dinghy.” Roller reefed 
be car-topped, rowed, used 
with outboards. Price, com- 
plete kit, $480.00; completed 
boat less sails, $780.00; dacron 
sails $100 


CELEBRITY 
Class sailboat. 19’9”x15’9"6'4"x 
39” (3” board up), also avail- 
able, “Celebrity-K” keel sloop 


m9 


Sail area 172 sq. 
ft Sail material: Egyptian 
cotton Hull: strip planked 
mahogany, edge fastened with 
naval brass, planks 19/32”x 
24/32 Marconi-rigged masts 
are hollow Sitkas spruce with 
Sail track Boom is slotted 
with self-locking roller reefing 
gooseneck. Storage space un- 
der fore and aft decks. 4 lock- 
ers in cockpit. Detachable can- 
sprayshield that acts as 
cuddy Top of centerboard 
cannot be lowered below the 
keelson, and centerboard is 
guided back into the trunk in 
case of going around or strik- 
ing an under water object. Re- 
movable, easily stored seats in 
the cockpit allow the cockpit 
to be used for sleeping. Price, 
$1,750.00 both C.B. and Keel 
models 


with 29” draft 


vas 


continued on page 306 
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SPECIALTY CRAFT 


VERY BOAT has its strong points—and its limitations 

A stoutly built skiff that performs well with outboard 

power can be too heavy and clumsy for efficient row- 

ing. A lightweight pram dinghy makes a good tender, but 

should not be overloaded and driven with a large outboard. 

There are as many different boats for special purposes as 

there are facets to this sport. Some of the more popular 

of these are listed in this Specialty Craft section of your 
Directory. 


Where Will It Be Used? 


Although larger kit boats 
can be built for choppy open 
seas, most craft in this. sec- 
tion are designed for shel- 
tered waters. A great deal of 
boating’s pleasure is to be 
found on the placid lakes and 
picturesque rivers of the na 
tion, and a well-rounded se- 
lection of houseboats, canoes, 
skiffs, and novelty boats, are 
gathered together in the fol- 
lowing pages. Here are shoal 
draft designs that can offer 
the adventure of exploring 
back bays and bayous, pok- 
ing into shallow inlets, and 
gunkholing along little-tray 


eled shorelines 


When—and How Often? 


If you car-top your boat, or 
if it must be carried by chil 
dren, keep the weight of your 
boat light. Aluminum canoes 
canvas foldboats, and plastic 
dinks are all built to light- handle? 
weight specifications. Often 
the tender to the large boat 
can be used by the kids for 

junior sailing trainer if 
model is purchased with 
centerboard trunk or lee weather? 
boards. The masts of these 
little sailers can usually be 
disjointed so that they can 
easily be stowed aboard the 
bigger boat. Don’t fail to 
check and make sure that 
there 1s adequate flotation to 
support the full passenger 


load in case of a capsize. 


Utilities For Hunters 


The small boat is a must for many types of hunting use. 
Getting to and from camp with gear and setting out stools 
for duck hunting requires a boat with good stability, ample 
load carrying capacity, and good freeboard to weather spray 
and chop. Many of these craft in aluminum and plastic, 
as well as wood, are available with a camouflaged color 
scheme which blends well with the natural setting. Be 
certain that you are acquainted with the conservation laws 
of your state, however. Many locales have laws against 
shooting game from a craft with auxiliary power. 
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CHECK LIST FOR THE | 
SPECIALTY CRAFT BUYER boats in strong Cross winds, 


(] Is this boat suitable for your local waters? 


(] Is it a “stunt” boat that may be enjoyable once or 
twice but one which you may tire of quickly? 


(] Is it similar to craft you have already sailed so that 
you (and your family) will feel comfortable about 
your ability to handle? 


_] Does the builder have a well established reputation? 
() Can the dealer refer you to other satisfied owners? 


C) Have hulls of this type proved stable and seakindly 
in your local waters? 


(_] Have the materials (wood, metal, or plastic) stood 
up well in your area? 


(] Is it easy to repair and maintain? 
(| Will the boat have good resale value? 


(_] Has provision been made for equipping the craft 
with outboard or inboard power if so desired? 


(] Is there room to store adequate gas for a trip? 
(_] Will full power make her difficult for youngsters to 


ACCOMMODATIONS 


(] Is there room for all required and recommended 
safety equipment aboard, and can it be stowed so 
it will not be lost overboard? 

() Is your choice “fully found,” or will a great many 
additional items of equipment be required? service. Be certain that mate- 


Houseboats 


If you want to combine the convenience of a house with 
the mobility of living afloat, many manufacturers are now 
turning out luxury houseboats with all the comforts of 
home. Aluminum alloy, fiberglass, and styrofoam, are 
among the modern materials that insulate and afford flota- 
tion for this new concept of leisure time. Butane bottled 
gas and electric refrigeration ease the task of the Mate, 
and screened “front porches” 
provide a place for the chil- 
dren to play, secure from the 
dangers of falling overboard 
In maneuvering large house- 


plenty of spare power Is use- 
ful, and these craft are well 
suited to twin screw installa- 
tions of either inboard or out- 
board power. 


Novelty Boats 


Most novelty boats that we 
have seen are little more than 
toys, and should be treated 
accordingly. The person who 
operates the craft should be 
able to swim, and Coast 
Guard approved life saving 
apparatus should be carried 
Adult supervision of children 
is strongly suggested so that 
the most fun with maximum 
safety can be enjoyed with 


these water-sports craft. 


Kit Boats 


One way the boat owner 
can save on the purchase 


price of a boat, is to secure 


(] Can passengers use craft for its special purpose and one in kit form and do the 
still be comfortable aboard? 


[jts there provision for shelter during inclement 


assembly work himself. Some 
boatmen with a local source 
for good building lumber may 
prefer to orde! plans from a 
naval architect, or a frame kit 
and patterns from some of the 
firms which specialize in this 


rials are of the best possible 

quality, and that all fasten- 

ings, cleats, and metal fittings 

are of materials designed es- 
pecially for marine service. As kit boats range from the 
smallest pram to large cruisers and sailboats, and in every 
stage of construction from plans and frames to unpainted 
hulls, it is possible for the boatman to get the size and type 
of craft he wants at a price he can afford. 


Racing Craft 


For those who enjoy the thrill of speed over the water, 
many racing utilities, drag boats, and hot rodders will be 
found listed in the following pages. Remember that a fast 
rig might be expensive to maintain, however, and inquire 
around the clubs in your local area to find the most popu- 
lar craft for competition. 
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SPECIALTY CRAFT 


e 
BAHIA BOATS 
DIV. OF P.M.P. CORP 
BOX 1103. HIALEAH. FLA 
95% COMPLETE BOATS 

ne of fibergla oat com- 
but unfin- 
both in- 
model 
featur- 
transom 
designed 
Chrysler 


lude l ail- 
outboard mod- 
inboard mod- 


ire available 


€ 
BAY CITY BOATS, INC. 
Q FIRST TREET 

MICHIGAN 

FAB BOATS 
Craft this year 
ft. outboard utili- 
rd utility, 20 ft 
an express 
utility, a 22 ft 
24 ft. hull for 
portfisherman 
1 28 It 


ling 


cabin 
ull sloop 
emi-custom 
and the 
e catalog 


is available for 50 by 
ing to the above address 


BELL WOODWORKING CO 
LTD 
NARBOROUGH ROAD SOUTH 
LEICESTER, ENGLAND 
8’ to 25’ BOATS 
available ts from 
8’ to 25’ including almost every 
type boat desired. American 
distributor for this English 
firm is John Wright, Jr., 308 
W. Queen Lane, Philadelphia 


44, Pa 
* 


ALAN-CLARKE CO. 
75 CHAMBERS ST 
NEW YORK 7, N.Y 
20 FT. SAILBOAT 
Building plans, hardware and 
ails for the 20 ft. Manu plan- 
ing sailboat are available from 
the above company. The 
has a beam of 6 ft. 1 in 


writ- 


Kit 


for boa 


boat 
and a 


sail area of 238 sq. ft. 


seats 4 persons. 
ad 
CULVER CRAFT 


BOX 38! 
DOWNEY, CALIF 


JET CAT 
Catamaran or twin hulled type 


She 


outboard runabout. Layout 
may be altered to provide fore 
and aft seats or a dual cockpit 
et up with fore and aft seats 
Can be used with either single 
or twin engines. A single 45 
hp motor gives speed of 37 
mph 14’2” in length, 6'10 
beam and hull weighs 450 lbs 
Complete plans and full-size 
patterns $20.00 Frame _ kit 
$120.00, including plans and in- 
structions 


SQUIRT 
10’ in length with a beam of 
52”. She is designed for out- 
board to 25 hp. Complete plans 
plus full-size patterns $8.50 
Complete Frame-kit plus plans 
is $54.00 


SEA KNIGHT 
17’ long, 7'2” beam and weighs 





“s 
ONE-PIECE a 
/berglass 
CONSTRUCTION 


The Newest advance in modern 
hull design with automotive styling. 





Sleek, racy lines, stability, you ride on 
air up to 60 mph. Maintenance free. White 
hull, deck — blue, aqua, red, yellow or white. 


Send for FREE 11961 | CATALOG of Fiberglass Boats 


new BOAT LIFT 


The Safest way to moor your boat 


hydraulic pressur ft 
and stor t f at dock level 
Total lift 6 ft. 


p $295 


it out of the water 


Hydraulic 
...for mounting on 
SEA WALL or DOCK 


— fast 


Lifting 


WRITE FOR 

“Out of the 
Water Mooring” 

CATALOG 


1835 Hariem Road 


REIMANN AND GEORGER, INC. suttaic 12. New York 


* j . 
Cealers inquire 


about 600 lbs. Has berths for 


two, a semi-enclosed toilet and 
a galley with sink and stove 
plus a cockpit 6’ by 5’4”, and 
will handle outboard power, 
single or twin up to 60 hp 
Complete plans and instruc- 
tions $10.00; plans and full- 
size patterns $20.00. Frame-kit 
$125.00; Cabin kit $100.00. Fi- 
berglass covering kits avail- 
able 
MISSILE 

Length overall 16’, beam over- 
all 6/10”: Especially developed 
for the small light weight but 
powerful auto conversions 
Complete plans and instruc- 
tions, $12.00. Complete plans 
and full-size patterns $22.00 
Frame-Kit including plans 
and instructions $140.00. Large 
illustrated catalog $.50 cents 


ISLANDER 

Full sleeping accommodations 
for four and head room of 6’- 

in the cabin. 24'11” in 
length, beam 9’8”, draft 27 
Will do 30 mph with 215 hp 
Complete plans and instruc- 
tions $20.00. Complete plans 


CUSTOM CRAFT ° Buffalo 7, N.Y. Salem, Virginia 





SHIPMATE RANGES 
STAINLESS STEEL 
for Alcohol—Bottled Gas— 
Kerosene 
Gimbals Available 
Black & Enameled) 
and Steel Galley 


Cast Iron 


for Coal - Wood - 


Fue! Oil 


Brickettes - 


Cabin Fire Places 
Free Catalog Dep't K 
SHIPMATE STOVE 
DIVISION 


Souderton, Pa. 
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-size patterns $35.00 
atterns $20.00. Com- 
rame-kit plus plans 
Illustrated catalog $.50 


DOUGLAS FIR PLYWOOD 
ASSOC. 
TACOMA 2, WASH 


$350.00 
cents. 


——— 

PLANS AVAILABLE 
Boat and boating accessory 
plans utilizing marine fir ply- 
wood are available, all boat 
plans designed by qualified 
architects and performance 
tested in actual use. Most are 
suitable for do-it-yourself con- 
struction with ordinary car- 
pentry tools and marine or 
exterior fir plywood. Plans in- 
clude 26’ racing-cruising sail- 
boat ($2 charge): 20’ sailboat 
25¢) 15’ knockabout (25¢); 
13'2’ inboard runabout : 
and others, 


sories and beach cabins. 


GIBBS BOAT CO. 
6580 MORIN GROVE 
ERIE, MICH 
RHODES BANTAM 
This boat : form sells for 
$335 and finished boat is 
available for $685 less sails. A 
dacron main and jib sell for 
$120. The company also pro- 
duces the 19 ft. Y Flyer and 
ar will also manufac- 
fiberglass Bantam and 
t. Windmill Class. 


oe 
GLEN L. MARINE 


9152 E. ROSECRANS 
BELLFLOWER, CALIF 


SWISH 

15’ x 64” runabout will weigh 
approximately 440 lbs., and is 
intended for use with motors 
to 75 hp. Price: $100 for frame 
kit, including transom, frames, 
transom knees, chine block- 

g, breasthook, stem and in- 
structions. Also available is 
complete plan set, plus full size 
patterns, $19. 
SKI TOW 
runabout is for use 
vith motors to 60 hp, and will 
deliver approximately 30 mph 


FEBRUARY, 1961 


14’8” x 6'6 


v 


when used with 40 hp. Price: 
$94, including frames, tran- 
som, transom knee, chine 
blocking, breasthook, stem and 
complete plans. Also available 
is complete plan set with full 
size patterns, $17.75. 


ISLANDER 
24'11” x 98” x 27” kit boat can 
be used with marine motors or 
auto conversions, giving speeds 





to 30 mph. Fuel capacity is 56 
gallons with water capacity, 25 
gallons. Cabin facilities sleep 
4. Construction features ply- 
wood sides with double-diag- 
onal bottom. Price: $350, in- 
cluding transom, end frames, 
stem, harpins and complete 
instructions. Also available are 
complete plan set with speci- 
fications, $20, and complete 
plans plus full-size templates, 
$35. 
JET CAT 

14’2”x 6/10" catamaran run- 
about is for use with motors 


to 90 hp, either single or twin. 
Price: $120 frame kit, includ- 
ing transom, bulkhead frames, 
transom knees, breasthook, 
twin stems and bow piece, with 
instructions. Also available is 
plans with patterns and in- 
structions, $20. Company also 
offers larger power catama- 
rans, 15/11” x 7'11", and 18’2” x 
8’. 
MISSILE 

16’ x 6'10” inboard Vee-driven 
type runabout is intended for 
lighter weight V-8 type in- 
board marine or automotive 
conversions, and is capable of 
speeds in excess of 60 mph 
Price: $140, including five sawn 
frames, transom, stem, chine 
blocking, breasthook and com- 
plete plans. Also available is 
complete plan set with full- 
size patterns, $22. 


HONEY CREATIONS, INC. 
407 COMMERCIAL CENTER 
BEVERLY HILLS, CALIF 
MARK 16 
16’3” x 84” x 33” runabout is in- 
tended for construction with 
3” plywood planking over 
longitudinal framing. It is rec- 
ommended for use with mo- 
tors to 70 hp, and can be used 
for family boat, ski boat or 
all-around sports use. Price: 
$18, complete building plans. 


MARK 14 
14’3” x 74” x 29” boat is for use 
with motors to 60 hp, and rec- 








A GEAR DESIGNED 
TO MEET YOUR NEEDS... 


and EXCEED your expectations in 
smooth dependable performance 


in both DIRECT DRIVE or 
REVERSE & REDUCTION 
GEAR MODELS 


IT’S HYDRAULIC 


... for small diesels up to 175 h.p. and larger 
automobile conversions. 


adaptable 
to all 

POPULAR 

ENGINES 


om... ra 
a HD ™ DIRECT DRIVE... 
IT’S LIGHT, COMPACT AND ECONOMICAL 


with unmatched 
Z maneuverability. 
‘This is it... . for 
easy control, full 
power and smooth economical performance! 
The Capitol 2 HD is the shortest direct drive 
gear made... making installation in limited 
space easier, Available in both standard and 
heavy duty clutch models incorporating the 
famous Capitol wet clutch system, case 
hardened bevel gears and independent lube 
system. Built by designers of dependable 
gears for over 50 years. 


2 H D — 2900 


reverse and reduction gear 
provides full forward to full 
reverse in just 3 seconds! 
Available in standard clutch 
model only in ratios 14-2, 
2% and 3-1. 


itachi Ratna ent ene sicitne altri atcha 


Ve 





Write for complete details to: 


CAPITOL GEARS, INC. 


FORMERLY AUTO ENGINE WORKS, INC. 


343A No. Hamline Avenue « St. Paul 4, Minnesota 
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South Florida's leading designer 
and builder of Sports Cruisers for 
over 40 years. Headquarters for 
fishing 
and 


repairs and 


equipment 


installations 


unsurpassed maintenance- 


renovation by the 


custom-craftsmen who build the 
famed Rybovich Sports Cruisers. 
ESTABLISHED - 1920 


RYBOVICH & SONS BOAT WORKS, INC. 


4200 WORTH DIXIE, WEST PALM BEACH / FLORIDA / Victor 4-4331 


UNCLE SAM BUYS ONLY THE BEST -GOV'T. LOSS IS YOUR GAIN 


UNUSED FROM U. S. ARMY, MODEL M-6 


“Sherrill Compass” 


COMPLETE WITH COMPENSATORS 
De 


trument. Liquid filled for 


ad 


tions. 


ome 


oOo! 


l 


fc 


lation Calculator 


with instr 
ir 


Fraction of 


te rproof pla tic Case 


and _ Instruc- 
\ rugged, dependable, accurate, 
rapid dampen 
360. Ha 


with metal moun 


$B50 


Ship. Chg. 50¢ Extra 


legres 0 to non- 
iction 
rizontal and 


Gov- 





U. S. ARMY AIR FORCE MODEL 


Aircraft Bubble 
Sextants 


IN CASE WITH SPARE 
PARTS & BATTERIES 


COMPLETE 


parently 


$335.00 


ideal for 


navy 


tr 


gat 


] 


ec 


ipper 


Cost 


ent, manutactured by 
tior Read in 


oC 
peri 


i $] 70° 


nment POSTPA! 


@ AIRCRAFT @ SMALL BOATS e INSTRUCTORS 


J. JACOB SHANNON & CO. 
Oldest Equipment House in Philadelphia 
223 N. 22nd St. 


Philadelphia 3, Pa. 


degrees 


BUYING GUIDE—KIT BOATS 





ommended construction in- 
cludes plywood planking 
over longitudinal framing 
Price: $15, complete building 
plans 

MARK 13 
x 72” x 29” is recommend- 
ed for use with motors to 40 
hp, and will have speed and 
lifting ability for water ski- 
ing. 14’ plywood panels can 
be used. Price: $13.50, com- 
plete building plans. 


HYDROCRAFT 
BOX 3381, SAN DIEGO 3, CALIF 
HYDROPLAY SPORTSTER 
9’ outboard hotrod is twin- 
hulled outrigger-type boat, 
and available as kit or pat- 
terns. Also available is 2-seat- 
er Hydroplay 12, also as kit or 
patterns. Company also offers 
plans, patterns, kits and com- 
plete boats in variety of sizes. 


LEAVENS BROS., LTD. 

3220 DUFFERIN ST 
TORONTO, ONT., CANADA 
FIBERGLASS HULLS 

Fiberglass hulls have fiberglass 
transom built in, are top 
trimmed and ready for finish- 
ing. Sizes available are lI’, 
i3’3”, 193 15’8”, 16’ and 18 
Prices: from $207, FOB plant. 


* 
LUGER INDUSTRIES 


9200 ACCESS RD 
MINNEAPOLIS 20, MINN 


13’3 


LUGER BOATS 
Fiberglass boats are sold K-D, 
ready for quick assembly of 
one-piece molded fiberglass 
deck and hull units, which re- 
quire no hand finishing. Per- 
manent bonding and fastening 
of the molded one-piece deck 
unit to the hull unit is accom- 
plished by use of special fiber- 
glass bonding kit included with 
every boat Company also 
makes plywood boat kits in 
sizes from 8’ to 22’, runabouts, 
and a houseboat. Free 
request 


PARADISE CRAFTSMEN 
BOX 97, ROUTE 70 
LAURELTON, N. J 


cruisers 


catalo yn 


SEA SKIFF HULLS 
Hulls are offered in three sizes, 


23’ x 96", 27’ x 11’ and 31’ x 
12’, all cedar planked lapstrake 
round bilge construction. All 
hulls are prime painted, engine 
beds are installed and shaftlog 
holes bored, and ready for 
decking, cabins and engine in- 
stallation. Prices: 23’, $1,175; 
27’, $1,625 and 31’, $2,100. Hulls 
designed for twin engines are 
$100 extra 
s 


ROBERTS INDUSTRIES, INC. 
76 POST ROAD, BRANFORD, CONN. 


SKIMMER 
95”x44”"x16” runabout has ma- 
hogany seats, full length 
planking and built in floor 
boards. Boat can be used with 
motors up to 7% HP, and is 
available as kit, ready-to- 
paint or complete boat. Price: 
kit, $98 ; 

PENGUIN 
115” sailing dinghy is ideal for 
racing or day sailing. Light- 


weight construction features 
mahogany marine plywood 
planking and Sitka spruce 
mast and boom. It is available 
in kit form, ready to paint or 
complete. Boat is also offered 
in fiberglass 
SEA SHELL 

8’ pram can be used for rowing, 
towing or with motors to 3 hp 
30at weighs Ibs. and fea- 
mar AA plywood 
planking and bronze fasten- 
ings. Price: 8 standard kit, 
$59.50. It is also available as- 
sembled, unpainted or painted, 
or model, with Rob- 
erts Sail Conversion added. 


STAMPS STEEL CRUISERS 
2710 W. JEFFERSON 
TRENTON, MICH 

SEA DART 

hull is 

raised 


65 


tures ine 


as sailing 


22’ steel available in 
standard, deck and 
flared bow models, and also as 
finished boat, without power 
Necessary equipment for fin- 
ishing kits is available. Hull is 
rustproofed with heavy vinyl- 
plastic coating. Prices, $1,995, 
finished, no power; $795, stand- 
ard hull 
SEA LADY 

25’ steel hull sleeps 4, and is 
available in variety of models, 
as standard hull, with raised 
deck, and with raised deck and 
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‘ake Any or All of the Boo 
‘Shown on These 3 Pages for. 





A BOOK THAT WILL PAY FOR 
ITSELF MANY TIMES OVER! 


GUIDE T0 FITTING OUT 


By Jim Emmett 


You can save hundreds of dollars 

with this big (8% x 11 inches, 246 

pages) book! For here’s the most 

complete and instructive “do-it- 

yourself” guide to fitting out ever 

made available for you—the boat 

owner! Wonderfully illustrated 

throughout with “how-to” draw- 

ings, easy-to-follow diagrams and 

almost as many pictures as pages! 

This valuable seaman’s “Bible” 

shows you how you can fit out 

your boat from A to Z at small 

cost. Nothing has been over- 

looked. 15 fact-packed sections 

include: Engines, Sails and Rig- 

ging, Steering, Anchorwork and Moor- 

ings, Lines, Fenders and Cleats, On Deck, 

Below Deck, Painting, Tenders, Outboards, Open 

Sailboats, Hatch Ideas, Cabin Screens, Shelters, Dock 

and Floats—just about everything to help you make your 
craft trim, safe, and seaworthy. You'll get more fun out 


of boating, and you'll save money doing it! 
oN 246 pages—242 illustrations $6.95 
GREAT 
COMPLETE GUIDE GIFT pooks 


TO U.S. WATERWAYS - for ENJOY MORE 
NG BOATING FUN 
BOATIN ... SAFELY! 


IN AMERICA Sei \ Seamanship 
Edited by Wm Taylor McKeown SEAMAI SHIP Simplified. 
The key to enjoying new boating thrills SIMPLIFIED 


..on brief cruises or long vacations afloat! 
Regional experts give you full descriptions By Elbert Robberson 
of 44 boating paradises from Chesapeake 
Bay to California’s Channel Chain, from gua esc nias: <ctgll wt apis 

li ial Soar Want Blewa's iol ; practical instructions tnat can 
Nova Scotia to Key West. Here’s informa- help you get more pleasure afloat 
tion on launching ramps, marinas, camp —and insure your personal safety. 
sites...data on costs...historical high- Step-by-step, priceless instruc- 
lights and scenic points along the way... tion shows you how to handle 

Some the tncel welesess ancl : t your boat in smooth or rough 

even where the oca Ve erans anchor to waters, at sea. in lakes, or on S= 
fish! Covers U.S., Canada, Mexico, and the rivers. How to ride out a storm.. “=m 
Caribbean—including: what to do if you run aground...how 

to find your position...cope with tides 
Long Island Sound |The Everglades |Narragansett Bay and currents...moor and anchor...how to 
Great Lakes Ports (Alaska New Orleans ilot 
Lake Texoma Tennessee Valley |Colorado Mountain Lakes 
Mississippi Seattle and other areas 

















Here’s usable, highly valuable 


.handle emergency repairs...navigate at 

night—all the fundamentals and fine points of sea- 

y : manship whether you own a sailboat, powerboat, or 

Whether you go for sailboats, inboards, dinghy. Worth many times its low price to you in years of 

outboards, or foldboats...prefer cruising, carefree sailing a 

racing, or water skiing... you’ll find this a 246 pages—08 iMustrations $4.9 

wonderful book for reading—for dreaming 
and for planning your next cruise! 


304 pages—illustratec throughout plus 
6 specially prepared regional maps $6.95 























GET READY FOR THE 1961 BOATING SEASON... TAKE YOUR 
PICK FROM THIS “PILOT HOUSE LIBRARY” OF BOATING BOOKS 





THE VOICE 
OF EXPERIENCE! 


Edited by 
John R. Whiting 


SI OE LO SHOWA DTS DY STIL A 


29 true stories by well- 

known authors, including 

Ann Davison, Budd Schul- 

berg and Carleton Mitchell, 

tell of boating adventures and 

perils...and how they were 

overcome by the boat owner’s re- 

sourcefulness and skill! Only more 
instructive and exciting than these rousing good 
boating yarns are John Whiting’s revealing chap- 
ters on the “techniques” of pleasure boating. This 
book gives you a new and immensely practical ap 
proach to the fine art of cruising—piloting—sea 
manship. You are told how to cope with weather, 
winds, waves, and handle every kind of emergency 
virtually hundreds of facts you need to know to 

get more fun out of boating. 


338 page—32 photographs 














SOUND ADVICE FOR YOU FROM 
AMERICA’S FOREMOST 
BOATING AUTHORITIES 


Edited by Tom Bottomley 

Here are the answers to 

250 boating questions 

you need to know—given 

to you by the top experts 

in their fields. A virtual 

boating encyclopedia, 

this book covers—in detail—and in quick, easy-to- 
read question and answer form—such vital topics 
to boat owners as: Boat Selection—Engine Selec- 
tion — Boat Maintenance — Engine Maintenance 
Rigging and Sails— Cruising and Sails— Seaman 
ship—Cruising Techniques— Money Saving Tips 
and more. A special, highly informative section, 
“Boat and Accessory Buyer’s Guide” will help you 
get top value for your dollar when buying a boat 
or boating equipment. This big feature alone will 
pay the price of this book many times over in big 
cash savings—and ‘‘headache free” boating! 


146 pages—illustrated—Cloth Ed 
Paperbound Ed 








THE FIRST MAN TO SEE AMERICA 
FROM AN OUTBOARD BOAT! 





Imagine cruising coast-to-coast in an 
outboard less than 20 feet long! This 
account of two cross-country cruises 
holds all the thrill and high adven- 
ture of a voyage of exploration. 
You'll travel along the great water 
routes marked out by Hudson... 
Champlain... LaSalle... Lewis and 


210 pages—40 illustrations— 
Plus endpapers with map 


By John Edwin Hogg 

Clark—and get an unusual and fas- 
cinating view of America’s scenic 
beauties seen from the vantage point 
of a small boat. What’s more, the 
book is a gold mine of outboard 
know-how, navigating, equipment, 
etc. It’s fun to read...and it will 
make your boating more enjoyable! 
$4.95 
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“MAL ~e BELOW AND ENJOY AL THESE WONDERFUL 





PROTECTING YOU 
AND YOUR BOAT 


By Alex L. Parks 
Illustrated by Robert Olson 


Do you know what to do when 

your boat collides with another - 
boat? When one of your guests (' 
has an accident on board? This 

book gives the answers which can 
save you hundreds of dollars— 

and save your boat as a matter of fact, depending on 
circumstances. It’s the boat owner’s complete guide 

to full legal protection for himself, his family, 

his guests, and his boat — anywhere in the 
U.S.A.—in all situations on inland waterways, 

lakes, bays, or the open seas. 

170 pages—illustrated $3.95 


~~ 
4 
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A “LIFE SAVER” IN MORE WAYS 
THAN ONE! 


. MEDICAL EMERGENCIES 
} IN PLEASURE BOATING 


By Nicholas C. Leone, M.D. 
and Elisabeth C. Phillips, R.N. 
Illustrated by William E. Loechel 


You're boating. There’s an ac- 

cident—or sudden illness. Here’s 

the book that tells you what to 

do and how to cope with any emer- 

gency from sunstroke to seasickness. 

Different from ordinary first aid books, this 

medical manual takes into consideration the 

special conditions, facilities of the boatman and his 
boat. You'll feel safer when you have it aboard! 

164 pages—illustrated throughout—indexed $2.95 


Medico! opasisee 


Plea ae “Boating 

















igus: WHAT THE BOAT OWNER 
hia. n SHOULD KNOW ABOUT... 


CLASS D CITIZENS 
RADIO 


By Leo G. Sands 


sah The first and only book available 

(22 on this exciting new field! Of special 

importance to boat owners in “ship-to- 

ship”, as well as ship-to-shore, communica- 

tions—this new, fully illustrated handbook tells 

you: what to buy, the price to pay, the set that best 

suits your needs, how to apply for free license (no FCC 

examination required). You are also given a com- 

plete run down on equipment—with full instruc- 

tions forinstallationand maintenance! 
Includes FCC rules and regulations! 


181 pages—illustrated throughout 
with photographs and diagrams $4.95 








CAPTURE THE 
THRILLS 
OF BOATING 
FOREVER! 


HOW 10 
PHOTOGRAPH 
BOATS 


By Jack H. Coote 


Here’s a pocket-sized book, published in Great Britain, 
that tells you how to take pictures of boats under full 
sail—get the effect of motion and speed—photograph 
races, regattas and water skiers and scores of other 
facts. You'll take prize-winning marine photographs 
..and, perhaps more important, bring home thrilling 
pictorial mementoes that will help you re-live happy 
boating days. 


96 pages—51 illustrations $1.95 








SEND NO MONEY! 


MAIL THIS COUPON TODAY AND EXAMINE ANY OR 
ALL BOOKS OFFERED HERE FOR 7 DAYS FREE! 


—o ee 


One Park Avenue, New York 16, N. Y. Age 


I enclose no money. 


Please send me the book(s) checked below for a free 7-day trial examination. You 


will charge me nothing for the book(s) which I return to you within 7 days. I will remit the low price(s) 
listed below, plus small charge for postage and handling, only for the book(s) which I decide to keep after 


my 7-day free trial examination. 


~ () Boating in America (#4004) $6.95 
. , by Motorboat (74007) 
(] Guide to Fitting Out (#4005) $6.95 
= ()° Seamanship Simplified (#4001) $4.95 
(0 Tales & Techniques of Boating (#4002) $4.95 


250 Boating Questions Answered by Experts 
C) Cloth (74003) $3.50 [) Paper (#4008) $2.50 





FEBRUARY, 1961 


Twice across North America 


Protecting You and Your Boat (#4000) $3.95 
Class D Citizens Radio (¢2008) 


Medical Emergencies in 
Pleasure Boating (#4423) 


How to Photograph Boats (#700) 


PRINT NAME 





$4.95 
ADDRESS 





$4.95 CITY ZONE ___ STATE 


$2.95 
31.95 EF 1017 








EXPERIENCED OWNERS 
WILL TELL YOU...YOU CAN 


DEPEND on DOLFINITE 


Varnishes-Hull and Bottom Paints 


{ ‘ 


rit 


OLFINITE 


, THE DOLPHIN PAINT & CHEMICAL CO. 


911 Locust Street 


Toledo, Ohio 


The TALL Algonac Line is 


reaching new heights 


in prestige. 


BOW LIGHT-HORN 

Sleek —dignified in design 
but an extremely loud 
mouth, when horning in 


UO me 
comes from Algonac—for 
yeors the prestige line. & 


ALGONAC MARINE HARDWARE CO. 


STERN LIGHT 

Miles of light 

PU coyeMe Me lcritelitete-ts) (3 
tube. Triple chromed. 


Tall in Styling 
Tall in Quality 
Tall in Values 
Tall in Sales 


poche), Teme tie lich ty! 
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flared bow. All necessary equip- 
ment for i boat is 
express 

insulated 

and bunks 


ina 
for stand- 


TAFT MARINE WOODCRAFT 
636 - 39TH AVE. N.E 
MINNEAPOLIS, MINN 


TAFT 14 CATAMARAN 
sturdy combination of plywood 
and mahogany frame is fea- 
rough water boat 
» tooling and machining of 
and simplified prospec- 
gs help home build- 
; assemble the twin hull de- 
Boat can be powered 
with single or dual engines up 
to 120 hp. Features draining 
well and back to back seating 
Ready upholstered seats are 
available. Complete line of kits 
range from prams to cruisers 


ured in this 


TEXAS DORY-BOAT PLANS 
BOX 720, GALVESTON, TEX 


—a 


TEXAS DORY SEA SKIFF 

Length 15’3”, beam 6’. Four 
heets on 100 per cent rag 
paper. Styrofoam flotation. 
Price is $5 per set of plans 
Sea Skiff 22 plans are $8; and 
plans for Sea Skiff 32 are $12 


THEAKSTON CORP, 
DENISON, TEXAS 


i a 

MOLDED HULLS 
Molded mahogany hulls are 
available in sizes from 13’ to 
18’4”, some flared hulls with 
clipper bows, and others mold- 
ed lapstrake hulls. Prices: 

from $92, FOB Denison. 


ROWBOATS & CANOES 


AERO-CRAFT BOATS 
HARWILL, INC. 
400 WATER ST 
ST. CHARLES, MICH 


CG-16 
Fiberglass canoe is 16’ x 36 
13”, and weighs appro 

lbs Standard equipment 
includes bow and stern cast- 
ings with eyes, web seats and 
Styrofoam flotation. Company 

actures 15’ x 35 
im canoe with same 
weighing approx- 


ly 67 lbs. 


6 
ALLCOCK MFG. CO. 
SSINING, N. Y. 
DINGHY 
fiberglass dinghy 


Has rounded bow. 


x45”x19 


guide boats. 


THE ANCHORAGE, INC. 
57 MILLER ST., WARREN 3, R. I. 


DYERESIN DHOW 
9’x4'5” rowboat is constructed 
f polyester f rglas, has the 
patented D hull. 3 to5 HP 
outboard motor can be at- 
d. Price for the standard 
deluxe, 


$325; for the 
Price includes bronze 


r iipe 
how 


2 sets rowlock sock- 


ets, painter artificial flotation 
Additional features for the de- 
luxe model; chromed hard- 
ware, varnished trim, floor 
gratings, vinyl gunwale guard, 
oars, lifting rings. 


BARRACUDA MARINE CO. 
| ASHLAND AVE 
AURORA, ILL 


eT 
‘Wile 





2 -_ om" ie al 
—iaa- i . 
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FIBERGLASS CANOES 
Construction of reinforced fi- 
berglass with aluminum gun- 
wale, seats and deck plates. 
Flotation of styrofoam under 
each seat. Hiawatha is 16’ long 

nd Arrowhead is 15’ long. 


BEALL BOAT SHOP 
SEVERNA PARK, BOX 226, RT. 2, MD. 


16°’ ROWBOAT 
16’x58” model. Constructed of 
plywood. Outboard power up 
to 12 HP. 26” free board at 
bow, oak chines, oak gunwales, 
weighs approximately 200 lbs 
Price $159.00 including oak 
lock sockets, bow bolt, 2 coats 
marine paint, varnished rails, 
sides, %” bottom. 


14 ROWBOAT 
14’x56” model constructed of 
plywood. Outboard motor up 
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to 10 HP can be used. 26” free- 
board at bow, oak chines, oak 
gunwalvs, bow bolt, 2 coats ma- 
rine paint, varnished rails, 
weighs approximately 165 lbs 
Price $139.00 including %3” 
sides, 14” bottom marine panels 


12’ ROWBOAT 

model constructed of 
Outboard power up 
Weight 122 lbs. Oak 

chines, oak bow belt, 2 

coats marine paint Price, 

$115.00 including %,” mahog- 

any plywood sides, 3s” bottom. 


CAPE COD 
SHIPBUILDING CO. 


WAREHAM, MASS 


9’ MK DINGHY 
Designed for rowing or sailing 
und works well with 3 hp out- 
poard. Features pad for out- 
yoard engine, 2 sets bronze 
ockets and 1 set bronze row- 
locks. Sailing model available 
with centerboard trunk. Fiber- 
lass construction. 


EDJONS BOATS 
598 S. IITH ST., 
NEW HYDE PARK, L. I., N. Y. 


PRAM 
Y’x16” pram buil 


vood skin, oak seat 


12’x54” 
plywood 
to 5 HP 


rails, 


nd oak 
painted out- 


hed inside and 


Have 


Monel fastened. Price, $85, 
F.O.B. New Hyde Park, N. Y. 


E. GITT & SONS 
P. O. BOX 182 
SPRINGFIELD, DEL. CO., PA 


ape RM cle 

MINNOW CANOE 
35 Ibs., 12’8” x 33” % 12”. One 
piece fiberglass hull with 
molded in keel and bilge keels. 
Mahogany topsides, styrofoam 
flotation, seats two. Available 
in white and mahogany or 
dead grass color. Complete 
$159. Kit: $129. Spray sheet 
shown $20 


MINNOW HUNTER 
60 lbs. 11’ x 40 One-piece 
fiberglass hull, mahogany top- 
sides Dead grass color or 
white and mahogany. Square 


tern, motor board. Styrofoam 


UII with 


a Spirited New 


flotation. Fore and aft rocker 
on bottom for sliding on mud 
and ice. Will take from 1% to 


5 hp or can be rowed, towed, 
paddled or sculled. Price 
$189.95. 

ae 


GRUMMAN BOATS, INC. 
MARATHON, N. Y. 


ALUMINUM CANOES 
12 models from 13 ft. to 20 ft.: 
from 45 to 113 lbs. Styrofoam 
flotation fore and aft insures 
maximum safety. Built of two 
identical hull halves, flush 
riveted and fully heat treated; 
all ribs, thwarts and seats are 
pressed from wrought alumi- 
num for greater strength; 
keels and gunwales are solid 
extrusions The Grumman 
] converts the Grum- 
aluminum canoe into a 

craft tig includes 


sail, aluminum 


ili rio 


spars 


and mast, leeboards and 
spreader bar, tilt-type rudder 
and adapter, mast step and 
thwart and all necessary lines 
for rigging. The larger sail 
rig (Gunter) can be reefed 
down on a roller-type boom. 
Sailing equipment can be in- 
stalled at any time, as can the 
outboard motor bracket. 


DINGHIES 

The Grumman built (Rhodes 
Designed) 814 feet dinghy. Two 
models: the standard Rowing 
Dinghy, and Dinghy for sail- 
ing. Fitted with outboard mo- 
tor mounts on stern to take 
small size motors. Length, 
10312”. Weight, 78 lbs. 


15, SPORT BOAT AND 
CANOE 
Will support recommended size 
motor and normal load if acci- 
dentally swamped, and can be 
stored out of doors the year 
around. Heat treated hulls. 


GUNDERSON CATAMARAN 


P.O. BOX 88 
BELMAR, N. J. 


GUNDERDINK 

10’4” 98 lb. car-topper is made 
of marine mahogany plywood, 
oak keels, mahogany transom 
and gunwales. Craft holds 4 
adults or 6 children comfort- 
ably and can be sailed, rowed 
or used with small outboard 
Price, $295, with nylon sails, 
complete but unvarnished 


Your most fun comes from a 


boat that gives you trigger-fast 


response, a cushioned ride even 


on choppy seas, and complete 


control in high-speed runs and 


hairpin turns. Such performance 


is yours in a Thompson lapstrake 


boat 


a high-gloss beauty for 


looks, a champ for stability, 
safety and comfort. 


Set a course for your Thompson Bros. 
dealer or write for his name and the story 
of brass-bolted wood boats — 14 to 22 feet. 


Ask for 
catalog. 


the 


beautiful 


new Thompson 


There is only one 
Thompson Bros. 
Boat Mfg. Co., Inc. 

Peshtigo 5, Wis, 














ALUMIDOGCX 
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Best on the Waterfront... Lifetime Wear! 


ALUMIDOCK 


Na to lower 
1 


tior into place 
ts easi installe - ‘4 
e persor \ 4 
i! Won't r 
te rrosion 
Salt water 
¢ lors 


ee ee ee 
| ALUMIDOCK Div. Metallic Ladder 

3 Sheldon St., Randolph, N. Y 

Please send me 


ALUMIDOCK pr 
l 








Be a DO-IT-YOURSELF SKIPPER 


INTRODUCING 
“BOATOURS”:.! 


The latest thing in ALL EXPENSE FLORIDA VACATIONS ... 
Live aboard either AFLOAT or ASHORE ... ONLY $289.00 FOR 
A FAMILY OF FOUR... TEN FULL DAYS : 


Price includes: Use of 24/ “CRUISE LINER" (above) really fully 
equipped for comfortable living with dual outboard power 
Complete operating instructions. 4 nights in deluxe MOTELS 
and YACHT CLUBS. ENTRANCE FEES for major sightseeing 
attractions. DOCKAGE FEES, insurance and MANY EXTRAS. 
FLY NOW, PAY LATER! Take boat either in WATER or on 
TRAILER. Use your own car or FLY and DRIVE an AVIS rental 
Auto and enjoy “AUTOBOATING”* ! Many suggested itiner- 
aries. Go where you like SAFE EASY ... FUN for the 
whole family. IDEAL for a GLAMOR vacation, SWIM & SKI, 
SKINDIVING or FISHING HOLIDAY. Apply full tour price toward 
your choice of BOAT-MOTOR Package 

for later delivery if desired. WRITE for 

GAILY ILLUSTRATED FOLDER NOW! 


INCLUDED IN TOUR PRICE ‘Nautical but 
nice cruising bags Custom made for Marine 
use. EXTRA LARGE 16/'x8/'x6/". Heavy Gauge 
rubberized NYLON + NAVY BLUE + MILDEW 
PROOF + 16’ zipper + Special waterproof and 
breakproof floor panel « KEEPS THINGS DRY 
and SWEET SMELLING « or only $2.95 each, 
postpaid. An ideal gift 


*T.M. Reg. applied f 


i mf 


1860 N W LE JEUNE ROAD, MIAMI 44. FLORIDA 


‘VACATIONS WITH A NAUTICAL FLAVOR" 
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GUNDERPRAM 8 
8’ pram has 50” beam and 42 
sq. ft. nylon sail, cat rigged 
Features of construction in- 
clude white fir or spruce mast 
stainless rigging, mahogany 
plywood construction and oak 
chines, gunwales and keel 
Price, $95 for hull, $195 ready 


to sail 
e 


CHARLES HANKINS & SONS 


HWY. NO. 35 
LAVALLETTE, N. J 


LIFE SAVING BOAT 
16’ x 5’ 3” boat is the same type 
used on the Jersey shore. Lap- 
streak cedar planked oak ribs 
are featured construction, and 
boat weighs 275 lbs. Price 


$400 
* 
HERBERT'S BOATS, INC. 


2905 E. PACIFIC COAST HWY 
LONG BEACH, CALIF 
PRAMS 
Prams are available in 6'+’ and 
8’ hulls, either unpainted, glass 
covered or glassed and color 
impregnated. Prices: from 
$64.50 to $155. Manufacturer 
also offers a 10’ skiff, from 


$84.50 
e 


NAUTICAL PLASTICS CO. 
BOX 930, CAMDEN 5, N. J 


MULTI-USE DINGHY 
x 50” fiberglass dinghy can 
ith oar iil or 3 hp 
rd Dinghy i unaf- 
by fresh or salt wate 
or marine life. Prices: dinghy, 
$199: sailing dinghy, $320 
outboard dinghy, with 
forced transom, $239 


OLD TOWN CANOE CO 
OLD TOWN, ME 


CANOES 
Company is noted for its stur- 
dy canoes and canoe accessor- 
ies. Accessories include seats, 
paddles, and carrying yokes 
Canoes of every description 
are available 


2 
ROBERTS INDUSTRIES, INC. 


76 POST ROAD 
BRANFORD, CONN 


u ed V 


SEA SHELL PRAM 
x 48” x 16” pram is available 
two models, Standard and 


Deluxe. It is intended for row- 
ing, towing, or use with motors 
to 3 hp. Features include full 
length %” marine plywood 
planking, with chines, keel of 
oak, with bronze fastenings 
Deluxe model also has framed 
transoms, mahogany seats and 
gunwale Both models are 
available as_ kits, ready-to- 
paint, or painted 


ROYALTY SPORTS MFG. CO. 
UTICA, N.Y 


10 FT. MINNOW 
Featuring a 38 lb. molded fi- 
berglass hull filled with Royal- 
ty Safety-Core foam, the Min- 
now is cat rigged and carries 
35 sq. ft. of sail. She has 
crew capacity of 350 lbs. and 
sells for $150 


SEARS, ROEBUCK AND CO 
925 S. HOMAN AVE 
CHICAGO 7, ILL 


ELGIN CANOES & SAIL 
DINGHY 

Line’ includes 3 canoes, one 
square stern model which will 
take 3's hp motor, one double- 
end aluminum model 17’ long, 
and a 17’ wooden version. 10 
sail dinghy is peanut class. 


SHELL LAKE BOAT CO. 
SHELL LAKE, WIS 


APACHE AND 
SIOUX CANOES 
Shelglas canoes have alumi- 
num seating and balsa wood 
and Styrofoam flotation. Sioux 
has square stern and will 
handle 3 HP motors, while 

Apache is double-ender 


SHELTER ISLAND BOAT CO 
2301 OAKTON ST 
ARLINGTON HEIGHTS, ILL 


ENGLISH PRAM 
Length 8’, beam 50”, transom 
19”. Molded seats and coam- 
ing Styrofoam flotation, plas- 
tic rub rail, and eye bolt fea- 
tured in this fiberglass pram 


STARCRAFT BOAT CO. 
GOSHEN, IND 


PRAMS AND JOHNS 
Prams are available in 9’ and 
12’ models, and Johns in 14’ 
and 16’ models, all with uni- 
tized aluminum hulls and Sty- 
rofoam under seats. All can 
be used with air, oar or out- 
board power 


SUDBURY LABORATORY 
SUDBURY, MASS 


TRANSPARENT BOAT 
8’ x 47” x 19” Dinghy of trans- 
parent plastic construction 
weighs 44 lbs. and will carry 
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up to 600 lbs 
and gunwales 
3-HP motor 


Mahogany seats 
Rated to carry 


& 
SU-MARK, INC. 
STONE STREET 
WALPOLE, MASS 
DINKY 

8’ x 48” x-17%4” dinky is of 
fiberglass and weighs approxi- 
mately 60 Ibs. It can be rowed 
or used with outboard motors 
up to 3 hp. Equipment includes 
built-in safety flotation tank. 
Price: $129.50. Company also 
offers Deluxe Dinky, with 
built-in gunwale guard, $144.50. 


HOUSEBOATS 


BOATEL CO. 
DIV. OF 
KLAPMEIER INDUSTRIES 
MORA, MINN 


ms. 


CATAMARAN HOUSEBOATS 
Line of catamaran houseboats 
includes 14’ x 3/’ Adventurer, 
14’ x 30’ Explorer and 8’ x 30 
Vagabond, all with hulls of 
steel, aluminum or fiberglass. 
Adventurer features sleeping 
for 8, forced air heat, hot and 
cold running water, 2’ walk- 
around deck and “front-end” 
power. Volvo inboard power is 
available on larger models, or 
conventional outboards up to 
150 hp can be used. Interiors 
are styled in hardwoods, with 
full drapes, formica counters 
and Naugahyde couches. 


GENERAL PANEL CORP. 
1205 6TH ST.. PAGE PARK 
FORT MYERS, FLA 


i " 
Fy tahoe 


GENPAN HOUSE CRUISER 


Houseboats are available in 
sizes up to 12’ x 42’, and fea- 
ure Volvo-Penta engine, gen- 
erator, batteries and gas tanks 
located in a separate pontoon 
Deck, walls and ceiling are 
constructed of prefabricated 
sandwich type panels featur- 
ing foamed plastic insulation 
and flotation. Safe keel effect 
is provided by supporting cat- 
amaran type pontoons made 
of foamed plastic encased in 
fiberglass and plastic. Prices: 
from $12,000 to $30,000 


HOLIDAY BOATS 
ST. PAUL 7, MINN 


HOLIDAY 8 x 24 
24’ x 8’ steel-hulled houseboat 


FEBRUARY, 1961 


sleeps 6 persons, and has wood 
and metal _ superstructure 
Equipment includes complete 
galley and head, and jalousie 
windows Price: less than 
$3,000 


HOLIDAY MODEL 828 
28’x 8’ steel house boat fea- 
tures aluminum cabin siding 
and mahogany panelling inte- 
riors. Forward cabin has 7'2” 


headroom. Equipment includes 
stainless steel and formica gal- 
ley, dinette, head and Marmac 
mechanical steering. Boat ac- 
commodates 6. 


HOLIDAY 10x 30 

30’ x 10'x 35” steel hull house 
boat has aluminum cabin ex- 
terior, mechanical steering, 30 
gallon fresh water tank, 12 
volt wiring, navigation lights 
and four mooring bits. Equip- 
ment includes aluminum doors 
and windows, full galley, di- 
nette, head with sea closet and 
Armstrong tile floor. Price: 
$5,750. 


TRAIL-IT COACH MFG. CO. 
4549 DELAWARE 
DES MOINES, l|OWA 


TRAIL-IT CRUISER 

30’ amphibious cruiser has 8’ 
beam and is equipped for land 
and water travel. Cruiser has 
retractable wheels, sleeps 4, 
and features 8’x16’ fiberglass 
sun deck, heavy-duty wind- 
shield, interior paneled in 
cherry, complete kitchen with 
two-burner LP stove, icebox, 
20 gallon fresh water storage 
tank and 6, 12 or 110 volt sys- 
tem. Vee bottom hull is of 13 
gauge steel coated with anti- 
corrosive paint and reinforced 
with steel channels. Weight is 
4,280 lbs. 


in every Delta 


Value minded boat owners rely on Delta boat lites 
for full measures of beauty and quality at reasonable 
prices. Delta marine accessories (unless otherwise in- 
dicated) are solid brass with heavy plating, chrome 
over nickel—operate on 6 or 12-volt dry or wet battery. 
Fully guaranteed. 


a Ce <e > 


BOWlite 

Fresnel red and green Plexiglas 

lenses give maximum strength, bril- 

liance and visibility. Has %” pen- 

nant staff socket...........$6.35 

4 &> 
STERNlite “= 

Large Fresnel lens in clear Plexiglas 
magnifies light. 24” staff retracts to 
j $6.85 


SPOTlite-HORN Combination 
Resonant far-reaching horn. Brilliant 
Sealed Beam unit. Has 360° hori- 
zontal swivel — 145° vertical. Toggle 
switch has signal facility....$18.75 
SPOTIlite only 

HORN only 

PENNANT STAFF 

Chrome-plated. Fits all 

tightly and is rattle-free... 


NAVIGATION LITES 

Plastic. Operate on 2 flashlight cells. From. ......+++++ -$2.49 
Model with port and starboard lites separate..........$2.98 
STERNlites 

Plastic. Operate on 1 flashlight cell. Screw-on and C-clamp 
mounting brackets. Model with mounting bracket that can be 
bent to fit, 98c. With 20” aluminum staff from.........$2.29 

See the Delta lites at your Dealer’s. 


wade 


© Oelta LIGHTS THE WAY 


DELTA ELECTRIC CO., 341 WEST 33rd ST., MARION, INDIANA 


207 








KERMaTH 


THE MOST COMPLETE MARINE 
ENGINES IN THEIR FIELD 


SEA TWIN 


10 H.P. 
2 Cylinders 


Boat Show—D271 


MANUFACTURED BY MARINE ENGINE DIVISION 


BALLANTINE INDUSTRIES 


139 WHITE HORSE PIKE ° ABSECON, NEW JERSEY 


THE FINEST BETWEEN HOME AND HARBOR 


2 b 
4 : 
BOAT TRAILERS 


ECONOMY AND QUALITY TRULY MATCHED 
FOR THE FIRST TIME ANYWHERE 


Cantilever Air 


ed Design Coil Suspension 


trer yo Excl sive 


dying positive locking mechanisms. 
ly combined to provide superior 
ty. For descriptive 1961 cat- 


or write Dept. 15BT. 


ELECTRIC WHEEL COMPAN 


“YT 


QUINCY, ILLINOIS 
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AIRBOATS, INC. 
3323 N. FLORISSANT 
ST. LOUIS, MO 


AIRBOY CUB 
12’ aluminum-hulled airboat 
will operate over water, ice or 
crusted snow, and is equipped 
with a 9 hp engine, and ice 
runners Price $845: also 
available with 12 hp engine 
$995. Company also manufac- 
tures Super Cub, in 14 and 
16’ lengths with 65 hp engine, 
$2,195. and Airboy Sportster 
and Airboy Special, The 
Sportster can be powered with 
a 150 hp aircraft-type engine. 


AIRBOY ICE SLED 
Lightweight tubular steel 2- 
passenger sled is 7’ long, with 
runner width of 46”, and can 
be powered with the Airboy 
outboards. Sled is fully 
equipped with rocker-mounted 
runners, plexiglass’ wind- 
shields, spring suspension 
front end, airplane-type steer- 
in; wheel and remote control 
brakes. Price: $139, less motor 


AMERIMEX CORP. 
122 W. 30th ST 
NEW YORK I, N.Y. 


AIRBOAT 
inflated and weigh 
23 lbs. when rolled into com- 
pact 10”x19” package. Con- 
tructed of fabric-laminated, 
rubber, the Airboat inflates in 
ute and is ideal with 
outboard, sail or paddle. Price 
of $159.50 includes foot pump, 
2 sets of back seat cushions, 2 
wooden back rests, floorboards, 
spare parts kit, and carry duf- 


12? long 


Two Airboats can be 
joined together by nominally- 
priced bracket giving a cata- 
maran-speedboat effect 


TRIMARAN 
17 55-lb. folding boat has 
double outrigger giving 8’ beam 


and alk 


Price $559, complete with 
sails; $359, single hull sailboat 
$259, paddle or outboard boat 


BENSEN AIRCRAFT CORP. 
BOX 2725, RALEIGH, N. C 


Gm 


1 


GYRO-BOAT 

Flying boat is adaption of heli- 
copter glider to ordinary fish- 
ing boat, and company says 
most outboards, rowboats, din- 
ghys and prams can be con- 
verted into fiying boats by 
adding the flying attachment 
named the “Rotosail.” Latte 
consists of a _ helicopter-like 
rotor mounted on top of an 
aluminum mast, which is 
clamped onto the boat. It can 
be bought either ready made 
or in kit form. Also available 
is complete outfit, boat and 
rotor. Price: Gyro-boat, $995 
complete; $595, without boat 
hull. 


BILT-TO-LAST FIBERGLASS 
PARIS, KENTUCKY 


SKIP/JACK 
A type of surfboard powered 
by an outboard motor, the 
Skip/Jack is 8 ft. long and 4 
ft. wide. It is constructed of 
reinforced fiberglass and has 
a rub rail of aluminum. It re- 

ils for $395. 
a 

BOATEL CO 
DIV. OF KLAPMEIER INDUSTRIES 

MORA, MINN 


PONTOON BOATS 


Boatel pontoon units are fur- 
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nished in kit form or fully as- 
embled. Pontoons are con- 
tructed of aluminum, or 16- 


to 40 HP, and is available in a 
number of deck sizes, with all 
widths 8’. The 8’ x 20’ deck can 
carry up to 2,500 lbs. Motor 
is mounted on an exterior hy- 
droplaning motor pan to keep 
it at proper depth to eliminate 
cavitation action. Decks are 
of plywood. Prices: from $975 
to $1,330. 
© 


HARRIS MFG. CORP. 
280! WEST STATE 
FORT WAYNE, IND 


and helmsman’s wheel. Equip- 
ment includes fiberglass pon- 
toons with Styrofoam flota- 
tion, polyethylene deck railing 
bands, aluminum railings, sa- 
teen canopy and 4 railing 
gates. Price: $1125. Company 
also manufactures Flote-Bote 
Trailer, $399. 


SWIM-FLOTE 
Raft has 8’ x 8’ deck of marine 
treated plywood, and pontoons 
are 16 gauge steel. Price: $220 


6 
C. J. HENDRY CO. 


27 MAIN ST. 
SAN FRANCISCO, CALIF 


TOW FLOTE 
I-Beam construction 
with reinforcement features 
for the stress of starts and 
pulls, the Hodgman Tow Filote 
can be used in a reclining, 
kneeling, sitting or standing 
position. Two models are avail- 
able, priced at $19.95 and 


KAYAK CORP. OF AMERICA, 
INC 
PIONEER FOLDING BOATS 
206 E. 86th ST 
NEW YORK 28, N.Y 


Using 


$25 


auge Core-Ten steel which 
h tensile 


has an extremely hi 
Available in four 
models: 8 x8 8’ x 
8’ x 20 A 


trength 
tandard 
8x 16 


$d hb tie 
and —— 
trailer for transporting th i : 
pontoon boat i: 


4 _ 
available. De- . 
ened to use from 5 to 50 HP A 


motors. Speeds to 40 MPH, 
and can pull 3 water skiers SUNLINER FLOTE-BOTE 
Novelty boat has 8’ x 18’ deck, 
ca and is recommended for use 
with motors to 25 HP. Equip- 
GODFREY ment includes steel pontoons 
CONVEYOR CO. with bulk heads forming wa- 
ELKHART, IND 
tertight compartments, alu- 
minum railings, 4 railing gates 
and sateen canopy. Motor 
mount is adjustable, and deck 
helm and helmsman’s wheel 
included. Price: $985. Company 
also offers Holiday Flote-Bote, 
with 8’ x 14’ deck, with Sun- 
liner equipment, $885 


SURCOUF 

Air dinghy is 1l’ x 36” pneu- 
matic boat, with 4 separate 
Neoprene rubber innertubes 
inside 3-ply rubber outer hull 
Boat seats 2, and equipment 
includes 2 back rests, 2 seats, 
wooden flooring, repair kit, fit- 
tings for mast, canvas carrying 
bag, foot air pump and 4 
valves. Price: $150. Collapsi- 
ble double-bladed paddles are 
$4.95 each. 


INC. 
ELLIOT 
INFLATABLE LIFE RAFT 
Packed in sailbag size with all 
emergency equipment. Inflate 
in a few seconds when cord is 
pulled. In sizes for 4 to 25 

persons. U.S. Coast Guard 
PIRATE 


approved 
we 72” x 3’ air dinghy will hold 
; 500 lbs., and can be used with 
atta a co. paddles, motor or sail. Boat 
FRAMINGHAM. MASS inflates in three minutes, and 
DRAG-’N-FLY has 3-ply Neoprene rubber 


SAMPAN 
pontoon boat can 
motors from 5 HP 


PLAY-MOR FLOTE-BOTE 
Novelty boat has 8’ x 16’ ma- 
rine plywood deck, deck helm 


Aluminum 
be used with 


WORLD'S FINEST PROPELLER FOR DISCRIMINATING OWNERS OF INBOARD RUNABOUTS 


SUPERB IN STAINLESS STEEL 


auper-Cup~Z0 I 


For those owners of fast bottom inboard runabouts 
and racing hydroplanes who want the very ultimate in 
propellers FEDERAL has developed the Super-Cup 
X-100...the supreme achievement of the propeller building 
art. Combining extremely keen leading edges, modified 
sections and cupped following edges, the Super- 
Cup X-100 provides unprecedented speed, smoothness 
and efficiency of operation at 4,000 or more r.p.m. 
Cast of special stainless steel, heat-treated by 
our exclusive process, the Super-Cup X-100 possesses 
strength that defies deflection or distortion under the / F ff 
maximum power that can be imposed onit...eveninthe | yf 2-BLADE 


tightest of turns ry sense the Supe r-Cup X-100 FOR RACING 
is the world's finest propeller . the perfect choice for Y 
those discrin ners who want the HYDROPLANES, /S 
AVAILABLE IN STAINLESS 
STEEL OR BRONZE 


In eve 


very best 


} 


GRAND RAPIDS 2. MICHIGAN 
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1961 TEE-NEE soar traiters 


TEST TRACK PROVED FOR RUGGEDNESS AND ROADASBILITY 


® Famous Tee-Nee quality proved in grueling tests of 1961 
models by Studeboker-Packard test drivers © New triangular 
- strongest structure per pound of trailer 
made ® New telescoping winch stand ® New, tenacious baked 
enamel finish © New low prices 


cross-section frames 


SEE ALL THE NEW 1961 FEATURES AT YOUR TEE-NEE 
DEALER'S OR WRITE FOR CATALOG 
Address Dept. P 
TEE-NEE TRAILER CO. 
215 E. INDIANOLA AVE. © YOUNGSTOWN, OHIO 


in anada: Canasco Products Ltd., 121 Howden Road, 
Scarborough, Ontario @ Export Dept.: Equipment inter- 
national, Everett Bidg., Akron, Ohio 


like the Viking 
n the finest Danish sea-faring 
ser that's safe and sea 


rite for free catalog and name of nearest 





hull, reinforced with canvas 
lamination. Equipment in- 
cludes carrying bag, built-in 
battened wood floor, foot pump 
and repair kit Price: $125, 
FOB New York warehouse 
Also available are _ sectional 
and removable oars and oar- 
locks, $12.50 pair, and sail, 16 
sq. ft., with masts, stays and 
halliards, $9.95. 


SINGLE SEATER 450 S 
14’°8” x 25” kayak-type boat 
weighs 41 lbs.,and comes apart 


and folds for storage or trans- 
portation. Frame is of solid 
ash, hull of 5 ply natural rub- 
ber and deck is heavy duty 
canva Boat is German im- 
port. Price, $235, complete 


KALAMAZOO 
CANVAS BOAT CO 
KALAMAZOO, MICH 


CANVAS BOAT 

12’x 44” square-stern folding 
canvas boat is rated for use 
with 5 HP motors. It includes 
oars and cushion, and is made 
of rubber-treated canvas with 
galvanized spring steel folding 
frame. Seats, keel and floor- 
boards are of wood. Company 
also manufactures 10’, 11’, 14’, 
and 16’ square sterns; 12’, 14’ 
and 16’ canoes and 9’, 11’, 12’, 
14’ and 16’ double-end river 
boats 


LEPEL WATERSCOOTER 
12) MALCOLM COURT 
ELYRIA, OHIO 


LEPEL WATERSCOOTER 
63” x 3'4” reinforced fiberglass 
craft in two models. Model +1 
has 114 HP engine, hand start- 
er, Styrofoam, will travel in 
close circle around rider should 
he fall off. Model +2 has 5! 
HP engine, aircooled, inboard 
type, with electric starter, may 
be run in standing position like 
peeds to 20 MPH, 
yrofoam flotation, stops if 
rider falls off. Prices, Model 
+1, $295: Model +2, $395 


MILLER-PICKING CORP, 

| MESSENGER ST 

JOHNSTOWN, PA 

PONTOON BOAT 
Toon Boat is designed for 
versatility in family fun and 
entertaining. Each pontoon 
contains separate water-tight 
compartments. Recommended 
for 5 to 20 HP outboard 
motors 


a surfboard 
St 


NAUTICAL PLASTICS CO. 
BOX 930, CAMDEN 5, N. J 


Z-BOAT 

5’ x 29” x 3” molded Dylite boat 
carries 250 lbs. and weighs 15 
lbs. It is equipped with Dy- 
lite outriggers, and floats even 
when filled with water. Prices: 
$55 with outriggers; $40 with- 
out outriggers 


NORTHWEST GEORGIA 
ENTERPRISES, INC. 
P.O. BOX 266 
ROME, GA 


TIP-TOP CRUISER 
Cruiser consists of two 22’ 
long, 19” diameter pontoons, 
channel steel deck supports. 

marine plywood deck, rail- 
ing, captain’s wheel and stand 
and motor mount. Cruiser can 
be used with motors from 7 
hp to 18 hp, and is offered in 
two models, standard and de- 
luxe, with either 8’x16’ or 8’x20’ 
deck. Pontoons are filled with 
Styrofoam flotation and also 
equipped with drain plugs. 
Prices: Standard, 8’x16’ deck, 
$797.50: 8’x20’ deck, $916: de- 
luxe, 8'x16’ deck, $989.50; 8’x20’ 
deck, $1018. Also available are 
canopies, steering control kit 
and special trailer. 


PAK-CRAFT CO 
2774 EAST WALNUT ST 
PASADENA, CALIF 


IMP 

A 9 ft. fiberglass boat that 
folds into a camping or lug- 
gage trailer specifically de- 
signed for compact and foreign 
cars. Weighs 110 lbs. Imp and 
trailer with standard equip- 
ment retails for $575 plus 
transportation charges 


RED CROSS MFG. CO., INC. 
BOX Ii!, BLUFFTON, IND 


CAPTAIN PARTI-BARGE 
Pontoon boat has 8’ x 10’ deck 
and is recommended for use 
with motors to 18 hp. Features 
include steel pontoons, con- 
vertible top, captain's stand, 
chain-link railing enclosure, 
gas tank holder, “Nautolex” 
vinyl cloth-covered deck alu- 
minum boarding ladder. Also 
available is “Sea-Captain,” 
with aluminum pontoons. 


COMMODORE 
PARTI-BARGE 
Pontoon boat is intended for 
use with motors to 40 hp, and 
has 8’ x 16’ deck. Features in- 
clude flat-top steel pontoons, 
welded mooring handles, cap- 
tain’s stand, convertible top, 
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scoop-action motor mount and 
Nautolex” vinyl cloth-covered 
deck. Also available is “Sea- 
Commodore, with aluminum 


pontoons 


ADMIRAL 
PARTI-BARGE 

20’ deck-size pontoon boat 
; convertible top, ““Nautolex” 
inyl cloth-covered deck is rec- 
ommended for use with motors 
to 40 hp. It is also available 
in “Sea-Admiral” model, with 
luminmum pontoons. Special 
Parti-Barge trailer is available 
for this and company’s other 

pontoon boats. 


ROBERTSON-HEDGES. INC 
1518 McGEE ST., KANSAS CITY 8, MO 


DRAGONFLY ICE SLED 
Ice sled has wind-break front, 
all tube-steel welded construc- 
tion with a 2-bolt knock-down 


f 

transportation, 2 bucket seats, 
foot rests, remote throttle con- 
t 3 hinged ice runners and 
¢ Shipping weight 
100 lbs. Price 


eature for easy assembly and 
) 


rol 
1) 


ig brake 


ipproximately 
$179.50 


SEARS, ROEBUCK AND CO. 
925 S. HOMAN AVE 


CHICAGO 


ELGIN PONTOON BOATS 
ats are offered in 

) 8’ x 16’ and 

Ke moto! 

nd 25 hp re- 

model ha 

welded 
V eel and 
imeled pontoons and decks. 


SELLECK 
WATERCYCLE CORP 
N. W. 2nd AVE. AT [Sth ST 

BOCA RATON, FLA 


j } 
l-ar¢( 


+ 


PRINCE WATERCYCLE 
Twin-float craft operates by 
foot-pedals, steers with han- 
dlebar, paddlewheel driven. 
Available finished or in semi- 
juilt kit with ready-built 

Length 8’. 

SHRIMP WATERCYCLE 
4’ craft for children up to 10 
year ponds and 
pool 0 lbs. complete. 


FEBRUARY, 1961 


old in quiet 


DOUBLE WATERCYCLE 
For 2 riders, adults or chil- 
dren. 3 floats, with 2 paddle- 
wheels. 8’ x 77”. Available fin- 
ished or in semi-built kit. 


STEEL CRUISER MFG. CO., . 
INC. 
5830 SECOND AVE 
DES MOINES, |OWA 


AMPHIBIOUS CRUISER 
30’x 8’ outboard-type steel 
land and water cruiser has 
V-bottom, retractable wheels 
and air tanks. Interior fea- 
tures are sleeping facilities for 
6, toilet, sink, ice box, alcohol 
stove, 110 and 12 volt electri- 
city, running lights, electric 
brakes and 15” wheels with 8 
ply tires. Cruiser can be used 
with motors from 15 HP to 
200 HP. Battery storage com- 
partments are built into the 
hull. Price: $4,785, complete, 
FOB Des Moines. 


STRONG-SCOTT MFG. CO. 
451 TAFT ST., N.E 
MINNEAPOLIS 13, MINN 


SUNDECK 

Pontoon boat is available ina 
complete ‘assemble - yourself” 
package, and is 19’7” with steel 
pontoons, steel cross rails and 

marine plywood deck 
Equipment includes wrap- 
around rail cover, insulated 
and upholstered motor cover 
seat, steering column and 
wheel. Accessories include 
canopy top with hardware, 
navigation lights, anchor 
winch and anchor, battery, 
boarding ladder and boat hook. 


SYLVAN PONTOON DIV. 
CRIPE EQUIPMENT CO. 
WOLCOTTVILLE, IND 


t 


SYLVAN 25 
Standard Sylvan 25 has deck 
area measuring 8 x 25 feet and 
priced at $1059. Weekender 


...famous * 


3-BAND DIRECTION FINDER 
Kr ere Vo 


1 are at all times with this dependable direction 


portable radio. Takes 


es on broad iSt, 


1 entertaining 
marine beacon 
Powered by 6 flashlight batteries 
$99.95 

$169.95 


NEW IMPROVED DEPTH SOUNDER 


$69.95 
$107.95 


MI-10 ; 
MIW-10 : 
MARINE POWER CONVERTER KIT 
Converts your 6 or 12 volt boat batteries to 117v AC p 
for your lights, power rV, etc. 8 Ib 


Heathkit MP-10 $29.95 


HEATH |b 


HEATH COMPANY 
Benton Harbor 3, Michigan 


Send Heath Kit & Wired Catalog. 


Send special Marine Folder. 





ADDRESS 
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with conver- 
priced at 

lels available 
deck 
16’, and 8’x 
nstructed 


ire test- 


sizes of 


th lubricant 


osion an 


ERRA-MARINA 
EMPSTEAD HWY 
N 24, TEXAS 


LAND AND WATER 
CRUISER 

ious houseboat features 

I automatile 

ckpit, front steer- 

eck. Standard 

ludes foam rub- 

tank 
stove 


htin 


1 watel 


ce box 


built-in trailer Dimensions 
are 31'5”x8’, with 7” draft. 
Price: $3,895, FOB the factory. 


AMPHIBIOUS CRUISER 
26'2” x 8’ land and water crul 
er sleeps 4, with additions 
pace for sleeping up to 8, an 
includes built-in trailer an 
lighting s\ for both land 

iter travel. Features in- 
clude screened-in front porch, 
detachable screens, automatic 
draining cockpit, front steer- 
ing, sun deck, galley with 
stove, ice sink and pump 
and Fiberglass insulation 
Price $3,295, FOB factory 
Company also produces six 
other models of amphibious 
craft ranging in price from 
$1,795 to $3,895. 


TRAIL-CRAFT CORP. 
PHILIPPI, W. VA 
TRAIL-CRAFT 

The Trial-Craft offers the fea- 
tures of a boat, sun deck, div- 
ing platform, duck blind, tent, 
and trailer, all in one. Length 
94”, width 58”. Steel welded 
construction, 20 gauge sheet 
metal. Takes up to 10 HP 
Price, including tent and cots, 


$499.50 
e 


yvstem 


box 


boat has compartmentized 
pontoons of 16 gauge steel, 
plastic-coated ’ marine ply- 
wood decking and aluminum 


front panels and splashguard 
Features include 10’ canopy, 
fencing, aluminum canopy 
frame, deck stand with remov- 
able instrument panel and ad- 
justable motor mount. Also in 
standard model. 


WATER BIKE 
Novelty pontoon boat is pedal 
operated through drive chain 


to steel paddle wheel. It can 
be used with one or two-man 
operation, and steers by direct 
linkage to rudder. Price: $375. 


coated ™%” marine plywood 
decking and steel railing and 
splashguards. Equipment in- 
cludes aluminum fencing, deck 
stand and steering assembly 
and adjustable motor mount 
Anchor assembly is operated 
by a winch. Also in deluxe 
model. 


DELUXE CRUISER 
7'2'x 20’ deck-size pontoon 
boat can carry 2,600 lbs., and 
is equipped with aluminum 
panels and aluminum front 
splashguard. It also features 
aluminum fencing and three 
gates, deck stand with remov- 
able instrument panel and 
chrome plated helm wheel. 14 
canopy is optional. 


THE WINSLOW CO. 
BOX 1507 
VENICE, FLA 


SURVIVAL ACCESSORIES 


Self-inflating 
life rafts 


air-sea rescue 
for 2 to 8 persons 
ranging in price from $89.50 
to $345. Life raft survival kit 
weighing 18 lbs. for $30. 


MARINE DISTRESS FLARE KITS 


Protect your family 


las insula- WEERES PONTOON BOAT CO STANDARD SPORTSMAN 
4, with ad- ’ . CLOUD MINN 7's’'x 12’ deck-size pontoon 
ping up DELUXE HOLIDAY boat has compartmentized 16 


te with 7 x 16 deck-size pontoon auge steel pontoons, plastic- 





ver income 
MARING 
OSTRESS FL AaRcs 


your crew and your boat 
This 


ice buys so much peace of 


Least 
sold 
flares, 


expensive Day-Night Kit 
3-5 minute brilliant red 
large distress flag. 


"SHIP-SHORE" 
Price $1.95 


by always carrying Marine Flares inex 
pensive safety dev 


mind In time of need they are be yond price, 


All flares have safety friction caps. No matches 
required. Packed in tough water proof con- 
Guaranteed 
by the makers of over 35 million rail and high- 


Choose the kit that fills your need. 


THE SAMUEL JACKSON FUSEE CO. 


DEPT. P, EASTON, MARYLAND 


Longest burning kit for price con- 
tains minute brilliant red 
flares, large distress flag and un- 
breakable signal mirror. 


tainer, easy to store, will not roll. 


“OFF-SHORE" 
Price $3.60 








way flares 


Ue) 


TYPICAL 


WRITE FOR 
DETAILS 











Finned Tube 
HTL 


Our new Cupro Nickel Finned tubing greatly decreases 
the length of tubing required for adequate heat ex- 
change and is the finest corrosion resistant tubing avail 
able for marine use 


‘ ' CLOSED COOLING e CLAMP ON MODEL © NO CORROSION, 
® Application a 4 RUST, SAND, DIRT. SIZES FOR ALL ENGINES — BOATS. 


effective wood 











Lasts Longer! Saves Haulouts! 


( pry ) f . : 

autodesk ®@ Anti-fouling 
protects completely 
in all waters 
Durability 
withstands scouring, 
chafing, bumping 
Speed 
makes slickest racing 
finish known 














, 
metal, fiberglass 


METALLIC COATINGS CORPORATION 
919 N. Michigan Ave., Chicago 11, Ill 


OPEROYD 





Mokers of 

V-Drives Reduction Gears 

Transfer Drives Propeller Pullers 
ILLUSTRATED LITERATURE ON REQUEST 


THE WALTER MACHINE CO., Inc. 
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84 Cambridge Ave 
Jerse 





MARINE ENGINES 


NLESS YOI 


plete ly dependent 


R’S 


engines, both inboard 


fined, improved, and re-engineered in the past five years o1 


so, and faultless operation Is taken for granted by the boat 


man Recent ocean crossings, 
further proven engine depend 
bility for prolonged running 

No matter 


neered an engine 1s 


how well engi 
howevel! 
n additional insurance policy 
careful 


your program ol 


operation and maintenance 


Every boatman should have 
in instruction manual for the 
engine In a waterproo! enve 
lope aboard his craft if you 
not have 
to the makers 
When engine 


velops you can use the in- 


do one, then write 


and get one 


roughness de 


structions as a troubie-shoot 


ing guide 


Outboards 


Outboard motors for 1960 
are more powerful than ever, 
and although this greatly ex- 
tends the speed and size of 
craft that 


powered 


can be outboard 
some problems are 
presented. With large engines, 
remote steering Is a necessity 
Although hand steering can 
the 
LOO 


be used in an emergency, 
thrust of motors close to 
hp is much too great for man 
operation. (¢ 
should be vel 


with 


ual ontrols 


engineered 
a minimum of friction 


where the cables pass Ove! 
and elec- 


YI k well 
Quiet 


sheaves Hydraulic 


tric controls also we 


with the new motors 


ness of operation and mini 


mum maintenance are 1960 


features Fiberglass hoods 


inodized cooling passages 


ind slip clutches to replace 


shear pins are being offered 
by many companies. Thermo 


t Works 
| 


1 
Old 


- ‘ 
Cooling toward 


the 
cold-running 


atic 


liminating bugaboo 


ot hot or pow 


rheads, and operating tem 


peratures are preset at 


factory for maximum effi- 


ciency. 


Inboards 


The use Of 


IS A SAILBOAT, 
upon 


and outboard have been re 


and long dist 


the 


Diesel 
metailurgy 
flashpoint tuel 
ind weights 
that will 


interest 


you are com- 


Marine 


engine design 


the power plant also, and 
are 
One 
run on almost any 


ince races have 


CHECK LIST FOR POWER PLANTS 


(] Do you have enough experience to match an in- 
board or outboard motor to a boat? If not, can 
you secure the services of a reliable dealer? 

(| What kind of service will you expect from a power 
plant—economy of operation, or high speed 
performance? 

Will an inboard engine or outboard motor best fit 
your requirements? 

Remember engine weight affects the trim of a boat. 
Is your engine weight tailored to the hull? 

Will you be able to do your own maintenance? If 
not, a detachable motor simplifies repairs. 

Do you trail your boat, or is it moored afloat? This 
can affect your choice. 


OUTBOARDS 


High horsepower motors are frequently unsuited 
for small boats. Can your dealer advise you? 


Do you wish to enter the racing field, or cruise at 
slower speeds? There are different motors for 
each service. 


Will the children operate the motor? They may be 
safer with a conservative horsepower size. 


Electric starting, or manual? There is a difference in 
price and convenience. 


Would twin engines better fill your needs? 
INBOARDS 


Have you measured the available space for a new 
installation? Manufacturer's specifications can 
save buying an oversized engine. 


] Would a Vee drive help to conserve valuable 
space? Reduction gears improve performance? 


What cruising range would you like to attain? 
Manufacturers can sometimes supply gas con- 
sumption figures. 


What kind of service will the engine perform? 
There are high torque, high rpm engines for rac- 
ing runabouts, and slow turning, powerful 
plants for heavy cruising hulls. 


Have you checked with your dealer to see if he 
will accept a trade-in on your old engine? This 
can sometimes save you money. 


has 


propulsion 


from new 


high 


much 
using 


inherited 


plants this 


recently coming down to lighter sizes 
company 


has announced a diesel line 


hydrocarbon fuel, which will 


boatmen who operate where more common fuels 


are in short supply. 

New thinking in the inter 
nal combustion engine is also 
taking place. Recently, a Ger 
man firm, in cooperation with 
an American corporation, an 
nounced development toward 
a gasoline engine with only 
two moving parts which will 
develop about | 
for each pound of 
weight. Such 
could have a large effect on 
the future marine market 


Inboard-Outboard Drives 


What an infant 
in 1959 is becoming a stand 
item for the 
repertoire today, as the versa 
tile outboard unit Is 
coupled to inboard engines 
Long 
and 


horsepower! 
engine 
improvements 


Was idea 


ard designer's 


lowe! 


distance ocean races 
punishing 

have proven that 
can take it. The fuel savings 


possible with the 4-cycle en- 


marathons 


these units 


gine, as well as the ease with 
which boats having a retract 
able lower unit may be trail 
indicate 
will 


used In 


ered and_ beached, 
that 
become more widely 


stock boats 


such combinations 


new 


An Engine For Every Purpose 


In addition to all the other 
improvements, manufacturers 
of inboards have given a great 
deal of thought to the 
gineered” package for 


~ en- 
twin 
screw installation where space 
is at a premium. Reduction 
and reverse gears, as well as 
the versatile “Vee” drive, of- 
fer greater inboard flexibility 
than ever 

In this section of POPULAR 
BOATING’s annual Directory 
and Show Issue, will be found 
a complete rundown of out- 
board and inboard engines to 


before 


serve as a guide if you are thinking of installing an engine 


in a new boat, or repowering the one you presently own 


eng marks 


ines 


1960 will see more 


With 


IS goIng 


going into 


engines 
horsepower! correct diameter and pitch f 
ied with a smaller, 


that faulty 


propelle 


r matchi 


Don't Forget the Prop 
Efficient use of power depends upon using a prop of the 
or the hull shape and weight. Be 


sure to consult your dealer or engine maker tf you suspect 


g 1S robbing you of efficiency 


213 





OUTBOARD MOTOR CHART FOR 1961 


PISTON NO. GENERATOR LONG SHAFT 


COMPANY 


Air Boats, Inc. 
3323 N. Florissant 
st. Louis 7, M 


American Marc Inc. 
1401 W. Florence Ave 


nglewood, Calif 


Bundy Marine 


Mountainside, N 


British Sea Gull 
Poole. Dorset 
England 


Evinrude Motors 


Milwaukee 16, Wis 


Firestone Tire & 
Rubber Co. 
Akron 17, Ohio 


Gale Products 


Galesburg, | 


Gamble-Skogmo, Inc. 
15 No. 8th St 


Minneapolis, Minn 


Goodyear Tire & 
Rubber Co. 


Akron 16, Ohio 


A 


Johnson Motors 
Waukegan, il 


McCulloch Corp. 


Marine Products Div. 


2901 E. Hennepin Ave 


Minneapolis 13, Minn 


MOTOR MODEL HP DISPL. 


Airplane-type 
air drive prop 
outboard 
Model 50 
Model 20 


Diesel 
outboard 


Bundy 500cc 


Forty ] 

Forty Plus ] 

Century 100 3 

Century 100 Plus 3! 
Century 100 

Clutch 


Lightwin 
Fishermar 
Sportwin 
Fastwin 
Big Twin 
Lark Ill 
Starflite Ill 
Starflite 


Uni-charger 


Featherweight 2 
Viscount 8 
Viscount 12 
Viscount 25 
Viscount 40 


Buccaneer 3 


Buccaneer 5 


Buccaneer 15 
5 


Buccaneer 2 
Sovereign 40 


V Sovereign 


La) 
Wn 


7960 
7988 
-7994 
7998 
7999 
5-8000 
8019 
8020 
8024 
5-8025 


NNR HK AD A LK 
OUnAUUuaw 


<< * 
ww 


Sea-Bee 
Sea Bee 
Sea-Bee 
Sea-Bee 


Sea-Bee 


Sea Horse 3 
Sea Horse 5'A 
Sea Horse 10 


Sea Horse 18 


Sea Horse 40 
Super 


Sea Horse 40 


Scotty 
c 


Fishing scott cu. in 


Fleet Scott 16.4 cu 
Sport Scott 


in 


Royal Scott 3.7 


Flying Scott 


29.97 cu. in. 
42.18 cu. in. 


75.2 63.27 cv. in. 


electric 


manual 
manual 
manual 


manual 
manual 


manual 
manual 
manual 
manual 
manual 
electric 
electric 


electric 


manual 
manual 
manual 
electric 
electric 


manual 
manual 
manual 
manual 
electric 
manual 
electric 
manual 
electric 


manual 
manual 
manual 
manual 
electric 
electric 
electric 
electric 
electric 
electric 


manual 
manual 
manual 
manual 
electric 


manual 
electric 


manual 
electric 
manual 


electric 


manual 
electric 
manual 
electric 
manuol 
electric 


| | | 
bit 


| 
| 


MELEE TTT | 


CYLINDERS STARTER AVAILABLE WEIGHT 


28 Ibs 
57 \bs 
59 Ibs 


137 Ibs 


29 Ibs. 
55 Ibs 
77 \bs 
115 Ibs. 


133 Ibs. 


205 Ibs. 


36 Ibs 
40 Ibs 
70 Ibs. 
106 Ibs 
118 Ibs. 
123 Ibs 
141 Ibs 
146 Ibs 
170 Ibs 
176 Ibs 


32 Ibs. 
51 Ibs 
77 Vr Ibs. 
128 Ibs. 
137 Ibs. 
33 “4 Ibs. 
55 lbs. 
67 Ibs. 
77 \bs. 
127 Ibs. 
139 Ibs. 
216 


250 


142 Ibs. 


168 Ibs. 


AVAILABLE 


$239.00 
$179.50 


$595.00 


$130.00 
$140.00 
$175.00 
$190.00 


$205.00 


$160.00 
$235.00 
$330.00 
$395.00 
$530.00 
$645.00 
$895.00 
$960.00 


$145.00 

$230.00 

$350.00 
$465.00 man. 
$560.00 elec. 
$515.00 man. 
$770.00 man. 
$934.50 elec. 


$114.95 
$219.50 
$289.50 


$479.50 


$235.00 
$330.00 
$395.00 


$530.00 
$645.00 
$895.00 


$960.00 


$133.00 
$260.00 
$335.00 
$450.00 
$530.00 
$555.00 
$655.00 
$705.00 
$900.00 
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COMPANY 


Mercury Motors 
Kiekhaefer Corp. 
Fond du Lac, Wis. 


Montgomery Ward & Co. 


618 W. Chicago Ave 


Chicago, Il 


Muncie Gear Works 
Muncie, Ind 
Robertson-Hedges, Inc. 
1518 McGee St 


Kansas City 8, Mo 


Sears, Roebuck & Co. 


725 S. Homan Ave 


ve 


Chicago I 


H. A. Valente S.R.L. 
Buenos Aires 


Argentina 


West Bend Aluminum 


Hartford, Connecticut 


PISTON 
MOTOR MODEL DISPL. 
Merc 60 7.2 cu. 
100 .5 cu. 
Merc 150 18.5 cu 
Merc 200 27 .O 
Merc 350 ) 0 
Merc 500 5( 0 


Merc 


cu. 
cu 


cu 


Merc 700 
Merc 800 


Sea King 
Sea King 


Sea King 
yea King 


King 


ea 


Mighty Mite 


Airplane-type 
ir drive prop 
outboard 
Model 81 
Dragonfly 
Model 47 
Dragonfly 
Elgin 3.6 
Elgin 7.5 
Elgin 12 


Elgin 25 


Shrimp 2 
special 7% 
silver Shark 
Silver Shark 
Shark 25 
olden Shark 


ver 


Western Auto Supply Co. 


¢ 


Grand Ave 


City 8. M 


Zundapp-Werke GMBH 


Grade Engineering Co. 


Box 662 
Springdale 


CYLINDERS 


NO GENERATOR 


STARTER AVAILABLE WEIGHT 
manual 46 Ibs 
77 \bs 
83 Ibs. 
88 Ibs 
141 Ibs. 
125 Ibs. 
143 Ibs. 
190 Ibs. 
195 Ibs. 


manual 
manual 
manual 
electric 
manual 
electric 
electric 


electric 


32 Ibs. 
51 Ibs. 
130 Ibs. 


manual 
manual 
manual 
electric 
manual 
electric 
electric 


17 Ibs. 


manual 


36 Ibs. 
40 Ibs 
70 Ibs 
06 Ibs 


manual 
manual 
manual 
manual 
electric 
nanual 
electric 
manual 


electric 


} 3! 
inval 


manual 
nanual 
manual 
manual 
manual 
manual 
electric 


electric 


nual 
nanual 
nanyu 1} 


nanual 


LONG SHAFT 
AVAILABLE 





AIRBOATS, INC 


3323 N. FLORISSANT AVE., 
$T. LOUIS 7, MO 


== 


AIRBOY ENGINES 
1959 
outboard 


New features on 
HP model 50 
irive engine 
rankshaft 


ests tl 


In 
L€ new 


static 
5-HP 
961 


en 


FEBRUARY, | 


Airboy 


a heavy duty 
thrust 
gine 


40 

the 4 HP 
which has been discon- 
tinued in 1959. Part this 
power boost is due to the four 
blade twin turbo thrust pro- 
peller on the 5-HP motor 
Propeller diameter measure- 
ment remains 26” overall; and 
other features retained from 
last year’s model are the twist 
grip throttle assembly, tran- 
som bracket with angle ad- 
justment fit the Airboy to 
any transom, rubber motor 
mounts and reverse by means 
of 360 degree steering range 
Price, $239 2-HP model, 


$179.50 
® 
ALBIN MOTOR CO 
KRISTINEHAMN, SWEDEN 
ALBIN-HUSQVARNA 
Built Sweden, the light- 


proauced 
than 


boy 


thrust 
40 Air- 


more 
Model 


ot 


to 


alr- 


Y 
inh 


weight engine develops 3.5 hp 
from a 4.70 cu. in. displace- 
ment. It is a single cylinder 
air-cooled, two stroke engine 
with loop-scavenging. A fea- 
ture not found in engines of 
this type is a remote fuel tank 
which is part of the equipment 
of the Swedish engine 


AMERICAN. MARC INC. 
MARINE DIV. 


1601 W. FLORENCE AVE 
INGLEWOOD, CALIF 


DIESEL OUTBOARD 
American Marc is offering 3 
models, which are said to be 
the first diesel outboard en- 
ines produced. Three 
model 15 and 22 HP 
They cylinder, two 


ever 
are 7! 


are one 


piston opposed, water or 


cooled. 


BRITISH SEAGULL CO., LTD. 
POOLE, DORSET, ENGLAND 
SEAGULL 
“CENTURY PLUS” 
Single cylinder, 3 


MODEL 
port, 


9. 


215 
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at 4000 rpm for speeds 
12 mph 
ock boats with average 
Carburetion is 

vith separate 


troll to over 


displacement. 


ve type 


Ligh and low speed adjust- 
; nts. Rope starting, “Roto- 
+ ae 


z 
= 


the fisherman. Featur 
weedle propeller 
auto recoil « 

ers speeds to 12 miles. Pri 


$99.95 


startin ind 


2S 
DYNAMIC MOTORS CO Matic” 


4918 MANSFIELD RD mote 
SHREVEPORT, LA 8"x7 2-bl *mi-weedless 
‘opeller protected by “Safti- 

i rip” clutch. Weight, 55.5 lbs 
Price, $235 (15” transom height 

model) Long shaft model 


( Coed ivailable at « cost 
iN 


SPORTWIN 
10 HP at 4500 rpm for speeds 
from slow troll to over 20 mph 
} boats with average 


2-cycle, alternate 


fitted for re- 
operation 


} 
control 
controlled 


ide sé 


xtra 


DYNAMIC 


FISHING MOTOR 
D *ishir ind 


ynamic Electric Fi 
rollir Voto rate n 6 


BUNDY 500c« 


firin i yvlinder, water- 

EVINRUDE MOTORS ooled model with 16.6 cu. in 
MILWAUKEE 16, WIS displacemen Carburetion is 
type ith separate 

peed adjust- 

rting, “Roto- 


for re- 


fitted 
operation 
propeller 
“Safti - Grip” 
67 lbs. Price, 
ym height mod- 
model avail- 


FASTWIN 
LIGHTWIN 4500 rpn 


4000 rpm 


COMMANDO \ 


FISHERMAN 


x11” 3-blade propeller pro- 
tected by “Safti-Grip” clutch 
Weight. 77 Ibs. Price; $395 (15” 
transom height model. Long 
shaft model available at extra 
cost. 


BIG TWIN 
40 HP at 4500 rpm for speeds 
from slow troll to over 33 mph 
in stock boats with average 
loads A. 2-cycle, alternate 
firing, twin cylinder, water- 
cooled model with 43.9 cu. in 
displacement. Carburetion is 
automotive type with separate 
high and low speed adjust- 
ments. Rope starting, “Roto- 


Matic” control fitted for re- 
mote control operation. 10%3”x 
14” 3-blade propeller’ pro- 
tected by “Safti-Grip” clutch. 
Weight, 131 lbs. Price, $530 
(15” transom height model). 
Lon haft model available at 
extra cost 


LARK Ill 
40 HP at 4500 rpm for 
from slow troli to over 33 mph 
boats with average 


speeds 


in stock 


load A alternate 
firing twin cylinder, water- 
cooled model with 43.9 cu. in. 
displacemen Carburetion is 
ive type with separate 
dad low speed adjust- 
12-volt electric start- 
ti - friction 
full remote control 
10°. "x14” 3-blade 
propeller protected by “Safti- 
Weight, 143 lbs 
15” transom heig} 
Long shaft m 


at extra cost 


2-cycle, 


n 
if) 


teering 


Grip” clutch 
Price, $645 
model) 


available 


STARFLITE Ill 
4500 rpm 
t 


roll to over 


9 HP 





Whatever your boating preference... 





Imperial 18’ Runabout made by Carter Craft Corp., Panama City, Fla. 


16’ Royal-Craft Canoe weighs only 60 lbs. 14’ “Fish n Fun 


made by Carter Craft Corp., Panama City, Fla. 
Made by Thompson Royal-Craft Co., Cortland 


Boats of U.S. EXP-A-N-DED ROYALITE give you 


more fun...safety...economy... durability! 


Whether cruising offshore, trolling in the Everglades, Take a tip from the people who own them and you'll 
or canoeing in your favorite waters... boats of U.S. find boats of U. 8. Exp-a-n-ded Royalite are your key to 
Exp-a-n-ded Royalite will add to your safety anc en- more pleasurable, economical, and safe boating. 
joyment. For information about specific boats, write to ad- 
The sturdy cellular core of five-ply U.S. Exp-a-n-ded dresses shown in picture captions. 
Royalite is a low conductor of sound, heat and vibra- 
a you the quietest, most comfortable ride " At Gee eat Shows—Be ine tari | 
What’s more, the U.S. Exp-a-n-ded Royalite com- exciting new boats of U.S. Exp-a-n-ded Royalite 
bination of rugged durability and extreme lightness 
provides a hull that resists impact, abrasion, and weath- 
ering. Boats of U.S. Exp-a-n-ded Royalite never need Chicago Lakefront Exposition Center 
painting, never need caulking, never leak — stay show- March 24 thru April 2—Space 237 
room new indefinitely! 





New York Coliseum —Jan. 11 thru 22—Space 147 
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SEND 
POPULAR BOATING 
EVERY MONTH 


areca eos Qnom eeue 


ATING 
he: 


mame 
Omactowy 


—_ 

FOREIGN RATES: 
ad ) pe 
Ma 


Pan American | 
all other foreign countrie 


count? 


nion 


year, , add $1 per 


state 


for $10 
for $ 8 
for $ 5S 


U.S ys and Canada 


and possessl 
Bill me 


POPULAR BOATING 
Dept. PB 261H, 434 S. Wabash, Chicago 5, Ill. 


Payment enclosed 








NOW FOR 15-75 H.P. OVER 20,000 IN USE! 








Vary the pitch with a 
Flick of your wrist 

-». adjust instantly to 
changing boating 
conditions. Get better 
skiing, racing, cruising 
and trolling stop 
bogging down under 


“MULTI-PITCH” 
VARIABLE-PITCH 
OUTBOARD 
PROPELLERS py 


— tips with MULTPITCH 
~ * NEW MULTIPITCH 
a, TROLLER MODELS, 
" igned especially for 
THE ¢ . Cut your trolling 


New 1961 models 
for almost all 
15-75 hp Outboard 
Motors. Ask your 
dealer or get free 


from $24.95 brochure from: 











speed in half and have 
six other pitches as well 
ACTUALLY 7 PROPS 
IN 1 


LESNOR-MAEHR MARINE CO., INC. 
118 Cherry Lane ¢ Floral Park, L.!., N.Y. 





300 yds.! 3 Ibs. 
only $4795 wir bat 


rist strap 


SCREAM NO MORE! 





Speak naturally and let Hailer 
CUB project your words to 
other Skippers, docks, shore points 
300 yards away! Lightest, 
compact transistor - mega 
phone on earth — ‘‘miniaturized’’ 
in bulk and price — but not in 
range and clarity. Runs on 
one dry cell. Sturdy, all 
aluminum construction 
Weatherproof Ivory-Sunrise 
finish. At marine and sport 
stores, or immediate post 
paid shipment 
money-back guarantee), 
from: Audio Equipment 
Co., Inc., Port Washington 

16, N. ¥. 


most 





TRANSISTOR 
MEGAPHONE 4 


{ 5-day 


BUYING 
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tarting. Anti-friction steering 
fitted for full remote opera- 
tion. 10”x11” 3-blade propeller 
protected by “Safti-Grip” 
clutch. Weight, 220 lbs. Price, 
$895 (20 transom height 
model). Short shaft available 
at no extra cost 


STARFLITE UNI-CHARGER 
75 hp at 4500 rpm for speeds 
from slow troll to over 40 mph 


in stock boats with average 


loads A 2-cvcle 90 
V-4, water-cooled model 
89.5 cu. in. displacement 
buretion is twin-barrel, 
iraft automotive-type 
fixed high speed jets; auto- 
matic choke with standby 
manual choke. 12-volt electri 
key-turn starting and ignition 
standby re-wind starting 
rearshift anti-friction 
fitted for remote con- 
operation. Optional DC 
automotive type 
and automatic voltage regula- 
tion. 10” x11” 3-blade propel- 
ler protected by “Safti-Grip 
Weight 240 Ibs 
Price $960 (20” transom height 
model Short shaft available 
at no extra cost 


firing 
with 
Car- 
down 
with 


trol 


generator 


ip clut 


FIRESTONE TIRE & RUBBER CO 


AKRON 7. OHIO 


FEATHERWEIGHT 2 
Weight 28 


into 


Tucks easily 
Air-cooled, 

silty wa- 
temperatures 
youngsters to 
for duck boats 

Runs 2 hours 
tankful of fuel 
7 mph. Full 360 de- 


lbs 
trunk of cal 
sandy 
or freezing 
enougn for 
Ideal 
or canoes 
5-pint 
Speeds to 


iffected by 


Safe 
operate 
skiffs 


on one 


grees pivot 
ward or 
starter 
control 


for for- 
rewind 
speed 


steering 
reverse. Has 
and lever-type 


VISCOUNT 8 
8 HP outboard weighs 57 
Perfect take-along 
Trolls smoothly at 


Ibs 
motor 
less than 


= 
a ne 


—— 


one mile per hour. Low-level 
gear-reduction starter for easy 
Full gearshift, forward, 
neutral, reverse. Speed selector 
is integral with steering han- 
dle. Propeller has rubber cush- 
ioned hub and shear pin. Posi- 
tive lock holds engine out of 
water when desired 


Starts 


VISCOUNT 12 
12 HP gives speeds to 22 mph 
Throttles to less than one mph 
Weight 59 lbs. Low-level 


re- 


p- 


~* 


wind starter prevents 
tilting. Six-to-one gear reduc- 
tion cuts starting effort. Fuil 
gearshift for easy maneuver- 
ing. Vacuum type fuel system 
with 4 gal. remote fuel tank 
Fiberglass cover and neoprene 
rubber cushion mounting 


engine 


VISCOUNT 25 
Powerful 25 hp electric start- 
ing motor with speeds to 35 
mph. 37.71 cu. in. displace- 
ment IT'win fuel pumps for 
added safety. Oversize magne- 
t hot spark for fast 
smooth perform- 
Switch key 
and electrical choking 
make for simplicity in opera- 
Viscount single lever 
drive control is available as an 


accessory 


ides 
ana 
ance at all speeds 
starting 


0 pro\ 
O proy 


starts 


tion 


VISCOUNT 40 
Most powerful model in Fire- 
stone line, this deluxe 40 HP 
outboard is ideal for cruising, 
skiing and all water sports 
42.18 cu. in. displacement gives 
fast acceleration to speeds over 
40 mph. Electric start (12 volt) 
and 5 ampere alternator gen- 
erator are factory installed as 
standard equipment. Viscount 
Drive control (extra) gives 
complete command of engine 
with single lever. Ignition key 
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, electrically chokes 
provides locking of en- 
gine. Dual fuel pumps give 
double dependability. Direct 
battery ignition with coil, con- 
denser, breaker points and 
spark plug for each cylinder 
Fiberglass cover and neoprene 
rubber cushion mountings. 


GALE PRODUCTS 
GALESBURG, ILL 


starts, stop 


and 


BUCCANEER 
Weight: 29 lbs 


3 HP 
Ignition: Mois- 


ture-proof coils and condens- 
ers. 360° pivot. Propeller pro- 
tection: Rubber clutch in pro- 
peller. Controls: Single lever 
synchronized spark and throt- 
tle. Gas tank capacity: 0.5 gal 
Vibration Insulation: Mounted 
in rubber. Starting method: 
Automatic rewind—nylon rope 
Safety features: Automatic 
lock when in reverse prevents 
tilting. Price, $145 


BUCCANEER 5 HP 
Weight: 55 lbs. (less tank) 
Ignition: Coils and condensers 
are moisture-proof. Forward- 


neutral-reverse gearshift 
(adaptable to remote control) 
Spring overload clutch in gear- 
case—no shear pin necessary 
—fishline cutter on propeller 
Synchronized spark and throt- 
tle on one twist grip control 
for speed and steering (adapt- 
able to remote control). Fuel 
system: 6 gal. separate tank 
(extra tanks optional). Car- 
buretor intake silencer and ex- 


haust silencing, spring mount- 
ed. Starting method: Auto- 
matic rewind nylon rope. Au- 
tomatic lock when in reverse 
prevents tilting. Price, $230.00. 
BUCCANEER 15 HP 
Motor type: 2-cylinder, 2-cy- 
cle. Displacement: 19.94 cu. in. 
Ignition: moisture-proof coils 


and condensers, rubber 
shrouded plugs. Starting: au- 
tomatic rewind nylon rope 
Gearshift: 3-position—for- 
ward, neutral, reverse. Shroud: 
snap-on one-piece fiberglass. 
Propeller protection: rubber 
slip clutch. Twist grip controls 
on steering handle (adaptable 
to remote controls). Positive 
idle speed adjustment, pre- 
vents stalling. Shroud-sealed, 
rubber cushioned powerhead 
mounting, exhaust muffler 
Safety features: operating tilt 
lock and release, prevents tilt- 
ing during deceleration, re- 
leases upon striking under- 
water object. Fuel capacity: 
6-gal. remote tank. Weight: 
77 lbs. Price: $355.00 
BUCCANEER 25 HP 
ELECTRIC 


Weight 127 lbs. less tank 


Manual 
tank 


start: 115 lbs. less 
Ignition: Coils and con- 


hie —e* 
, " 7 


a 


densers are moisture-proof 
Forward, neutral, reverse gear 
shift (adaptable to remote 
controls). Rubber slip clutch 
in propeller, fish line cutter 
on propeller. Synchronized 
spark and throttle on one 
twist grip control Electric 
model adaptable to remote 
control for speed and steer- 
ing). Gas tank capacity: 6 gal 
(separate tank). Extra tanks 
optional. Exhaust muffler, car- 
buretor intake silencer. Power 
unit completely enclosed. Elec- 
tric starting 12 volt system 
and/or automatic rewind with 
nylon rope. Safety features 
Operating lock and _ release 
prevents motor tilting when 
decelerating, releases when it 
hits underwater object. 


BUCCANEER 40 HP 
Motor type two-cylinder, two 
cycle. Displacement 43.9 cu. in 
Ignition is moisture-proof coils 
and condensers, with rubber 
shrouded plugs. Automatic re- 
wind nylon rope starting. Pro- 
peller protection by rubber 
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have more fun than almost anybody. 


Think of it: practically no upkeep. When you 


own a Fiberglass sailboat like one of these, 


you spend the sunny days sailing, not working 


on shore with paint brush and scraper. You go 


where you want, because you can trail one of 


these light, rugged centerboarders anywhere, 


for family outings, racing, frostbiting. 


One of these handsome Sailstars may be just 


the Fiberglass sloop you’ve been looking 


for. The 17-foot Explorer (left) and 1114-foot 


Little Bear can both give you the 


thrill of planing, yet both are surprisingly 


simple to rig, stable, roomy, rugged. 


Be sure to see them at the 


NATIONAL MOTOR BOAT SHOW 
BOOTH D-233—4th FLOOR 
N. Y. Coliseum 


For a free illustrated folder write: 


aibstarr BOATS 





4 


775 MAIN ST., W. WARWICK, R.I. 
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GALE V-SOVEREIGN 
60 HP ELECTRIC 
V-block 4-cylinder, 
70.7 cu. in. displacement 
volt electric system 
proof coils and 


fish 

Fuel 
tank 
$515.00 


propeller . ; 
wy) 
>= 4 


prope ller 
remote 


>) ' 
Price ¢ 


‘ 
SOVEREIGN al 

40 ELECTRIC 
» cylinder, two cycle motor 
40 hp at 4500 rpm 
isplacement 43.9 cu. in 


rubber shrouded 
switch 
iliary starter) 
adaptable to 
Shroud is 
fiberglass 
Rubber 


velops 


remote 


Snap-on 


slip clutch 


plugs. K 
automatic rewind aux- 
Gearshift 
controls 
one-piece 
Concealed controls 
Positive 


2-cycle 
12- 

moisture- 
conaensers, 


ey 


idle speed adjustment prevents 


stalling 
mounted 
exhaust 
controlled cooling 
Combination super-secure 
and trail lock, operating 


floating 


muffler 


Shroud-sealed rubber 
powerhead 
Thermostat 
system 
tilt 
tilt 


lock and release, prevents tilt- 


deceleration 
striking 
Safety 


ing during 
upon 


water object 


leases 

olt 
ting. Silencing 
ealed, rubber lowe! 
rhead mount- draft 
exhaust muffler. Fuel ca- ty 


tank 


system 
cro switch 
unit 
carburetor 


Twin-barrel 
ushioned Fuel 
itv: 6 gal 
205 lb Price 

generator $935.00 


t remote 


$865.00 W 


re- 
under- 
start Mi- 
Slim-line torpedo 
down 
capac- 
remote tank. Weight 
ith 


GAMBLE-SKOGMO, INC. 
15 N. 8TH ST 
MINNEAPOLIS, MINN 


3.6 HIAWATHA 

Ideal for fishing, the 3.6 hp 
Hiawatha trolls all day with- 
out adjustment and weighs 
only 36 lbs. Speeds up to 8 
mph. All aluminum die-cast 
construction, with rewind 
starter. Price, $114.95 


45%, 


75 HIAWATHA 
This 7.5 hp outboard engine is 


completely new and is only 30” 
in size. Weighs 40 lbs. Features 
new weedless propeller, remote 
fuel system and siphomatic 
bailer. Twist grip throttle and 
steering. Price, $219.50. 


12 HIAWATHA 
Operates quietly with new rub- 
ber mount suspension. Easy to 
use twist grip throttle for 
speeds up to 28 mph. Siphomat- 
ic bailer removes up to 300 gal 
per hour. Other features in- 
clude full forward and reverse 


gears, non-pressure remote 
fuel tank and sound deadening 
fiber glass hood. Adaptable for 
remote controls. Price, $289.50 


25 HIAWATHA 
Weight of 107 lbs. and offset 
lower unit make this motor an 
easy handling engine on any 
hull. New battery ignition fo1 
easier starting. Also available 
in manual start and electric 
start with long shaft. Designed 





Boats of 
Lasting 
Beauty 


LEADERS IN STYLE, 
PERFORMANCE & DURABILITY 


A Car-Ver Croft can be yours at a low budget 
price. Write today for details 


CARVER BOAT CORP. 


PULASKI, WISCONSIN 





Model Shown 
L.O.A. 18'4” Price $1695.00 








y KRM 
* A great 


* 
* 
* * 
. NEW 
Mari 


remover 


> Ww g speed 


eo . odern marine finishes 
that re ordinary remover 
quit yield to PAINTLIFT 
. Acts with amazing { ; 


rights. Washes off 

n-tTammabie 

* canv At paint, hardware 
x and marine supply dealer 
MPERIAL COM! 


meta 


L ViPANY 


Sid YS 


_— 


* Reverse Lapstrake Bottoms af 
* V8 Gray Marine Engines 


he 


You get the Good 
Things First from 


Facrtiner> 


* Full Galley 
* Decorator Styled Interiors 


* Vibration Free Velvet Flo Propulsion * Deep Nap Carpets in Cabins 
Select Dealer Franchises Available 


AMERICAN BOAT CORPORATION 


424 Cambridge Street 


NANA A AAP PP PP 
LPPAPEPIPOPOPOPPPOPPOPPP 


P-1 Boston 34, Mass. 


ABAAAAAAAS 
PAA 
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for remote control operation 
stern steering handle avail- 
able. Price, $479.50 


40 HIAWATHA 
Twin cylinders deliver full 40 
hp certified at 4800 rpm. Im- 
proved fixed jet carburetors 
take guess work out of fuel 


mixture control and are more 
economical. Submerged water 
pump adds extra dependability 
to cooling in salt or fresh 
water. 12 volt electric starting 
equipment with remote push 
button starter and _ built-in 
generator are included. Price, 
$569 .50 


60 HIAWATHA 
Three high speed fixed jet 
carburetors simplify fuel mix- 
ture control and give greater 


economy without sacrificing 
power. A new flywheel alter- 
nator 12 volt generator cuts 
down on engine weight and 
increases amperage by 8 amps 
over last year’s model. Hia- 
watha dash panel with turn 
key start and choke button 
are standard. Temperature 
and generator warning lights 
Either single or dual remote 
controls available. Price, 
$799.50 


GOODYEAR TIRE & RUBBER 
CO 
AKRON 16, OHIO 
SEA BEE 
Sea Bee outboard motors in- 
clude 3, 5, 12, 35 HP manual 
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and the 35 HP electric. Weight 
range is 32 lbs. to 137 lbs. A 
motor for every need. 


GRADE ENGINEERING CO. 
POST OFFICE BOX 662 
SPRINGDALE, CONNECTICUT 


ZUNDAPP-DELPHIN 
Ideal for rubber, plastic, fold- 
ing or inflatable boats, the 
Zundapp-Delphin weighs 29 
Ibs. and can be easily disas- 
sembled for transporting. It is 
available in 24 and 39” widths 
and develops 2.8 hp from its 70 
cc. piston displacement engine. 


JOHNSON MOTORS 
WAUKEGAN, ILL. 


SEA HORSE 3 
Manual starting two-cylinder 
motor develops 3 HP at 4000 
rpm. Has integral fuel tank, 
full-pivot reverse. Operation 
is manual with single throttle 
lever on engine. Available with 
standard 15” or 20” shafts. 
Weight, 33%4 lbs. Lower unit 
is designed to ride over under- 
water obstructions and 
through weeds. Price, $160. 


SEA HORSE 5% 
Manual starting two-cylinder 


motor develops 5% HP at 
4000 rpm Has separate 6 
gallon fuel tank for 6 hours 
running; gearshift, forward, 
neutral, reverse Manua! or 
remote speed control. In 15” 
and 20” shafts. Weight 55% 
lbs. 2-blade aluminum, brass- 
bushed, weedless_ propeller 
Slip clutch. Special features: 
new thermostat control of 








THE 
AMERICAN WAY 
T0 
FAMILY FUN 


hy American MARC 


AMERICAN BEAUTY: The Marine Raider by American MARC 
is a true Dreamboat— with practical, trim-lined styling that’s 
ideal for offshore fishing, water skiing, for all-around 
family fun. 


AMERICAN QUALITY: Finest grade hand-laid fiberglass con- 
struction over rigid wooden bracing and reinforcement. 
Heavy-duty bottoms and watertight compartments assure 
minimum vibration with maximum flotation. 


AMERICAN PERFORMANCE: Pick from a pack of power 
options! Available with diesel or gasoline power; or as an 
outboard. Reaches top speeds between 22 and 40 mph 
depending upon power plant. 


AMERICAN ECONOMY: The Marine Raider is priced for Family 
’n Fishing fun and financial freedom, from $1,895. There’s 
a perfect American MARC boat—ski boat, runabout, cruiser, 
even a motor sloop or yawl—for your family and family budget. 


THERE'S AN AMERICAN WAY TO BETTER FISHING AND FAMILY 
FUN FOR YOU AT YOUR NEARBY AMERICAN MARC DEALER 


AMERICAN 
MARC, inc. 


MARINE St Vision 
2601 Manhattan Beach Blvd. 
Redondo Beach, California 


MARINE MIRACLE: World’s first diesel outboard AMARC 10 out- 
performs all others in safety, economy, dependability, long life 
and Cruising range. 


DEALER 
FRANCHISES 
AVAILABLE 


Visit the American MARC booth at the New York Boat Show January 14-22 





16’ Day Sailer 


The Falcon is an exciting performer 
in light or strong winds... 
a pleasure to sail because she’s 
smart, able and comfortably 
accommodates 6 persons. She 
features a unique cuddy for 
shelter, making her ideal for week- 
end cruising. Falcon is also a 
pleasure to own because she’s 
constructed of rugged, low main- 
tenance fiberglass, and offers the 
highest standards of dependable 
Craftsmanship throughout. 
These popular models are 
also available: 
The Tech 12’ Dinghy 
The Swan 12’ Trainer 

And of course the distinguished 
Block Island 40’ . . . winner of 6 
of the first 11 places in the 
1960 Bermuda Race. 
Also her smaller sister, the Galaxy 
32’, a potential winner in any 
fleet, offering more comfort and 
ability than any boat of her size. 

Write now for 

full information. 


AMERICAN 
BOATBUILDING 
CORPORATION 


Warwick, 


Ruope Istanp 





Which one will you have ? 


POWER? ... OR SAIL? 
emmy on ORES, 


ie : 


' 
* 


If you want to see the latest in equipment for inboard and out- 
board power craft ... send 25¢ for the popular Catalog of Wilcox- 
Crittenden Equipment for Outboards and Motorboats. + + + If 
you favor Sail — send 25¢ for the fascinating new 1961 catalog 
of Wilcox-Crittenden Sailboat Equipment. + + + Both are full of 
items and suggestions that will make your craft run better, han- 
dle better and look better, and you know you will find a Wilcox- 
Crittenden dealer wherever there are boats. 


WILCOX-CRITTENDEN 

rth & id Manufacturing Co 15 South Main St., Middletown, Conn. 
net att ttt tall gate 

Please sen 


A 
\ 


4 me 


1961 Outboard, Motorboat Equipment Catalog 
1961 Sailboat Equipment Catalog 


nclose 25c for each to cover postage and handling. 
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water temperatures in cooling 
system; fiberglass hood. Price, 
$235. 


SEA HORSE 10 
Manual starting two-cylinder 
motor develops 10 HP at 4500 
rpm. Gearshift, forward, neu- 


tral, reverse drive; manual or 
remote speed control. In stand- 
ard 15” or 20” long shaft. 
Weight, 67 lbs. 3-blade rub- 
ber floated aluminum propel- 
ler and slip clutch. “Suspen- 
sion Drive” system, intake 
silencer, rubber suspended 
cover, under-water exhaust re- 
lief silencer. Special features: 
new thermostat to control 
water temperature in cooling 
system; push-button stop 
switch; fuel pump; fiberglass 
hood. Price, $330. 


SEA HORSE 18 
Manual starting two-cylinder 
motor develops 18 HP at 4500 
rpm. Has full forward, re- 


verse and neutral gearshift. 
Set up for remote or manual 
controls. Weight, 77 Ibs.; with 
20” shaft, 78% lbs. Has ther- 
mostat' to maintain proper 
water temperature in cooling 
system; push button type stop 
switch. Price, $395. 


SUPER SEA HORSE 40 
Electric starting two-cylinder 
motor develops 40 HP at 4500 
rpm. Has forward, neutral, re- 
verse gearshift. Set up for re- 
mote operation, but has emer- 
gency throttle at powerhead. 
Weight, 139 lbs; with 20” shaft, 
141 lbs. Has thermostatically 


controlled 
ing system 


recirculating cool- 
Special features: 


tilt locks for trailering; key 
switch starting; compression 
relief system for easier emer- 
gency manual starting; auto- 
matic choke. Price, $645. Man- 
ual start model available at 
$530. 


SUPER SEA HORSE V-75 
Electric starting V-4 motor 
develops 75 HP at 4500 rpm. 
Has full gearshift for forward, 
neutral, reverse; remote opera- 
tion with emergency throttle. 
Weight, 216 lbs. Has thermo- 
statically controlled recirculat- 
ing cooling system; on-off key 
Switch starting; twin-barrel 
downdraft carburetor; shock 
absorbers. Generator is sold as 
accessory. Price, $895. Avail- 
able in manual start model. 


SUPER SEA HORSE V-75A 
Largest engine in the line, the 


tte 


. 4 
g, 


Johnwser 


Fe. 
—_ 
Super Sea Horse V-75A devel- 
ops 75 hp at 4,500 rpm. It has 
factory installed high capacity, 
fully transistor regulated al- 
ternator type generator. Other 
features include fixed high 
speed carburetor jets, fully 
sealed wire harness from mo- 
tor to junction box, tempera- 
ture warning lights, new nee- 
dle thrust bearing, and addi- 
tional sound silencing. Price is 
$960. 
) 


KIEKHAEFER CORP. 
MERCURY 
OUTBOARD MOTORS 
FOND DU LAC, WIS 


MERC 60 
HP fishing motor 
in. displacement 


All-new 6 
has 7.2 cu. 


and features quiet running 
and drift-speed trolling. Motor 
has full gear shift lower unit 
and provisions for remote con- 
trols and Ride Guide steering. 
Underwater exhaust through 
propeller hub buries sound and 
fumes in center of propeller 
slipstream. 


MERC 100 
98 HP engine has glide-angle 
design, underwater exhaust 
through propeller hub, and 
automatic transmission with 
single-lever control. Good for 
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—OUTBOARD ENGINES inder-in-line outboard with 44 


cu. in. displacement, providing 
rating of over one HP per cu. 
in. Motor is available as an 





\ _e8ecary 
= 


= 


Features include single-lever 
. remote operation, automotive- 
through propeller hub, auto- : : type fixed jet carburetors, 
matic transmission, and low Merconomizer fuel linkage, and 
trolling speed. Single-lever re- electric or manual starting wide choice of accessory pro- 
mote controls are available for model. Five-inch longer drive-__ pellers. 
MERC 150 this twin-cylinder engine. shafts for boats with 20-inch 
15 HP engine features one MERC 350 transoms are optional. MERC 800 
hand control of forward, neu- 40 HP : 
tral, reverse, and throttle. 


trolling down to less than one 
mph or it can produce speeds 
to 30 mph. 


egg fe atures — MERC 500 80 HP engine is most powerful 
conomizer linkage which 1iS_ 59 yp oytboard is a 44 cu. in, Outboard engine in new line. 
four-in-line design and de- 


arncaayv 


Single-lever control for re- found on all four of six cyl- 
mote operation is optional inder models. This achieves 
Fixed-jet carburetors. Trolls ™aximum fuel economy and _ yelops over 1% HP per cubic ‘Six-cylinder-in-line Merc 800 
at one mph, and will pull a_ Yields up to 50 percent more’ jnch. It weighs 65 Ibs. offers single lever remote con- 
water skier miles per gallon when motor trol for one-hand operation. 
is throttled back to cruising MERC 700 As a second 80 HP model, Mer- 
MERC 200 speed. 70 HP engine has full gear’ cury offers for the fifth year 
22 HP engine has glide-angle MERC 400 shift incorporating forward, the direct-reversing engine 
design, underwater exhaust 45 HP Merc 400 is four-cyl- reverse, and running neutral. preferred by many boatmen. 


OODY 
MAGNOLIA-CRAFT 


The Original 
“A” Frame Trailer 








- = a *5 MOST WANTED The only aan that gives a 
, sure support for the full lengt 
BOAT TRAILERS-HERE’S WHY of your boat's hull Positive pro- 


tection for your 
sont owners Sy Me Mewendt boat on ony roods HAY 4 Sl eM te)-Ma a -1i mee) Re): aa:) tele. it): 
wouldn't consider any trailer but the cs 
Moody Manufacturing Co., 
Maben, Miss. 


Please rush catalog showing the full line of ey 


Moody trailers and name of dealer nearest ’ 


Moody Magnolia-Craft. Why? It’s easy to see the extra value included 
in the basic price of these better trailers. Frames are designed especially 
to care for your boat. They’re tighter and quieter with arched axles, 
full bearings and extra rugged springs that soak up road shock and 


safer and easier on any roads. You load and unload with new effortless 
ease. See your Magnolia-Craft dealer now, and check. the scores of 
other advances 


Name 
Address 
City State 


absorb sway. Perfect balance eliminates weaving . . makes driving | me so that | can make a personal inspection. 
i 
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Reliable, rugged — 
Tol¥ Te Tale Meotelsalaar-lalelia) a 


from $11.95 up * 
Model DT-79 shown — $36.95 


Play It Safe 


with 


mr-tleielel 


FREON - POWERED 


HORNS 
and DISTRESS KITS 


| 
A 
a 4 
Ee 


The finest signals 
in a wide assortment 
for every craft. 


from $2.95 up 


« *Faicon Horns meet USCG whistle require- 
34 ments for pleasure boots up to 65 ft 
os: See your dealer — or for literature, write: 


1h } Falcon ALARM CO. Inc. 
Fu, Manufacturers of World-famous Falcon Automatic Fire Alarms 


y DEPT. E SUMMIT, NEW JERSEY 











NEW ALL STEEL 
LUXURY HOUSEBOAT 


Radio telephone, private owner quarters, 
electric generator, refrigerator, completely 
insulated, exhaust fan, winch-type anchor, 
two 38 H. P. outboards, fully equipped; 
wrought iron railings, 36’ x 17’, four water 
tight compartments, wall to wall carpeting, 
lowest insurance rates available, price $13,- 
500. Other models and steel hulls priced 
$3,250 up. See or write 
0 L C 0 T T 431 So. Third St. 
Paducah, Ky. 
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McCULLOCH CORP. 
MARINE PRODUCTS DIV. 
2901 EAST HENNEPIN AVE. 
MINNEAPOLIS 13, MINN. 


SCOTTY 

3.6 HP at 4000 rpm. 1-cylinder 
model with 2'4”x1%"” bore and 
stroke; 6.23 cu. in. piston dis- 
placement. Manual drop pawl 
starting. Weight 36 lbs. No 
gear shift, no power-bailing, 
as in all other Scott outboard 
models. Speeds up to 8 mph 
Price, $133 


FISHING SCOTT 
7% HP at 4200 rpm. 2-cylinder 
model with 1 15/16”x1.7” bore 


and stroke; 10.0 cu. in. piston 
displacement: 17/25 gear ratio 
Manual drop pawl starting. 
Weight, 39 lbs. Forward, neu- 
tral, reverse gear shift. Speeds 
up to 20 mph. Bail-A-Matic 
power bailing. Muffler with 
idle relief and air intake si- 


lence! Price, $260 


FLEET SCOTT 
Fleet Scott is a new motor 
rated at 14.1 hp at 5,000 rpm 


It is an all-round fishing mo- 
tor with enough power to push 
heavy boats “leet Scott fea- 
tures Bail-a-Matic power bail- 
i rewind started, non-pres- 
surized fuel system, silencing 
features of bigger Scott mo- 
tors, anti-friction bearings and 
full neutral gear shift separate 
from throttle. Price is $335. 


SPORT SCOTT 
Fixed-jet carburetion on Sport 
Scott is featured and the mo- 


*% 


tor delivers 27.7 hp at 4,800 
rpm. Other features are large- 
bore, short stroke design for 
more thrust and faster accel- 
eration, Aqua-blade lower unit 
that is offset two degrees from 
vertical to counteract torque, 
Bail-a-Matic power bailing and 
built-in generator cn electric 
models at no extra cost. Price 
on manual model is $450 and 
on electric model $530. 


ROYAL SCOTT 
Available in two models, the 
Royal Scott is rated at 43.7 hp 


at 5,000 rpm. It is a two-cyl- 
inder version of the Flying 
Scott and incorporates the car- 
buretor-per-cylinder design. 
Other features are built-in 
generator and Aqua-.blade 
lower unit that is offset 2 de- 
grees for easier steering. Price 
on the Royal Scott manual is 
$555, on the electric model 
$655, and on the Royal Scott 
Custom which has a tachom- 
eter, the price is $705 


FLYING SCOTT 
Three cylinder Flying Scott is 
rated at 75.2 hp at 5,200 rpm 
and features a carburetor on 


each cylinder. Weight is 170 
lbs. Large-bore, short-stroke 
design allows better engine 
breathing that permits higher 
thermal loading for faster ac- 
celeration. A built-in genera- 
tor is standard equipment 
Other features include Bail-a- 
Matic power bailing, sound- 
deadening hood and engine 
mounts, and a non-pressure- 
ized fuel system. Also offered 
is the Flying Scott Custom 
which has a high-speed lower 
unit. Gear ratio is 17:19 which 
increases the speed. Price of 
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develops maximum thrust with 
wide 2-blade high pitch 31” 
propeller. Model 81 is the best 
performing Dragonfly for 
heavy loads, river current and 
roughest terrain afloat. Op- 
tional 170 or 360 degree steer- 
+. A. ing, weight 50 lbs. Price, 
$249.50. Robertson-Hedges 2 
hp at $189.50. 


OUTBOARD ENGINES 


the Flying Scott electric is 
$900 and of the Flying Scott 
Custom electric $975. 





MONTGOMERY WARD & CO. 
618 W. CHICAGO AVE 


CHICAGO 7. ILL - 


SEAPACER CORP. 
BOX 1829, SEATTLE 11, WASH 
and rocky shorelines. Autobail 


SEAPACER 5 is standard equipment, as is 
Compact outboard engine is 4 automatic rewind starter, tilt 
cycle model that is extremely lock, and automotive type 

Can be put on a dinghy, ca- economical. Motor uses non-pressurized fuel feed sys- 
noe or sailboat. Weighs only Straight, regular grade gaso- tem. Forward, neutral and re- 
17 lbs. and is priced at $79.95. line—no need to mix in oil. verse shift lever is of the non- 
Company also offers Float-A- Light weight and economy slip, positive type 
Matic transom drive with Makes it a good engine for 
Touch-A-Matic transmission. fisherman. Weight is 49 lbs. ELGIN 12 
Engine features air cooling. Handles big fishing boats with 
SEA KING MOTOR LINE ie ease, and throttles to a slow 
Ward's Sea King motor line oe 
introduces a new 40 hp twin ROBERTSON-HEDGES, INC. RS O 
rhe complete line consists of KANSAS CITY 8 MO se S HOMAN AVE 
3 hp, 5 hp, 15 hp, 25 hp (man- CHICAGO 7, ILL 
ual and electric starting) 40 ELGIN 3.6 


hp Se a — — An ideal second motor for 
ng), ¢ 0 1s a= 
ig), se 60 hp aren : ca fisherman. It takes little space 
ceca’ Sabaaitikcdiias aol 
ures include Slip-Clutch props, on the transom, trolls perfect- 
underwater exhaust, fiberglass ly hour after hour and is easv 
. . ins ‘ A « < . as) 
covers, and O6-{ allon remote to start. Weighs only 36 lbs. 
fuel systems (except 3 hp mod- 7. with built-in gas tank. Ap- 
I< \ : gas < » f 
cis). e peals to young and old alike. 


MUNCIE GEAR WORKS 
MUNCIE, IND 
MIGHTY MITE 
1.7 hp Neptune Mighty Mite 
oucboard engine is lightweight 
and small in size. Handy en- 


gine for fishermen on lakes 
restricted to small outboards. 


ELGIN 7.5 trolling speed. Develops 14.1 

This fisherman's special weighs HP. The autobail handles up 

only 40 lbs. Height is 30” and to 300 gallons an hour, 5 gal- 

has an OBC rating of 75 HP. lons per minute. Auto type 

Weedless skeg and prop per- non-pressure fuel system has 

5 HP DRAGONFLY mits the fisherman to fish a 6-gallon tank and automo- 
New, lightweight 5 hp model 81 pads, weed beds, brushy spots’. tive fuel pump. Prop has neo- 
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JUPITER 21—INBOARD CABIN CRUISER 


NEW BEAUTY has been designed into this 21- 
foot flagship of the WHIRLWIND fleet. New lines . 2 Fifteen quality-built boats from 13-ft. runabout to 
give the JUPITER a look of elegance and prestige. : —_ 21-ft. inboard cabin cruiser. Mail the handy coupon 
NEW POWER has been engineered into the : below for a full color booklet of our entire line. 
JUPITER with its new, compact 75 hp Graymarine = 


WHIRLWIND presents their finest line, ever, for 1961. 


engine. She responds instantly and powerfully to 
fingertip control, and zips smoothly along, vibra- 
tion free. Easier to dock . . . economical, too! 
NEW COMFORT has been provided with luxury 
appointments which include bedding for three, 
enclosed head, complete gailey with ice-box, 
stove, shelf space and sink with water system. 
Her deep-flared bow and substantial weight 
assure a smooth, dry ride. 


FEBRUARY, 1961 


The exciting new MARS 19 has a one- 
piece molded hardtop. Also available 
with VOLVO inboard-outboard power. 


MURLYIND 


BOATS 


Cockeysville, Maryland 


WHIRLWIND BOATS, Cockeysville, Md. 
Please send full color 1961 catalogue, FREE 


NAME 


ADDRESS 








RACE-LIT®. 
STAINLESS STEEL 


SAILBOAT HARDWARE 


Designed for the BEST in Racing! 
THE sleaed SERIES RACING BLOCKS 


New, one-piece Shell of tough 
mahogany color plastic with 
Stainless Straps and free-running 
Nylon Sheaves. 2 sizes—for %”’ 
and i," line. 6 popular models. 


NEW KIMRO KLEATS 


For ¥e” to 2” lines. Positive lock. 


Instant release. Only one cam. 
Handle twice as easy, twice 
as fast. Full range of models 
available. 


STANDARD AND BEST 
RACE-LITE FITTINGS 


Custom designed, corrosion resistant, Nickel- 
Bearing Stainless Steel. Specified equip- 
ment on championship boats! 

Blocks, Goose Necks, Shackles, i 


Turnbuckles, and Accessories. 


C-81 — C-82 
NATIONAL BOAT SHOW New York City 
THE E. F. GRIFFITHS CO. 


Race-Lite Division 
342 E. WALNUT LANE, PHILADELPHIA 44, PA. 
Write for Free Catalog and 


&.f as 


Visit our Booths eS kaa ~@ 
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BOAT LUMBER 


For Fine Boat Building and Repairs 


Sitka Spruce * Mast & Spar Grade 

Philippine Mahogany * Honduras Mahogany 
Western Red Cedar * White Cedar * Oak 

Teak * Cypress * Long Leaf Yellow Pine * Etc. 


Fir and Mahogany Plywood for use—lengths up to 16 feet! 
Ripping and planing to order 
in our fully equipped yard. 








hi — — & S “4 





We are specialists in all types and sizes of imported and 
domestic boat lumbers. We ship anywhere—at surprisingly 
low price Send 10¢ today for valuable manual “How to 
Select the Right Boat Lumber” plus complete lumber and 
price list. 














M. L. CONDON co. Boat Lumber Specialists Since 1912 


276 Ferris Avenue, White Plains, N. ¥Y. WHite Plains 6-4111 





FREE—MARINE DISCOUNT CATALOG 


NOTICE: To All Boatmen 
t 161, THE OBSOLETE TOXIC TETRACHLORIDE FIRE 
UISHERS Will — ILLEGAL TO HAVE ON BOARD 
ast G d ons will accept only dry-chemical or 
‘type der yours now at discount prices. 


FIRE EXTINGUISHER 
WELL KNOWN MAKE agreed — 


¥ Coast Guard rul 


Regularly $19.95 POST PAID 


» DCP $ 95 
NOW 
ONLY Our Special 


Order from 


MODERN MARINE MART, INC. 
307-P2 WATER STREET, BINGHAMTON, N. Y. 


Value $6.7 





tery against 


° r batteries tu 
2 ii 
BRM 100-2 POST PAID $499 
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prene cushioned hub which 
absorbs jolts 

ELGIN 25 
Has power for pulling skiers 


|} and will throttle down to troll- 


ing speed. Develops 27.7 HP. 
Motor has offset lower unit 
which counteracts prop torque, 
making it much easier to han- 
dle at high speeds. Depend- 
able, safe low pressure fuel 
ystem, neoprene cushioned 
hubs, autobail and quiet ex- 


haust muffler are some of the 


features. Electric model has 


| battery ignition plus built-in 


flywheel alternator. Remote 


| controls and key starting dash 


panel are available 


ELGIN 40 
Two carburetors and double V 
block reed valves plus bal- 
anced manifolds contribute to 
rapid acceleration and ex- 
tremely smooth operation. 


| Develops 43.7 HP. Scavenging 
| operation 


eliminates smoke 
fumes. Autobail, automotive 
type fuel system, tilt lock, 
neoprene cushioned hub and 
full soundproofing are stand- 


| ard equipment on both electric 
} and manual models. 


ELGIN 70 


| Higher horsepower motor for 
| big, fast rigs and to pull heavy 


=~ 


loads at high speeds is the El- 
gin 70 whic h is certified by 
OBC at 75.2 hp. This is avail- 
able in oriental red or carib- 
bean blue to match boat col- 
ors. 3 pre-set fixed jet carbu- 
retors with balanced tube 
manifold assure positive fuel 
flow to 3 in-line cylinders. 
Bore is 3's” and stroke 2%” 
Displacement is 63.27 cu. in. 
6 gal. remote tank 


SILVER CREEK PRECISION 
RP 


SILVER CREEK, N. Y. 


SILVERTROL 
tlectric motor operates on 
batteries that are now stand- 
ard equipment for starting 
gasoline motors, weighs 24 Ibs. 


—_ 


and is made of non-corrosive 
materials. Motor can be 
mounted on any part of the 


boat. 
& 


TACKLE INDUSTRIES 
2518-20 CORBITT ST 
SHREVEPORT, LA. 
LEJAY ELECTROLL MOTOR 
Idea! for the fisherman and is 


™ 


permitted on most lakes which 
prohibit gasoline motors. The 
Lejay Electroll Motor runs 
several hours on a large 6 or 
12 volt battery. Weighs 23 lbs 
Turn control dials the desired 
speed. Weedless rudder and 
propeller assembly. Extremely 
quiet. Price, $89.50. 


TERRY TROLLER MANUFAC- 


TURING INC. 
122 WEST MAIN 
WEST FRANKFORT, ILL. 


T 4T OUTBOARD 

This engine develops ample 
horsepower and torque at low 
speeds for steady trolling and 
operating full throttle without 
overheating, the company re- 
ports. The motor offers vari- 
able speed from 14 mph down 
to a slow troll. It retails for 
$99.50 and weighs less than 30 
lbs. The company also has 
available four models of the 
T5T ranging in price from 
$129.95 to $149.95. 


a 
HORACIO A. VALENTE 


LLAVALLOL 5287 
BUENOS AIRES, ARGENTINA 


YUMPA “5” 
Readers in the vicinity of 


POPULAR BOATING 





—OUTBOARD ENGINES 





Latin America will be inter- 
ested in a new 5 HP outboard 
motor which is manufactured 
in Argentina. The Yumpa 5isa 
single cylinder, water cooled 
engine of 130 cm cylinder dis- 
placement, which develops 5 
HP at 4000 rpm. It weighs 22 
Kilos, and has a tank capac- 
ity of 4 liters. Thrust is pro- 
vided by a 4 bladed prop 230 
mm in diameter. All parts are 
interchangeable. Write for ad- 


ditional information 


WEST BEND ALUMINUM CO. 
OUTBOARD MOTOR DIV. 
HARTFORD, WIS 


SHRIMP 2 
Compact Shrimp 2 is 
y 4000 rpm 
cement 


rated at 
Cubic dis- 
One 
lbs. 


hp at 
3.76 cu. in 


gine weighs 28 


at 7's HP at 4500 rpm 


SPECIAL 7% 
West Bend Special 7' is rated 


| 2 
ssi os 
a 


“ 


em 


a 


Weight 
and displacement is 
in. Engine has 2 cyl- 


is 47 lbs 

11.97 cu 

inders. 
SILVER SHARK 19 

18 hp at 4750 rpm is the rating 


of the Silver Shark 19. The 
two cylinder engine weighs 64 
lbs. and has a 19.96 cu. in. dis- 
placement. 


and a 
cu. in. 

GOLDEN SHARK 40 
40 hp are delivered at 


displacement of 37.71 


4750 


rpm in the Golden Shark 40. 
Two cylinder engine has 42.18 
cu. in. displacement. 

TIGER SHARK 800 
Biggest of the West Bend line 
is the Tiger Shark 800. 80 hp 
are developed at 4750 rpm. 


— 


my! 
ry 
‘aS 
Sh 
—_ A 
-_ 
Cubic inch displacement is 
84.36. Four cylinders in-line 
are featured, weight is 212 lbs 


4 


HP at 4,000 rpm. Weighs 36 
Ibs. 2's” x 1%” bore and stroke. 
Magneto lever speed control. 
Bronze bearings. Pivot power 
mount. Price $125.95. 


WIZARD 7.5 
Develops 712 HP at 4,500 rpm. 
2-cylinder, with bore and 
stroke of 1-15/16” x 1-11/16”. 
Diaphragm carburetor. Muf- 
ler idle relief exhaust. Tilt 
lock. Price, $234.95. 

WIZARD 122 
Bore and stroke 24” x 2-1/16”. 
12 HP at 4,800 rpm. Concen- 
tric bowl carburetor. Manual 
drop pawl start. Twist grip 
speed control. Weight 770 lbs 
Price, $289.95. 


WIZARD 25 

25 HP at 4,800 rpm. 
and stroke 2-51/64” x 2- 
7/16”. Powerhead lever and 
twist grip speed control. Wt 
106 lbs. Available in manual 
and electric models. Price of 
electric model is $489.95. 


Delivers 
Bore 


WIZARD 40 

Bore and stroke 314"”x2%". 
40 HP at 4,800 rpm. Powerhead 
lever speed control. Auto-igni- 
tion type starter with key on 
electric model. Long. shaft 
available. Electric model is 
priced at $579.95. 


WIZARD 60 
Big 3 cylinder Wizard develops 


SILVER SHARK 122 
Two cylinder 
wel 
cl 


60 HP at 4,800 rpm. Bore and 
stroke 3'4” x 2*%,”. Rubber cush- 
ioned. Muffler idle relief. Auto 
ignition starter with key. Price, 
$819.95. 


WESTERN AUTO SUPPLY CO. 
2107 GRAND AVE 

KANSAS CITY 8, MO 
WIZARD 3.6 
cylinder develops 


SILVER SHARK 25 
Big Silver Shark 25 is rated 
at 25 hp at 4000 rpm. Engine 
weighs 123 lbs., has 2 cylinders 


hs 59 lbs. and has a 17 
1. in. displacement. Delive 
12 hp at 4000 rpm. 


Silver Shark 12 
7 


Single 








SUPERIOR CONSTRUCTION 


You are invited to visit our yard to 

inspect Newporter’s superior construction 
and examine the finished product, which 
enjoys one of the very lowest insurance 
ratings. Designed and built under the 
personal supervision of C. E. Ackerman. 
LOA 40’, LWI 
Sleeps six, 


32’, Beam 13’, Draft 4/11”, 
all lowers in three separate cabins. 
Expansive stowage—full length lockers 
Completely fiberglassed except for brightwork. 
$33,500 for ketch or sloop. 


STOWMAN SHIPBUILDING CORPORATION, 
28 River Street, Dorchester, N.J. 


Send for our free 
Newporter brochure 
beautifully illustrated 
with 31 photographs. 
A SUBSIDIARY OF THE WELSBACH CORPORATION 
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INBOARD ENGINE CHART FOR 1961 


COMPANY 


Arnolt Company 
W orsow, Ind 


Ballantine Ind. 
Absecon, NJ 


Brennan Motor Mfg. Co. 


Syracuse 2, N.Y 


Burmeister & Wain 
American Corp. 
Mystic Conr 


Chris-Craft Corp. 
Algonac, Mich 


Chrysler Corp. 
Marine & Ind. Div. 


Detroit, Mich 


Coventry Victor 
Motor Co. Ltd. 


Coventry, England 


Crusader Marine 
Warren, Mict 


Dearborn Marine 
Engines, Inc. 
Stephenson Hwy 
Madison Heights, Mich 


Fiagship Marine 
Engines, Inc. 
Lynch Cove 
Baltimore, Md 


Gray Marine 
Motor Co. 
Ai Canton Avenue 


Detroit 7, Mich 


Palmer Engine Co. 
Cos Cob, Conn 


Red Wing Marine Corp. 
1000 Levee St 


Red Wing, Minn 


ENGINE MODEL 


Sea Mite 


Sea Pup 


Sea Twin 


Imp 
Fisherman 4 
Deluxe 6 
Custom 6 


BAW 30 
B&W 60 
B&W 105 
B&W 135 
B&W 155 
BaW 165 


B Series 
K series 
283 Series 


430 Series 


Ace M-46-4 

Ace M46S-3 
Crown M-47-3 
Crown M-47-4 
Crown M-475S-3 
Sea V M-80 
Imperial M81 
Imperial M45-SP-3 


M.A.2 
M.W.2 
A.N.4 
W.C.4 


Mark 170 
Mark 225 
Mark 240 
Mark 275 
Mark 300 
Mark 325 


Interceptor 
standard 


Interceptor 240 
Big Boy 

Golden Interceptor 
V-8 Interceptor 


Model 145 
Model 185 
Model 200 
Model 240 


Graymarine 6 
Fireball V-8 
Fireball V-8 
Big Six 
Four-85 


Seascout 91 


PW.-27 
1H-60 
PH-134 
1H-240-SM 
1H-264-SM 
1H-240 
1H-264 
IH-308 
IH-V345 
1H-V549 


Arrowhead 40 


Star Marine Engine Works Emperor 25 


292 7th Street 
Berkeley, Calif 


Emperor 6-90 
Emperor 215 


Emperor 345 


GASOLINE 


PISTON COMP. 
BORE & DISPL. NO RATIO 
STROKE CU. IN. CYL. (to 1) 


61 4 5.9 


4.30x3.70 


3 x4 % 
3 4x4 % 
3 "x4 V% 

x4 Ve 


8 
8 
8 
8 
8 
8 


oowwwem ® © 


WEIGHT 
RPM LENGTH WIDTH HEIGHT LBS PRICE 


2800 29% 16% 


3200 
3000 
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COMPANY 


Universal Motor Co. 
551 Universal Dr. 
Oshkosh, Wis 


Volvo Imports, Inc. 
452 Hudson Terrace 
Englewood Cliffs, NJ. 


Allis-Chalmers Mfg. Co. 
Box 51 2 
Milwaukee, Wis. 


American Marc, Inc. 
Inglewood, Calif 


Brennan Motor Mfg. Co. 


Syracuse, New York 


Burmeister & Wain 
American Corp. 
Mystic, Conn 


Caterpillar Tractor Co. 
Peoria, Ill 


Cerlist Diesel, Inc. 
1709 N. Church St 
Burlington, N.C 


Coventry Victor 
Motor Co. Ltd. 


Coventry, England 


Cummins Engine Co. 
Columbus, Ind 


Daimler Benz of 
North American Corp. 
126-56 Northern Bivd 
Flushing, N.Y 


Detroit Deisel Engine 
Div. of General Motors 
13400 W. Outer Drive 
Detroit 28, Mich 


Diesel Energy Corp. 
82 Beaver St 


New York 5, New York 


Gray Marine Motor Co. 
710 Canton Avenue 
Detroit 7, Mich. 


Harnish Feger Corp. 


P & H Diesel Engine Div. 


500 S. Main Street 
Crystal Lake, Ill 


Hawker Siddeley Brush, 
Inc. 

34-14 58th Street 
Woodside 77, L.I., N.Y 


Hurricane Marine Co. 
642 Beaubien Street 
Detroit 26, Mich. 


FEBRUARY, 1961] 


ENGINE MODEL 


Blue Jacket Twin 
Utility Four 
Atomic Four 
Unimite Four 
Blue Fin 

Tarpon 

Knight 

Big King 


C-23 
BB-70 


Aquamatic 


D-237 
16000 
21000 
1879 
2505 

Marc WC-] 
Marc WC-2 


Brennan 


Mode! 3M 


F3L712 
F4L712 
A6L514 
Al2L61 


Four D129 
Four D277 
Six D427 


V-463 


PAZ-] 
AVAI 
PHW 2 
B4T 
PDV8 
AVA2RM 
AVIRM 


BSM VLD-5 
BSM 2-FD-25 


BORE & 
STROKE 


3x3'A 
2 Y%ax4 
2%6x3 Ve 
3x4 Vo 
3%x4 Ve 
4x4, 
4x4 
4.3x3.2 


3.44x3.54 
3.12x3.15 
3.12x3.15 


DIESEL 


3%x4 
5 “x6 Vr 
5 “x6 Vr 
6 %x8B% 
6 %x8% 


3x3 % 
31/7x3% 


3.15x4.33 
3.94x5.12 
3.94x5.12 
3.94x5.12 


4Vex5 
5 Yex6 
5 Vex6 


5.5x8.25 
5.5x8.25 
3.5x4.75 


3%x4% 
3%x4yV% 
3 %x4V% 
3%x4% 
4¥%x5r 
4¥%x5 Vr 


3x3 
3.15x4.33 
3.43x4.33 
4.33x4.33 
4.5x4.33 
3.15x4.33 
3.15x4.33 


3.54x4.33 


PISTON 
DISPL. 


NO. 


CU. IN. CYL. 


50 
95 
65 
141 
230 
320 
340 
430 


65.9 
96.6 
96.6 


273 
844 
844 
1879 


33.6 
62.3 
124.6 
186.9 


252 


Canton n an 


a 


“NY @WaAN — — 


> 


00° 


NN OOO WH 


RPM 


2200 
2200 
3500 
3500 
3500 
3000 
3300 
4000 


1800 
4500 
4500 


2000 
1800 
1800 
1800 


2400 


2200 
2200 
2300 
2300 
2000 


2300 
2300 
2300 
2300 
2000 
2000 


2000 
2200 
2400 


2800 


LENGTH 


28% 
34 

26% 
36! %e 
40% 
45% 
45% 
44% 


33'“e 
40% 
32 


WEIGHT 


WIDTH HEIGHT LBS. 


13% 
11” 
11” 
22” 
22% 
27 'A 
22'A 
22% 


336 
345 
288 
400 
714 
873 
902 
1022 


7A 
17% 
17% 


340 
430 
440 


$ 895 
$1100 
$1640 
$2060 


260 
406 
598 
1491 
1990 
72) 
580 

— 400 

737 

(CONTINUED ON NEXT PAGE) 
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PISTON 
BORE & DISPL. WEIGHT 
COMPANY ENGINE MODEL STROKE CU. IN. RPM LENGTH WIDTH HEIGHT LBS. 


Lister-Blackstone, Inc. HB2M 4x42 — 2000 44 35% 670 
42-32 21st St HB3M 4x4'A — 2000 50 35% 760 
Long Island City 1, N.Y. SLM 3 , — 1800 35 28 470 


Murphy Diesel CBD-243 
5317 W. Burnham St. 
Milwaukee 14, Wis 


Red Wing Marine Corp. 
1000 Levee St 


Red Wing, Minr 


R. H. Sheppard Co. Series 19 K $2414 
Honover, Pa Series 17 25 : 2 — $1750.25 
Series 16 / — $3465.75 


Volvo Import, Inc. MD |} 3 35 — 285 
452 Hudson Terrace 1051BR y 1070 
Englewood Cliffs, N.J 1052BR ; Yj J : 1280 
1113BR / x —_— 1960 
111 4BR \ — 2100 
MD67 / V — 2200 
MD96 : , 2870 
TIMD96 ‘ / ( — 2870 


WaukeshaMotor Company Novigator 302 ) 1550 
Waukesha, Wis 





Full length water jacket. Cam 
ad e e ground aluminum pistons. Re- 
BRENNAN MOTOR MFG. CO. BURMEISTER & WAIN placeable type bearings. Price 
BALLANTINE IND SYRACUSE 2, N. Y AMERICAN CORP. from $945 
ASSELON, W. J MYSTIC, CONN. 


B. & W. LATHROP 2 3 SERIES 
30 BHP at 4000 rpm; 4-cylin- 8 cylinder V-8 gas engine. De- 
der. 4 cycle gasoline marine Velops 167 HP at 3400 rpm, fuel 


engine: bore and stroke 2'"x 
3”; piston displ. 58 cu. in 
Weight 295 lbs. wet. Length 
3214”, height above _ shaft 
15%”, width hole centers 16”, 
depth below shaft 7%”. Rota- 
tion for rh. propeller. 12-volt 
electrical system. 
BRENNAN “IMP” 
— 35-HP marine gasoline engine 
SEA PUI with piston displ. of 50 cu. in 
160 lbs. total weight in the di- 
rect drive model; also avail- 


able with a built-in 2 to 1 re- > 
consumption 12.6 gal. per hour 
duction gear. Featured by the nsump 1 12.6 Pp 


mfr. is the Brennan “Power- Compression ratio 8:1 Dis- 
package” consisting of the : placement 283 c.i. Either di- 
Imp” :nd an outboard drive rect drive or reduction gear, 

< an al i = 1 ‘ 9- Jejio : 
Other engines including the ratio 1'2:1 and 2:1. Weighs 
Fisherman Four” rated at 50- 660 Ibs., with reduction gears 


ind 2.5 to 1 reduction gear ms c “a sas 917/,.”. leng 
als : vilabl “ : Y etric 15 HP, and the Deluxe Six 914 lbs. Height, 21 , length, 
AiSO a li are € 


oun " arra eaeiale ¢ 
tarter kit, electric generator ‘€Ties in sizes up to 250 HP, B. & W. LATHROP pes May a 
a : . : : : availabl 55- > 4 34 " : 6-cylin- , op : : all 
cit and fuel pump assembly eines * — 7 pnd aged. pin tors. 12 volt electrical system 
’ A < 5 ’ sat . re 1] i J - 
. ' iiaeiiiaas bore and stroke 4"x4'5"; piston sreamapangntecte . hoke Rubber — 
KERMATH SEA TWIN BUEHLER TURBOCRAFT displ. 339 cu. in. Weight 925 gine mounts. Price, from $1,295 
10 HP engine weighs 109 lbs., INDIANAPOLIS, IND . panes ae are 
or 126 lbs. when equipped with Igs. Le ngth overall, DD 47”; MODEL 430 
omen emi codeniiens aoame height above shaft 17”, width r PE eng etee elie : 
reverse and reducwion gear hole centers 16” or 22'4”,depth New Chris-Craft model 430 V8 
below shaft 9”. Rotation for Marine engine delivers 275 hp 
r.h. propeller. 12-volt electrical 4t 4000 rpm with regular auto- 
system. Other models, 60 HP, ™otive fuels. Compression ra- 
105 HP, 135 HP and 165 HP 


CHRIS-CRAFT CORP. 
ALGONAC, MICH 


5 HP engine weighs 175 Ibs 
with direct drive, and 93 lbs 
with reverse and reduction 
gears. Dimensions are 16%” 
wide, 18 long, with engine 
bed drilled on 11” centers. En- 
gine is available as basic unit 


consumption 10.1 gal. per hour 
185 rated HP at 4000 rpm, fuel 


vy, or engine ind reverse 
geal or engine, reverse geal 


BUEHLER B SERIES 

TURBOPOWER 200 4 cylinder in line gas engine 

Buehler Turbopower 200 is a Develops 51 cruising HP at 

wide, 22%” 200 HP overhead valve V-g 2500 rpm, fuel consumption 4.1 

bed drilled engine designed, engineered al. per hour. 60 rated HP at 

be ordered and manufactured by Cru- 3200 rpm, fuel consumption 5.4 
and sader Marine. Warren. Mich gal. per hour. Compression tio is 8 to 1. Bore 1.30”, stroke 
igine, reverse The power unit is a three ratio6.78:1. Displacement 132.7 3.70 Hvdraulic clutch is 
1 reduction stage axial flow turbine. The c.i. Either direct drive or re- standard. Direct drive, oppo- 
ivailable are elec- engine uses a 283 cu. in. block duction gear, ratios 2:1 and _ site rotation and reduction 
kit, electric gener- with a 7.8:1 compression ratio 3:1. Weight 465 lIbs., with re- gears of 2.50 to 1 are optional 
] pump assem- It produces 200 net HP at duction gear 495 to 505 Ibs Compact design makes the 
4400 rpm Height, 13”; length, 339%4.”. mew 430 V8 ideal for installa- 


POPULAR BOATING 








single 
and 


larger utilities, 
screw cruisers 
Price, $2495. 


tion in 
or twin 
yachts 


CHRYSLER CORP. 
MARINE & INDUSTRIAL DIV. 
DETROIT, MICH 


ACE M-46-4 

6 cylinder marine engine 
hydraulic reverse gear 
at 110 HP at 3,600 rpm 
selection of reduction 
available. Weight ranges from 
745 lbs depending 
on reduction gear 


with 
Zated 
Wide 


gears 


to 850 Ibs 


ACE SPECIAL M46S-3 
6 cylinder develops 110 HP at 
3600 rpm. Weight ranges from 
751 lbs. to lbs. depending 
on reduction irs of 1.43 
2.56 and 3.17 allt 


CROWN M-47-3 
6 cylinder develops 125 HP at 
3,600 rpm. Weight from 814 
Ibs. to 945 lbs., with reduction 
of 1.43, 2.04, 2.56, and 3.17 to 1 


CROWN M-47-4 
6 cylinder marine engine 
velops 125 HP at 3,600 


de- 
rpm 


reduction 
3.00 all 
814 to 919 


Straight drive and 
of 1.50, 2.00. 2.50. and 
to 1. Weight range 


lbs 


CROWN SPECIAL M478-3 
Crown Special has 6 cylinders 
developing HP at 3,600 


rpm. Reduction of 1.43, 
2.56, and 3.17 to 1 
drive. Weight 


lbs 


2.04, 
Straight 


822 lbs. to 953 


SEA V M-80 

Sea V develops 177 HP from 
8 cylinders with displacement 
of 318 cu. in. Reduction gears 
available: 1.50, 2.00, 2.50, and 
3.00 to 1. Weight range de- 
pending on reduction, 898 to 
1,003 lbs 
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IMPERIAL M81 
Straight drive available as on 
all models or reduction of 1.50, 
2.00, 2.50 and 3.00 to 1. Rated 
at 225 HP at 4,000 rpm. Weight 
range 960 Ibs. to 1,009 lbs. 


IMPERIAL M45-SP-3 
The big Imperial M45-SP-3 
develops 275 HP at 4,400 rpm 


from 354 cu. in. Wide selection 
of reduction gears available 
Weight ranges from 1,071 to 
1,254 lbs. depending on reduc- 
tion 


COVENTRY 


VICTOR MOTOR CO. 
COVENTRY, ENGLAND 


COVENTRY VICTOR 

N type, Mark III, gasoline en- 
gine has horizontally opposed, 
twin cylinders. Features 2:1 
reduction and reverse gearbox 
in unit construction. Maximum 
rating is 16.5 bhp. at 3000 rpm. 
Other gasoline engines avail- 
able 


DEARBORN MARINE 
ENGINE 
DIV. OF EATON MFG. CO. 
31465 STEPHENSON HWY 
MADISON HEIGHTS, MICH 


INTERCEPTOR STANDARD 
Interceptor 135, 170, 185 and 
215 HP models feature high 
exhaust manifold, accessibility 
for inspection and _ service, 
light weight, dependable, mod- 
ern V-8 efficiency. Weight 
ranges from 635 to 795 lbs. 


BIG BOY 
Dearborn Marine’s powerful 
new 275 HP Big Boy for heavy 
cruisers Will bring heavy 
boats to planing position and 
hold them there, throttled 
back for cruising. Power comes 


from modern, overhead valve, 
8-cylinder, 90 degree V engine 
which is light and compact. 


INTERCEPTOR 240 
The powerful 240 HP, 361 cu. 


i 


in. Interceptor engine is de- 
signed for use in large cruisers. 
Weight 875 lbs. with 8.6-to-1 
compression ratio 


100 INLINE 6 

The 100 hp inline 6-cylinder 
Interceptor is designed pri- 
marily for use in smaller boats 
with direct drive and also as a 
bobtail engine for most makes 
of outdrives and jet units 
Basic characteristics are 3.50 
bore and 2.94 stroke, 144 cu. in 
displacement, and 8.7 to 1 
compression ratio. Main and 
connecting rod bearings are 
of the copper-lead-steel-back 
split insert type 


V-8 INTERCEPTOR 
260 hp., 390 cu. in., V-8 Inter- 
ceptor, weighing 880 lbs. pro- 


vides single or twin engine 
power for larger boats where 
speed, maneuverability and 
gasoline econotnies are desired. 


GOLDEN INTERCEPTOR 
100 hp., 170 cu. in., 430 Ib., 
6 cylinder, incline engine is 


adaptable to Eaton and West- 
ern Gear outdrives or for con- 
ventional direct drive single or 
twin installations in boats up 
to 25 feet. Gives fast accelera- 
tion and fuel economy 


EXCELSIOR MOTOR CO. 
KINGS ROAD, TYSELEY 
BIRMINGHAM I1!, ENGLAND 


SEAFARER II 
Two-cylinder model Seafarer 
II has 58 mm bore, 62 mm 
stroke, and a capacity of 328 
cc, developing 18.2 hp at 4500 
rpm. Also offered is the Sea- 
farer III which has cylinders 
and a capacity of 492 cc with 
28.7 hp at 4500 rpm. Other 
models of gasoline marine en- 
gines are available. 


FLAGSHIP ENGINES, INC. 
LYNCH COVE, BALTIMORE, MD. 


FLAGSHIP 145 
Most efficient at low trolling 
speeds, the Flagship 145 is an 
extremely compact, depend- 


able performer featuring ex- 
clusive Ram’s Horn manifold 
as standard equipment and 
has 8:1 compression ratio and 
2-barrel carburetor. Price 
$1,415 FOB. 


FLAGSHIP 185 
Best for all around perform- 
ance, the 185 has good trolling 
ability plus exceptional high- 
end performance. Comes 
equipped with manual or hy- 
draulic reverse, direct or re- 
duction drive, 4-barrel carbu- 
retor and has 8:1 compression 
ratio. Price $1,420 FOB. 


GRAY MARINE MOTOR CO. 
710 CANTON AVE 
DETROIT 7, MICH 


STANDARD V-8 
Rated 188 HP at 3,800 rpm 
Piston displacement 327 cu. in 
A companion engine is rated 
225 HP at 4,400 rpm, using 
premium gasoline. Two smaller 
V-8s have piston displace- 
ment of 250 cu. in. rated 135 
HP with single carburetor and 
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170 HP with dual carburetors. 
Both use either regular or pre- 
mium fuel. All gray V-8s use 
Warner hydraulic transmission 
as standard equipment. 


COMPACTS 
has announced 
Compact models 


several 
which 


Gray 


new 


are shorter, lighter and lower. 
Included in the gasoline line 
are 80 hp Four, one 111 hp Six, 
and two V-8’s, rated at 138 
and 178 hp. In addition, com- 
pany offers same range of 
standard models as in previ- 
ous years, incorporating sev- 
eral improvements. Gray builds 
both gasoline and diesel en- 
gines, from 25 to 238 hp. 


MINTREX CORP. 
109 BROAD ST 
NEW YORK 4, N.Y 


MAELSTROM AMERICA SIX 
The Maelstrom America Six is 
offered in two basic models, 
the 6/90 engine and the 6/130 
engine. No reduction ratio is 
offered because both engines 
are of relatively large displace- 
ment and put out significant 
torque at low rpm. Forward, 
neutral and reverse is incor- 
porated in the Seapower Out- 
drive unit. The Seapower Out- 
drive may be used in either 
tractor or pusher position. 
Maelstrom 6/90 has displace- 
ment of 170 cu. in., developing 
90 hp at 4000 rpm. Maelstrom 
6/130 has 223 cu. in. displace- 
ment and develops 130 hp at 
4000 rpm. Volkswagen-powered 
units are available on special 
order and incorporate the Sea- 
power Outdrive 


NEWAGE (MANCHESTER) LTD. 
6 CARLOS PLACE, GROSVENOR SQ 
LONDON W.!, ENGLAND 


NAVIGATOR 
B.M.C. Navigator Marine en- 
gine operates on gasoline or 
vaporizing oil and has a dis- 
placement of 1500 cc. Rated at 
25 hp at 2000 rpm and 35 hp 
at 3000 rpm 
VEDETTE 

B.M.C. Vedette marine engine 
has a displacement of 950 cc 
and is rated at 16 hp at 2200 
rpm and 20 hp at 3000 rpm 
Operate on gasoline. Com- 
pany offers diesel marine en- 


gines also. 


PALMER ENGINE CO, 
COS COB, CONN 
IH-V345 
numbe! 
inboard 


One of a 
able 
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of depend- 


engines offered 


this year is the IH-V345, based 
on an International Harvester 
light truck V-8 truck engine 
block. Displacement is 345 cu 
in. rated at 200 HP at 4,000 
rpm. Weight 900 lbs. Palmer 
engines range from the PW- 
27, rated at 8 HP to the IH- 
V549 rated at 300 HP. 


IH-V549 
Heavy duty V-8 is rated at 300 
hp at 3600 rpm. Uses largest 


International truck engine 
block, with 549 cu. in. displace- 
ment Equipped with fresh 
water cooling, double oil filtra- 
tion system, hydraulic reverse 
and 114:1 reduction gears as 
standard equipment. 


RED WING MARINE CORP. 
000 LEVEE ST 
RED WING, MINN 


ARROWHEAD 40 
Arrowhead 40 gasoline marine 
engine delivers 40 hp. at 3000 
rpm. Piston displacement is 
133 cu. in. Provides speed to 
spare for runabouts, light 
cruisers and auxiliaries. Com- 
pany offers other’ gasoline 
models and diesel marine en- 


gines 
+ 


STOKES MARINE SUPPLY CO. 
505 E. CHICAGO ST 
COLDWATER, MICH 


INBOARD ENGINES 
Line includes new and rebuilt 
engines, with wide choice of 
reverse gears. Featured are 
conversions of all new 1960 en- 
gines including Willys 75 HP 
Lightning 6; Hudson Wasp 126 
HP 6 cylinder; Hudson Hornet 
170 HP six cylinder; 275 HP 
Packard and 180 Pontiac V-8 
Other engines available as re- 
builts are all models of Ford 
6, Ford V-8, Plymouth and 
Dodge V-8, Chevrolet V-8, 
Olds V-8, Chrysler V-8, Stu- 


debaker Champion 6 and 
Crosley 4, all rebuilt blocks 
with all-new conversion equip- 
ment on them. Also available 
are converted transmissions, 
Paragon reverse and reduction 
gears, and all models are of- 
fered with new Borg-Warner 
Hydraulic Velvet Drive reverse 
and reduction gear. 


UNIVERSAL MOTOR CO. 
551 UNIVERSAL DR 
OSHKOSH, WIS 


ATOMIC FOUR 
Universal Atomic Four marine 
engine develops 30 HP and has 
a piston displacement of 65 cu. 
in. 


MODEL HF-VD 
Universal Aqua-Pak V-Drive 


marine engine is rated at 70 


HP 


NORSEMAN BLUEFIN 
Norseman Bluefin is a marine 


engine which develops 113 
HP from a piston displace- 
ment of 230 cu. in. 


ENGINE FOR INBOARD- 
OUTBOARD DRIVE 
With the advent of inboard- 


outboard drives, Universal has 
designed special models to 
couple to these units. They 
are available in 30, 70, 113, and 
165 hp. These engines have no 
reverse gears and are com- 
pact and light. 


MARINE ENGINE DIV. 
VOLVO IMPORT, INC. 
ENGLEWOOD CLIFFS, N. J. 


VOLVO AQUAMATIC 
A Volvo marine power combi- 
nation of inboard ard out- 
board components. Unit is de- 
signed to fit existing outboard 


boats without altering basic 
design (no need of special en- 
gine bed, stringers, stuffing 
box or shaft). 80 HP, 4-cycle 
marine engine built for sus- 
tained high speed operation; 
consumes 1.9 gallons fuel per 
hour. Drive unit features 
“outboard tilt protection.” Any 
type standard steering device 
may be used and a full instru- 
ment panel is available from 
the builder. Aquamatic has 
full gear shift, forward, neu- 
tral and reverse, with a reduc- 
tion gear ratio of 1.6 to 1. 
Full output of 80 HP is at 4,500 
rpm. Complete power package 
is $1,395. Unit is built for max- 
imum corrosion resistance with 
stainless steel and nylon used 
where applicable. Three gaso- 
line engines are offered rang- 
ing from 14 to 85 HP. 


DIESEL ENGINES 


ALLIS-CHALMERS MFG. CO. 
BOX 512, MILWAUKEE I, WIS. 


MODEL D-273 
D-273 Diesel marine engine 
delivers 85 shaft hp through 
273 cu. in. displacement and 6 
cylinders. Features Allis- 
Chalmers type built-in breath- 
er. 12 or 32 volt starter and 
generator with voltage regula- 
tor. Company offers marine 
diesel engines ranging from 85 


hp to 516 hp for fishing boats, 
working boats, pleasure craft 
and harbor patrol craft. 


POPULAR BOATING 





from 7-36 


DIESEL ENGINES start'ng equipment Hp range 





CATERPILLAR TRACTOR CO. 
PEORIA 


96”, width 28”, height 38”. 
Weight 1,275 lbs. Electric 12 
volt starting with charging 
inder model develops 96 shaft ; generator is standard equip- 
HP at 2,250 rpm from 330 cu ‘ ment. 32 volt electric starting 
in. and weighs 1.200 lbs. The . : system or hydraulic motor 
4-cylinder models develop 60 Starting are also available. 
shaft HP at 2,250 rpm from 220 


cu in and weighs 800 lbs CAT MARINE ENGINES 
Prices complete and ready for Weighing about 1300 lbs., this + 
yet 1] t Y j ] c rever > 
instauation including Teverse 4-cycle, 4-cylinder diesel will 
a Se 8 for the 4- ft in space occupied formerly 
cylinder and $2,773 for the 6- by only gasoline and 2-cycle CERLIST DIESEL. INC. 
<2 _ os cylinder. Also available: Side jiesel engines. Tl lus com- 
AC-2M MARINE DIESEL diesel engines. 11s, plus com 1709 N. CHURCH ST 


AC-2M is a dependable lraft ait intake, $23 water- panion D330 and D333, offers BURLINGTON, N.C 
cylinder, air-cooled Ma- C©00led exhaust elbow, $10 ex- 4 dependable engine to the 
being offered by 2, With engine, and wide  yacht-powering field. They are 
ingle ovl« choice of hydraulic or manual smooth, quiet and run with a 
reduction gears. clear, non-toxic exhaust unde1 
any condition of load and 
* speed. They idle indefinitely 
and operate on commonly 
BURMEISTER & WAIN available +2 household fur- 


nace oil, These engines are 
AMERICAN CORP. a ’ 
: available for new installations 
MYSTIC, CONN ; — 
or lor repowerlng. 


diesel 


BUKH DIESEL ENGINES 
BARR MARINE DIESELS Imported from Denmark, D220 
Available are two new dies DUKH diesel marine engines — 


MODEL 3M 
ne le for us n are built for fishing ssels, 4-cylinder, 4 cycle, valve-in- Develops 85 HP at 3,000 rpm 
ire and commercial coasters, ferry boats, tugs d head engine is turbocharged Weight 860 lbs. with reduction 
I boats. The engines and aftercooled and develops’ gear, heat exchanger and raw 
are fitted with a hand-start 130 HP at 2,400 rpm Dis- water pump. Equipped with 
ing arrangement. The engines placement 252 cu.in. Boreand Warner hydraulic marine gear. 
can be equipped with electric Stroke 4” x 5’ Ratios range Gear ratios up to 3 to 1. Op- 
starting arrangement or air from 1 to 1 to 4 to 1. Length posite rotation gears available 


The Complete Line 
of Quality Built 
Hardwood Boats 


SEA MAC boats inspire instant pride and 
constant admiration . .. with beauty and durability 
that will not if-Tel Me) mel-'*-lalele-)¢-) 

... Styled and constructed of the very best 
materials by boat loving experts. 


Send for Free 8-Page Color Brochure 
and Name of Nearest Dealer. 


eee SEA MAC BOATS, Dept. C, Riverside, New Jersey 


- 
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CHRYSLER CORP CUMMINS ENGINE CO. 
MARINE & INDUSTRIAL COLUMBUS, IND 
ENGINE DIV 
DETROIT 31. MICH 
CHRYSLER-PERKINS 
DIESEL ENGINES 
Chrysle: Marine Die- 
el En models 
M-499D, 52 hp: M-144D, 45 
hp: M-270D, 80 hp: M-305D 
105 hp; and M-354D, 143 hp 
Chrysler-Perkins Diesels are 
built by F. Perkins Ltd. and 
are old nd serviced by 


Perkins 


ne nclude 


Chrysler M & I Division in the 
( 


VENTRY 
VICTOR MOTOR CO. 
VENTRY, ENGLAND 
VICTOR VIXEN 
A number 


100 to 600 hr 


DAIMLER BENZ 
OF NORTH AMERICA CORP 
26-56 NORTHERN BLVE 


JSHING, N.Y 


MERCEDES-BENZ 
MARINE ENGINES 
Marine Diesel E1 


uw cycle fre 
, ] 
ind 


come 
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1 both hydraulic 
reverse real 
range yf 


DETROIT DIESEL ENGINE DIV. 


GENERAL MOTORS CORP. 


3400 W. OUTER DRIVE 


SERIES 53 
3 GM Diese 
lve boat 


] are 
owners 
speed and depend 

with greater 


crul 


Bi ran 


clined model and 6 cylinder V 
type 

SERIES 71 
Series 71 GM Diesels are avail- 
able in both in-line and V con- 


and 
iction 


ra- 


fi n-line 
easy 

rable ith a 
to 1650 hp 
engine to sul 
mand. The engine 


economy th 


range 
GM Die 
t every po\ 
rough 

pression ratios 

SERIES 110 
110 GM Die 


meries 


new 
a- 


ale- 


€ 


3 and 4 cylinder 


4 cylinde1 


SEALER 900 SEALER 800 | 


LIQUID RUBBER 


Stops leaks! Great 
adhesion and flexi- 
bility. Makes lasting 
watertight seal. 
White, Black, Natural 


and Mahogany 


See your dealer, or 


for literature, write— 





o - . 
.° 126 H.P. . BRAND NEW, QUALITY 


‘ *. MARINE CONVERSION 
7 WASP “6” a 


-, INBOARD 


Blé 
t 


$525.00 
MANY OTHER MOTORS 

FREE CATALOG! Homet. ‘Jeep, Olds. ele. 
STOKES Marine Supply Co. coi Dette  wicn 


234 


MASTIC 
RUBBER 


Perfect seam-sealer and bedding 
compound. Adds strength through 
flexible adhesion. Use on hulls, 
decks, cabin structures. Mahogany 
and White. Also Black (Sealer 700) 


MARINE PRODUCTS, INC. 


NUMBER ONE 
ON THE 
WATERS OF THE 
WORLD 


PLASTIC 
PUTTY and 
SURFACER 


Combines 2 products into one 
Perfect compound for filling screw 
holes and glazing dents and checks 
in surface. Won't shrink or swell 
Sands beautifully. 8 colors. Used 
extensively by boat builders for 
28 years 


OSHKOSH, WISCONSIN 





hedlund 
HYDRO-FLITE 


WATER SKIS 


HEDLUND MANUFACTURING CO. 
NOKOMIS, ILLINOIS 
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— DIESEL ENGINES 2800 rpm Application suited LEHMAN MBG. CO. 


for inboard-outboard drive for 972 BROAD ST 
20 to 35 foot boats, as well as NEWARK 2, NJ 
conventional drive. Other all ECON-O-POWER 
aluminum P&H marine diesel: Econ-O-Power diesels are rates 
biucrgah engines from 60 to 300 hp are as follows: 4 cylinder, 60 hp at 


and dependability — available for single or twin 2250 rpm; 6 cylinder, 96 hp at 
0 engin al vail- Tee iT screw application. 
i pre 1d pov I ior e . : 
vessels with noderat “ 


speeas 





HAWKER SIDDELEY 
HP at 2,400 rpm. Specially de- BRUSH INC. 
* signed for pleasure cruisers, 34-14 58 ST.. BOX 261 
utility and work boats. 4 cycle WOODSIDE 77, L. |., N.Y 
type, naturally aspirated, with 
DETROIT 7 M hy air intake silencers. Fresh wa- 
ter cooling is standard. Weight 
FOUR D129 1,500 lbs. with Warner heavy 
linder. 4 cy marine di duty Model 72 hydraulic gear 
rated 25 HP at 9.000 rpn Prices, from $4,105 


GRAY MARINE MOT OR CO. 


2250 rpm. Both engines are 
lisplacement 129 cu. in g . ~~ capable of turning large pro- 
I quipped with Warner 3 . pellers by reason of high 
yvdraulic transmission, direct HARNISCHFEGER CORP. torque developed. Four cycle 
irive or reduction gear. LH P & H DIESEL ENGINE DIV. design with overhead valves 

RH rotation. Weight 656 ouidhe Via Gia produces maximum operating 

with reduction gear. Fresh economy. Four cylinder, direct 
ater cooling standard. Price, 


} drive unit weighs 837 lbs. and 
df & . DIESEL INBOARD 6 cylinder, 1057 lbs 

FOUR D277 , INBOARD ENGINES 

der. 4 cvcle marine di i , Hawker Siddeley Brush Inc * 

1 rated 60 HP at 2 201 rpm ‘ offers engines manufactured 


Piston displacement 277 : % if? j by their associated companies, LISTER-BLACKSTONE. INC. 
Available with or w rf out ‘ Petters Ltd., and Armstrong 42-32 2\st ST 


duction gear. wide range of r: h Siddeley Ltd. Air cooled and LONG ISLAND CITY |, N. Y. 
water val j ce > Oo lec 
tios. Manual or hvd) uli } ; wanes coos d Coat ] ngines Sor HB2M 
verse gear. Roosa-Ma fur ' , marine and industrial use are 
Lanchester Zalancer , produced from 3 to 100 hp Air cooled 2 cylinder in line 
ubber m tir re Marine type generating sets diesel. Develops 24 HP at 2000 
equipme! res} MODEL V-463 re also avalaible. Features is rpm. Compression ratio 12:1 
led. All aluminum high speed ma- a lightweight air cooled 4 cyl- Available with or without re- 
rine diesel engine, Model V-463 nder diesel propulsion engine duction gear, ratios 2:1 and 
SIX D427 a 4 cylinder, V type, with with continuous rating of 20 3:1. Height, 3514”, length, 44 
Graymarin die loop-scavenge! cycle, light- hp at 3000 rpm., priced at Weighs 670 lbs., with reduction 
ix 27, rated 13 weight. Rated at 135 hp at $1484 gear, 750 lbs 














INTRODUCING THE 


_25- footer is ema of Five Years’ research 


alley facilities; uncramped lavatory and toilet 

arch with vanity sink and comp slete » privacy; stun- 

want - the 

ou’d expec space; custom-upholstered berths; carpeted, 
more money. hig t 


ning dinette-settee combination; ample storage 


mahogany cabin, 
| flush cockpit; 


accessibility to ’recision-engineered and built under the 
laning hull for lighest possible quality control standards, the 
in any w iter: Torlew chaser is superbly crafted. Down to 
ible either single » last bronze screw, it’s made with superla- 


in screw with power options to 177 hp. tive iality materials—yet the budget price 


Plus ampk eepl space for ve; full 





ASK YOUR DEALER TODAY FOR FULL INFORMATION 


DEALERS NOTE: PROTECTED FRANCHISES FORLEW hn 


AVAILABLE IN SELECTED AREAS 








CORPORATION HUDSON, WISCONSIN 
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fer Those 
who (om MA nel, 
the Finest { 


12 MODELS 
14 to 24’ IN LENGTH 


OUTBOARD OR 
INBOARD 


FREE FACT CHART 


Send for FREE illustrated 
chart describing the 
1961 SKEE-CRAFT 
FLEET and name of 
SKEE-CRAFT Dealer 
nearest you. Write 


today 


entire 


SKEE-CRAFT BOAT COMPANY © INTERCOURSE, PA. 


~ 
DESIGNED FOR FAMILY 


FUN + QUALITY BUILT 


BY MAINE CRAFTSMEN 
Ss 


BUYING GUIDE DIRECTORY 














TROUBLE-FREE MARINE TOILETS 
... With RARITAN’S 
Force-Flush Action 


First real advance int 


let design 
No leather washer Improved 
ver r third more 


ean. Regular 


pump del 
water: flushe 
or ““Highboy hand or elec 
tric drive 

Available with the world’s most 
efficient miniature sewage plant, 
the Raritan Electr hemical Chlior- 
10% of bacteria 


State approved. 


inator. Eliminates 
and odors 





RARITAN 
ENGINEERING CO. 
24 East McNeal St. Millville, N.J 





HB3M 
Air cooled 3 cylinder in line 
diesel. Develops 36 HP at 2000 


rpm. Compression ratio 17:1 
Available with or without re- 
duction gear, ratios 2:1 and 
3:1. Height, 3514”, length, 50 
Weighs 760 lbs., with reduction 
840 lbs 


gear, 


MURPHY DIESEL 
5317 W. BURNHAM ST. 
MILWAUKEE 14, WIS. 





MODEL MP-CBD 
Murphy Diesel marine propul- 
sion engines are built in 26 
sizes from 105 to 420 HP. Model 
MP-CBD is shown. Available 
with a selection of reverse and 
reduction and a wide 
range of front-end power 
takeoffs 


gears 


NEWAGE (MANCHESTER) LTD. 
6 CARLOS PLACE, GROSVENOR SO 
LONDON W.!, ENGLAND 


COMMANDER 
B.M.C Commander marine 
diesel engine has a capacity of 
2.2 litres and is rated at 22 hp 
at 1500 rpm, 31 hp at 2000 rpm 
and 46 hp at 3000 rpm 
COMMODORE 
Commodore marine 
engine is rated at 40 
hp at 1600 rpm, 48 hp at 2000 
rpm, and 52 hp at 2400 rpm 
Displacement is 3.4 Litres 


RED WING MARINE CORP 
000 LEVEE ST 
RED WING, MINN 


B.M.C 
diesel 


sre 


Red Wing D4-45 Marine Diesel 
» delivers 45 hp at 2400 
Piston displacement is 

in. Available in direct 
reduction 

in ratios up to 3:1. 

v A 


pairs 


ype or with 


number of other gasoline mod- 
els are available and diesels 
engines are offered also. 


R. H. SHEPPARD CO. 
101 PHILA. ST 
HANOVER, PA. 


SERIES 19 

4 cylinder mode has a dis- 
placement of 153.6 cu. in. de- 
livering 50 hp. Price $2414 
Model 19 D delivers 67 hp and 
is priced at $2514. Both mod- 
els include hydraulic 2:1 for- 
ward reverse gear 


SERIES 17 
Model 17 B is a 2 cylinder en- 
gine with 76.8 cu. in. displace- 


ment giving 25 hp and is 
priced at $1750.25. Model 17D 
has a 94.3 cu. in. displacement 
and delivers 30 hp and is 
priced at $1800.25 
SERIES 16 

Model 16 B is 4 cylinder engine 
with 319 cu. in. displacement 


delivering 88 hp and is priced 
at $3465.75. With reverse 2:1 
mechanical gear and front 
power takeoff 


VOLVO IMPORT CO 
INGLEWOOD CLIFFS, N. J 


VOLVO-PENTA MD-47 
The MD-47 of 82 HP is ideal 


for twin installations for 


POPULAR BOATING 





—ENGINE CONVERSIONS 





pleasure craft. It is a light- 
direct injection 6-cyl- 
inder diesel, quiet running and 
smokeless and weighs 1,650 
lbs. with reverse-reduction 
gear. Volvo diesels range from 

single cylinder of 11 HP to 
a i-cylinder turbo-charged 
node! of 185 HP 


weight 


VOLVO-PENTA MD-1 
Ideal for auxiliary power or 
diesel economy in smaller 


Engine 1s 4-stroke, direct 
injection diesel that develops 
5 HP at 2,000 rpm, with 13x11” 


craft 


Avail- 
electric 


1070 gear. 
hand or 


propeller at 
able with 


Starter. 
+ 


WAUKESHA MOTOR CO, 
WAUKESHA, WIS 


DIESEL MARINE ENGINES 
Heavy-duty marine Diesel type 
engines are furnished with 
components and accessories. 
Designed for continuous op- 
eration, the engines range in 
size from 302 to 5788 cu. In. 
and from 65 to 990 hp. Each 
size is available in a turbo- 
supercharged or non-turbo- 
charged version 


ENGINE CONVERSIONS 


* 
BARR MARINE PRODUCTS CO. 


2700 E. CASTOR AVE 
PHILADELPHIA 34, PA 


AUTO CONVERSIONS 
r offers conversion kits for 
every standard 


can automotive engine 


new 


A few of the engine kits in- 
clude the Ford 6 cylinder OHV 
and Capitol EF200 direct drive 
reverse Oldsmobile 315 
HP V-8 with Warner 
Velvet Drive reverse and re- 
duction gear; and the Chevro- 
let 348 cu. in. V-8 engine with 
Warner Velvet Drive 


the 


gear; 


reverse 


and reduction gear. Barr also 
offers conversion kits for most 
standard 6 cylinder, straight 
8's and V-8 automotive en- 
gines. Conversion equipment 
for Willys Jeep engine. Diesel 
engines available also. 


FEDERAL MARINE MOTORS CO. 
9011-13 COTTAGE GROVE AVE 
CHICAGO 19 ILL 


MARINE CONVERSION KITS 
Marine conversion kits are 
available for Chevrolet, Cadil- 
lac, Oldsmobile, Pontiac, Ford, 
Mercury, Lincoln and Willys 
engines. They are complete 
with all necessary parts, tub- 
ing, nuts and bolts. Major parts 
of kits include ball-bearing 
marine water pumps with rub- 
ber impellers, water-jacketed 
manifolds cast with built-in 


baffle, thermostatic control, 


both manual and hydraulic 
marine transmissions complete 
with adaptors ior all engines, 
and all equipment is designed 
for salt water use. Opposite 
rotation for twin installations 
is available in reduction drive 
models. 


LEHMAN MFG. CO. 
972 BROAD ST. 
NEWARK 2, N. J. 


ENGINE CONVERSIONS— 
CHEVROLET V-8 
Converts to a compact, light, 
rugged and dependable ma- 
rine power plant. The “Cor- 
vette” model with two 4-bar- 
rel carburetors develops 245 
HP at 5000 RPM. With single 
4-barrel carburetion it devel- 
ops 220 HP at 4800. A single 2- 
barrel carburetor engine is 
available which gives 185 HP 
at 4600 RPM. Kits are adapt- 
able to any of these engine 
models. Both hydraulic and 
manual type reverse gears 
available with reduction ratios 

up to 3:1. Price, $165 
FORD 4 CYLINDER OHV 
MODEL 
Available in a 134 cu. in 
for heavy duty and 


mod- 
work 


entle Yachtsman 


The Gentle yachtsman is concerned for the comfort of 
others; his friends, his guests, his family. His boat reflects 
the care he bestows in its impeccable appearance. But he 
goes far beyond mere looks—he is unobtrusive in all his 
actions—conscious of the senses of others. On his boat the 
aura of elegance is not dispelled with the starting of his 
engines. Thanks to SONON Silencers his movement over 


the 


yaters is as gracious as his personal manner. The 


safety and comfort of his ship is assured whether the run 
be short or days on end—exhaust noise has been sealed 
away permanently in welded stainless steel. 





AIRCRAFT PRECISION PRODUCTS 


INCORPORATED 
8720 NORTHEND AVENUE +» OAK PARK, MICHIGAN 
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OR SILENCE 





a> ty 
~ te 


NOTHING 


TAKES TO WATER 


LIKE...Smith 


alspo! 


ar FINISHES 


THE VALSPAR CORPORATION + ROCKFORD, ILLINOIS 





GASOLINE ENGINES 





v4 
aMhrop 
MARINE POWER AT ITS BEST 
HIGHEST QUALITY 


THROUGH SUPERIOR 
MARINE ENGINEERING 


Available from 30 hp to 155 hp 


BURMEISTER & WAIN AMERICAN CORPORATION 
MYSTIC 8, CONN. PHONE: JEfferson 6-2637 











WORLD'S LARGEST SELECTION 
iin Oe Cantons Crag 


Plans = —__ 
Patterns 
Frame Pacs sey Offer! 


Over 400 New Plans, Full Size patterns, Frame Pacs ) pg. P L AN & P AT 
Designed especially for the amateur. Prams, Racers g — plus 
{ sers, Utilities go Outboards, in WOOD Be B g for the 
*~LYWOOD and STEEL. New longitudinal stressed “Be at Oper 
is with revolutionary bulkhead 


y Express 
Model V-22 


construction 
t, super strong. World's Largest selection 


Send 35¢ for 120 pg. PLAN CATALOG 


Catalog plus “Boat Building Handbook Send $1 


ALL FOR ve 3” 
CUSTOM « CRAFT, Buffalo 7A, New York 


Catalog plus “Hardware & Accessories Catalog & 
Armor Glass Catalog” covering boat repairs ... Send $1 
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boat use. This model when ro- 
tating 2800 RPM develops 48 
HP. A 172 cu. in. model devel- 
ops 61 HP at 2800 RPM. 
Manual and hydraulic reverse 
gears with various reductions 
available. Conversions also of- 
fered for the earlier L-Head 
Ford 4 cylinder tractor engine 
Price, $110. 


FORD THUNDERBIRD & 
MERCURY V-8 
Available in a variety of pis- 
ton displacements, but have 
physical dimensions and 
) weights. Maxi- 
sepowers of 132 to 255 
Models with same fea- 
offered for Lincoln en- 
up to 300 HP. Conver- 
ns also available 
head engin 1932 
Manual an 


ind reductl 


1 & 6 CYLINDER FORD 
conversion kit for the Eng- 


built Ford Diesel. Engine 


Wi 8 Dg 


4 


‘lops 96 HP at 2250 RPM 

a displacement of 330 
Features include fresh 

coolin throughout in- 
exhaust manifold, 12 

volt electrical tem for fast- 
er cold weather starting, re- 
placeable wet type cylinder 
Universal avail- 
Reverse gears 
available in manual or hy- 
draulic type both right and 
left hand rotations, with re- 
duction ratios up to 4:1. The 
4 cylinder model develops 60 
HP at 2250 RPM from a dis- 
placement of 220 cu. in., and 
in design is almost identical to 
ylinder model already 


It 


liner elu 


ability of par 


LINCOLN, MERCURY, & 
EDSEL V8 
The Mercury “Super-Marau- 
der” develops 400 HP at 4800 
RPM and has a piston dis- 
placement of 430 cu. in. It is 
the largest of the Lehman en- 
gines. The Lincoln gives 375 
HP with the same displace- 


; ite 
& IS, 


ment. All models have large 
oversize exhaust passages to 
prevent back pressure, long 
life water pump, and “Velvet 


Drive” hydraulic reverse and 
reduction gears (ratios of up 
to 4:1 available). The Edsel 
has a maximum HP of 345. 
Price (all models), $195. 


ECON-O-POWER ENGINE 
CONVERSIONS 
Lehman has added two 
to their complete line 
conversions for popular r 
of auto en First to be in- 
troduced was equipment to 
adapt all 332 and 352 cu. in. 

Ford V-8 engines as ma 
tured from 1958 to the present 
It may also be used marine the 
361 cu. in. Edsel V-8 engine 
Another offering by Lehman 
for the new year is a complete 
line of heavy duty instru- 

are enclosed 


models 
marine 


zines 


ases and are mois- 
e and fungus proofed 

nclude ammeters, temp 
t 


ture il pressure 


thire 


il 


nd ta ters 


STOKES MARINE SUPPLY CO. 
5 CHICAGO ST 
COLDWATE a MICH 


MARINE CONVERSIONS 
ith complete lin 


conversions is th 


long w 
marine 
3uick V-8 marine engine with 
all new generator, and 
accessories. Develops 190 HP 
and is priced at $695 with 
Stokes 1 to 1 gear. Ford 4 and 
Ford 6 diesel engines are also 


available 


starter 


VAC-U-MATIC CORP 
144 MOTT ST., OCEANSIDE, N. 


VAC-U-MATIC 
CONVERSION KITS 
Kits complete with manifolds 
for marine conversions. Avail- 
able for the 4 cylinder Ford 
tractor engine, $69.50; the 
Ford V8 110 HP engine, $119.50; 
and the Jeep engine, $39.50 


WILLIAMS MARINE CO. 
4980 PARK LAKE ROAD 
EAST LANSING, MICH 


TROLLKING 
Complete inboard marine en- 
gine kit includes all necessary 
parts for complete installa- 
tion. Engine is 6.3 hp, 4 cyc 
air-cooled Clinton engine with 
forward, neutral and reverse 
drive. Included are fuel tank, 
throttle control, forward and 
reverse drive, supports, rubber 
mountings and rope starter. 
Price, $235. 
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—METERS & GAUGES board engine. The combina- omy of an inboard engine. In- 


tion permits easy trailering board-outboard unit has pro- 
and beaching, and gives econ-__ peller mounted forward. 





OUTBOARD DRIVES 


: METERS & GAUGES 


‘ee 7 streamlined appearance. 
EATON MFG. CO. Price, $15.00 
SAGINAW. MICH AIRGUIDE INST. co. 
a ’ 2210 WABANSIA AVE No. 708S 
POWERNAUT DRIVE : 7 £ CHICAGO 47, ILL. SPEEDOMETER PANELS 
Ou ct sg net _ say ts % MODEL 850 Dial face diameters 3” in 107%” 
au water a 4 “ 2 vee SPEEDOMETER SET wide panels, both in : = 
ravel. Propeller steer- j “Sea Speed” marine speed- ‘@™8e from 0 to 45 mph. This 
t to make tight , ometer set with 45 mph sur- 
under face mount, complete with 
can ees tubing, hardware Chrome 
drive which mounts on the plated case, 3” red and black 
transom and features “out- dial with white details and 
board tilt protection.” See Ma- pointer Price. $9.95 Also 
rine Engines section, Volvo available: model 851 for flush 
Marine Engines. mounting at $9.95, and model 
BERTH e 852-S panel set with holes for 
TERMINAL ISLAND, CALIF start and choke buttons and instrument contains Airguide 
INBOARD-OUTBOARD WESTERN GEAR CORP. CCSRNES, PFOOS Os Gem Contralog* movement. 1708S 
TRANSMISSIONS nounoe tte Nos. 701, 702, 703 has access for switches for 
‘hoice of 17 different tvpes of : SPEEDOMETERS single motor and lights. Price, 
rives to choose from. Choice ch EE All have 3” dial face diameter. 708S, $15 
of two power ranges, 30 to 80 ; Speed ranges, 701, 0 to 30 mph, — iii a 
HP and 80 to 160 HP. Flexi- ; ‘os also 0 to 26 knots: 702, 0 to No. 709 SPEEDOMETERS 
drive can be supplied with 45 mph, and 703, 0 to 75 mph. Dial face diameter, 3”. Speed 


FELLOWS & STEWART, INC. 


ers and bell housing to | Each instrument contains Air- 

most automotive and ma- ; guide Contralog* -movement 
‘ngines. Flexidrive units { and dials calibrated to 1 mph. 
i m $499.50 to Price, $8.95. 


a 


No. 707 DOLPHIN 
SPEEDOMETER 
VOLVO IMPORTS INC. “er, Dial face diameter, 3”. Speed 
subin@oae cileee ke F Fey - range is from 3 to 50 mph 
SEAPOWER This speedometer features il- 
“VOLVO AQUAMATIC” Seapower unit is a gear ul luminated dial and has Air- range is from 0 to 45 mph. 
DRIVE which attaches to transom guide Contralog movement. This instrument has back- 
‘xible inboard-outboard boats and is linked to an in- It mounts on deck and has connected flange mounting 


BOATING’S PURELY PLEASURE WHEN YOU 


al 


1, Unlock the Auto-Launch lock, 


ea, 1<. “5 Y 


4 

















Ah 


2. A slight lift of the bow, 





oe cm ‘ j 
3. Auto- Launch cradles drop 
away —the boat is roller borne 


“ N OF THE AUTO- 
quality LAUNCH WILL CONVINCE YOU THAT WITH- 
ranty. OUT IT YOU'RE WORKING TOO HARD! 


Write for catalog or information regarding your closest Gator dealer, 


PETERSO N BROS Tits 1925 East Beaver Street, Box 51, Station G 
os e 


Jacksonville 6, Florida 


FEBRUARY, 1961 








NEW! 

1961 
MARINE 
CATALOG 


Ready Feb. 15, 1961 


Thousands of items— 
Everything for Boats— 
from Prams to Ocean 
Racers. 250 pages. 
Exclusively, our catalog. 


“SPACE SAVER” HANGER 
I . thats the Space 
durabl 


‘] 00 postpaid 








t i 658—$1.00 
James Bliss & Co., Wharf 7, 342 Atlantic aves Boston 10, Mass. 
% OUR ONE HUNDRED AND TWENTY INTH YEAR ® 
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ENJOY ANCHORING with a 
REMOTELY CONTROLLED 


Eine TERE 


(AUTOMATIC 
FRED C. GOOD Y | WINDLASS 


& SONS, Inc. 

& 
521 W. GLENWOOD AVE., Philadelphia 40, Pa. 
RE 9-2353 RE 9-2354 


See your Local Dealer 


or contact 














FIBERGLASS 
or PLYWOOD 50 Models 


$41.95 Up, —— 8— 22 Ft. 
EASY 
TERMS 

FREE 1960 

CATALOG 


Cruisers, runabout 


ynvertibles, fishing. Pre-assembled, pre-formed 
units. Perfect assembly by anyone. Equal factory-built. Save you 2 to 


24. Catalog! olor photos, details; paint, trailers, accessories, 


Fiberglass supplies “WRITE 
Le “KIT 


Dept. AD-2, 9200 Access Rd., Minneapolis 20, Minn. 








mM GLEN 


with exclusive improvements 


FREE CATALOG 


For complete information contact your 
local dealer or send for your free Glen- 
wood catalog of America’s most complete 
selection of quality marine equipment 
& hardware 


GLENWOOD MARINE EQUIPMENT 


1627 W El Segundo Bivd. Gardena, Calif. 


and contains Airguide Contra- 
log* movement. Dial reads in 

1 mph graduations. Price, $8.95. 
Registered. 


AQUALARM, INC. 
1530 S. PRAIRIE AVE 
HAWTHORNE, CALIF. 


Panel Model features hooded 
speedometer mounting g 
Prices from $12.95 to $18.75 


ATTWOOD CORP 
GRAND RAPIDS 2, MICH 


41-WAY WARNING SYSTEM 
The precision-built audio-vis- 
ual 4-way warning system fe: 
tures a bell which operates 
presence of excess heat or bilge 
water. Optional features are 
accessories which can be added 
to signal low oil pressure, over- 
heating of engine or remote 
fire Available in most volt- 
ages. Price, $59.50. 
SPEEDOMETERS 
e Line of water speed indicators 
includes 35, 45 and 55 mph 
models, complete with Hydro- 
AQUA METER Set pitot tube, through-tran- 
INSTRUMENT CORP. som connector, vinyl tubing and 
ee i mounting clips. The Hydro- 
Set pitot tube automatically 
resets itself, and works with 
other makes of speedometers 
Prices: from $895 to $12.95, 
including Hydro-Set tube; tube 
alone, $3.50 


BAROID DIV. 
NATIONAL LEAD CO. 
BOX 1675, HOUSTON, TEXAS 


GAS DETECTOR 
Detector is sensitive to all 
combustible vapors such as 
gasoline, propane, butane and 
will warn of presence of car- 
bon mononite from leaking 
exhaust systems and of hydr« 
gen given off by batteries 
charge. To operate, bilge fumes 
are drawn to the detector 
through plastic tube by an ail 

s 
t 


AQUA-MATIC 

SPEEDOMETER 

IMPACT TUBE 
Tube provides uninterrupted 
speedometer readings and ac- 
curate speed checks. Instru- 
ment “rides with the punch” 
over underwater obstacles, and 
heds weeds. Unit pivots up- 
ward and to rear to ride over 
obstacles, then springs back 
1utomatically and is non- 
fouling. Tube also releases for- 
ward if boat 


obstacle Trar m bracket 


included ® 


DIXSON PRODUCTS CO. 
VASHON, WASH 


pump, so water and oil in bils 
cannot affect any part of 
detector. It available 
operation on 6 or 12 volts DC 
> ane Price: $199.50 

packea over ’ 


INSTRUMENT PANELS 

-anels are available ] 
\ l with full 2 

y have moun —_ 


lectrie 


$90.95 


AQUA METER 
SPEEDOMETERS 
utboarder” series include 
face mount, flush mount 
and deck mount speedometer, 
each available in speed ranges ELECTRIC TACHOMETER 
of 35, 45,55, and 65 mph. Aqua An Electro Tach is an essen- 
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—METERS & GAUGES or total elapsed time of pow- 


ered equipment such as out- 

board and inboard engines, 

diesel or gasoline. Accurate 

. records of fuel consumption 

per hour can be maintained. 





tial instrument for engine 
control and enabies you to 
pinpoint most economical 
cruising rpm, select the right ad 


propeller combination, tune | SYWcRo-scoPt ; rs 


the engine to peak perform- 
ance and economy and can be AN ERD / & JOHNSON-WILLIAMS, INC. 
used for racing and predicted So P. O. BOX 307, STA. A 
log racing. Prices start at PALO ALTO 7, CALIF. 
$39.50 for the 0 to 8500 rpm 
Model 56, to $42.50 for the 0 to blinking light, exact degree of Maintainers are available with 
6000 rpm models ynchronization of engines ammeter or charging light and 
Sealed component is moisture are offered with outputs of 
& proof and corrosion proof. No 4/3, 6/4 and 12/8 amps. Nine 
moving parts. Price, $34.50 models of Marine Chargers are 
ENGELHARD INDUSTRIES. INC. ae offered, two of which are econ- 
INSTRUMENTS AND omy models. Two models of 


FEDERAL the F Marin ; ' = 
SYSTEMS DIV 1e Fox Marine Battery Meter 
850 PASSAIC AVE MARINE MOTORS CO. are available, for 6 and 


EAST NEWARK, HARRISON P.O.,N. J se pire sn, arth aioe volts and 12 to 36 \ 
; i _ : J-W SNIFFER 
PORTABLE HULL INSTRUMENT PANEL + The J-W Sniffer detects gas 
POTENTIAL METER Electric instrument panel for and butane fumes and re- 


Meter measures degree of use with outboard motors is a JOHN W. HOBBS CORP portedly sounds an alarm whe n 
fectiveness of a < atl 1odic pro- modified version of company’s DIV OF : these explosive fumes begin to 
tection system. Reliable read- electric tachometer, and panel STEWART WARNER CORP accumulate. The control pene’ 
ings are obtained on sacrificial has 6” dial with red warning SPRINGFIELD. ILL ; and indicator gauge are in- 
Systems using zinc or magne- lights for excessive engine stalled topside and the detec- 
sium anodes, as well as on im- heat and generator failure tors and controls are linked by 
pressed current systems using The single tachometer can be ‘ a Neoprene heavy duty cable 
platinum, graphite or iron ysed to synchronize two en- A further safeguard is that all 
anodes. Price: $75. gines by means of a dual = \ models provide terminals for 
switch available from. the | switch or ignition interlock so 
* manufacturer. Company also . . that the motor cannot be 
makes similar panel for flying . _ started until the Sniffer is 
ERA METER CO bridge installations for inboard /) turned on 
& ~ 
For synchronization of twin 4720 N. I8th STREET may ; a soaveet te seas 
marine engines A tamper- PHILADELPHIA 41, PA MARINE HOUR METER ‘ 


proof electronic instrument BATTERY EQUIPMENT Hobbs Marine Hour Meter is BOAT SPEEDOMETERS 
that indicates, by means of a The Fox Marine Charger- used to record running time, All new, accurate instruments 
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Grumman “G-19" Sportster with Stern Curtains 


More Than Ever The GRUMMAN “G-19” Sportster—flagship of 
. the great and growing GRUMMAN fleet. As sleek 
Today’s Best Boating Buy and smooth as they come. Lighter—more rugged— 
* " more boat per dollar—more fun per boat. Less 
NOW in both Fiberglass icnpeeraaa + | 


horsepower needed , . . minimum maintenance. 
e 
and Aluminum Easily carried on single axle trailer 
19 feet— 750 pounds of the finest boat afloat. 


Complete line of Famous Grumman Canoes, Sportsters, 
Runabouts, Fishermen, Cartoppers, Dinghys, Sportboats 


nd Sailing Craft. 
FREE! “ap ra teiing 
Send for full-color end 
— GRUMMAN BOATS, INC. 


Dealer's 
7721 South Street, Marathon, N.Y. 


GRUMMAN QUALITY MAKES THE DIFFERENCE... now, more than ever before. 


FEBRUARY, I961 
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rRU-SPEED MODEL PN-103 
INSTRUMENT PANEL 


mpie I iment 


f 
ny I | 


mp nd peedomete1 


available is a riser 


individual instr 


A PA ai f 4 ~ rt , 
. V , s 
ee A = ope o _ Ve e ing. Only one wire connection 
“abe - age a y) SMITHS INDUSTRIAL between distributor and trans- 
: “ee ro wr ee - ; NSTRUMENTS. LTD mitter is required to operate 


FREDERICK GOERTZ, LTD. the transmitter A Marine 
VANCOUVER, B Speedometer, calibrated to 


SMITHS SPEEDOMETERS _ ‘sister speeds in both mph 
Models give dual readings in ®Nd knots, is also offered 


a —_ and are - MARINE SPEEDOMETERS 
plete with tubing and itot : 
: “ 5 Speedometers are available in 
Bg 1e1 18 lil head All have 3” dial face i ; ; 
AL ES CO 10! url - mounting, 1 diameters Available ranges 
AIRLINE RD chrome-plated on heavy ! nelna ta I a5 t 
E N MICH a apap — include 0 to 10, 0 to 35, 0 to 45 
ind ha iam I nd 0 to 70 knots (and mph 
rRU-SPEED ns ye I I a st equivalent) 
MODEL CL-150 CLOCK ee = ca 
T , ’ 1 


I ited clock i ind | 


ry ¢ 
BLIOLS 


OUTBOARD 


TRU-SPEED STEWART-WARNER CORP 
SPEEDOMETERS 826 DIVERSEY PKWY 
Line of speedometers includes CHICAGO 14, ILL 
Model SR100 “Racing Special.” ELECTRIC TACHOMETERS 
reading from 40 to 80 mph The 100 Series Electric Tach- 
lel SR103 “Tournamen nete re for 4, 6 and 8 
rRU-SPEED r skiir peedometer read- vlind engine vith 0-5000 
rACHOMETERS ng from to 45 mph lodel 0 nd 0-8000 rpm face 
ete e specially d S2 for all boa readin l il Face dial is black 
with twe ] from 0 mph, and othe th white numerals and _ two styles: with 


t light- : 32” diamete1 





“61 VICTORIA CUSTOM 
BY 


Lick Craft BOAT COMPANY 791 Washington Ave HOLLAND, MICH 








Buy A True Boat . 
Buy your boat direct (0% i Yocos 
. from the builder Ww 67 


two edulis and two  childr LAPSTRAKE 
al deine aaiiceeeaes LEADERS by 


manshi 

ew models 

New flar- 
ew 


A. R. TRUE, INC. 


10 Morrill St 
AMESBURY, MASS 
Phone Amesbury 890-W 


r 


“CHETEK Boats fs 





POPULAR BOATING 





—ENGINE ACCESSORIES | 





0 to 40 mph and 0 to 60 mph 
dial ranges. Dials have black 
and white and “Twin-Blue” 
faces, and features include 
chrome indirect light- 
ing and brackets for panel 
mounting 


bezels 


ENGINE GAUGES 
Instruments have 2-1/16” di- 
ameter brass cases, with pres- 
sure, temperature, vacuum and 


offered 
choice of mechanical 
tric mechanism 
Features includ 
white and 
dials, chrom 
lighting and bra f 
el mountings Ammet 


Oo available 


INSTRUMENT PANELS 
Complete engine inst! 
panels (from stock 01 
order) 1 \ 


WESTBERG MFG. CO 
BOX 239, NAPA, CALIF 


3” ELECTRIC 
TACHOMETERS 
available 


f 197° 
featuring 


tachomete! are 


] 


series, all 2 


divi- 
seal 


accuracy, uniform scale 

dust and moisture 
can be used leads 
length Instruments 
are available for 6 and 12 volt 
installations and for external 
magneto engines with no bat- 
tery 


s1ons, 
and 
of any 


with 


VOLTACK VOLTMETER- 

TACHOMETER 
Dual instrument for 12 volt 
and negative ground engines 
tests engine rpm, battery volt- 
ge, cranking voltage and gen- 
voltage. Unit can be 
nounted in panel or under the 
dash, and comes complete with 
installation and operating in- 
structions. It is guaranteed ac- 
curate to 2 


erator 


DUAL ELECTRIC 
TACHOMETERS 

Dual tachometers are 
able for all dual 
ers. Instruments indicate speed 
of either engine and synchro- 
nize engines at center scale 
ures include 2 accuracy, 
scale division and 

moisture seal. Ma- 
panels for dual tachom- 


lso offered 


avail- 


engine cruls- 


and 


WICO ELECTRIC CO 
DIV. OF GLOBE-UNION 
W. SPRINGFIELD, MASS 


INC, 


ELECTRIC TACHOMETER 
Electric tachometer for use 
with outboard motors is said 
to help determine proper size 
and accurate pitch of propel- 
ler to obtain efficient engine 
rpm in relation to specified 
horsepower. Tachometer at- 
taches to ignition, and no 
batteries are required 


ZERO MFG. CO. 
1121 CHESTNUT ST 
BURBANK, CALIF 


INSTRUMENT PANELS 
Standard or custom panels, in- 
cluding fabrication, 
finishing, engraving and silk 
screening, are available. 
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AC SPARK PLUG DIVISION 


GENERAL MOTORS CORP. 
FLINT 2, MICH 


M42K MARINE SPARK 
PLUG 
Marine spark plug features in- 
clude cold heat range for high 
performance combined with 
longer insulator tip to reduce 
fouling; improved sealing to 
withstand increased compres- 


FEBRUARY, |1961 


sion and power; knurled elec- 


hoating fun this summer 


midseason maintenance worries 
with remarkable new Ultra V Spar Varnish. 


Eliminate 


After two full years of use, boatowners re- 
port Ultra V outlasts and outperforms the 
finest grades of conventional marine varnish 
on the market—2 or 3 times over and more! 


That’s because Ultra V contains a special 
ultraviolet light absorber to prevent harmful 
sun’s rays from penetrating beneath the sur- 
face. What’s more, its tough, protective finish 
wards off wind, weather and salt spray from 
fitting-out to haul-out. , 


Use this fine new finish on all your exterior 
brightwork—decks, cabins, spars «nd trim. 
Available in pint, quart and gallon sizes, and 
a handy new 16-0z. spray can that’s just right 
for touching up. See your local Du Pont Marine 
Finishes Dealer soon—and get set for many 
extra hours of fun afloat this summer! 


See Du Pont’s Exhibit at the Miami Inter- 
national Boat Show (Booths 68 and 69), 
Feb. 17-22, and the Chicago National 
Boat Show (Booth 1014), Mar. 24-Apr. 2. 


Marine Finishes 


EG. u. 5. pat. OFF 


BETTER THINGS FOR BETTER LIVING... 


THROUGH CHEMISTRY 


243 





lf you value your boat... 


you needa 


SUPER DELUXE 
for boats up to 18’, 1200 Ibs. 


NEW TANDEM 
TRAILER. For Out- 
board Cruisers or 
Inboard Runabouts 
compare up to 23’, 3000 Ibs 


feature for feature... 


HIGHER QUALITY AT LOWER PRICE than any other trailer 


@ UNEQUALLED SUPPORT: Full planing surface support . 
full transom support . . . for boats with or without a keel 
— wood, aluminum or fiberglass. 

SAFE SUPPORT: Boot is cradied on rubber rollers, as though 
it were floating in woter 

EASIEST LOADING AND LAUNCHING thanks to multiple 
roller system. Rollers have brass bushings —- won't rust 

SAFEST ON THE WAY: Variable pitch coil springs give 

smooth, safe ride to any weight boat. 

STRONGEST AXLE on any trailer, 24%," 

diameter extra-heavy-gauge tubular steel. 


See your Holsclaw dealer or write for free catalog 


HOLSCLAW BROS., INC. 


466 N. Willow Rd. * Evansville, Indiana 








CUSTOM CABIN CURTAIN KIT 


for 15’ to 20’ boats 
KIT INCLUDES: 


rf 


Send check for $49.95 to 
W. F. Roehm Company, Marine Interiors 
1243 Chicago Avenue Evanston, Illinois 


MONEY BACK CUARANTEE IF NOT COMPLETELY SATISFIED 
No C.0.D. orders 
Illinois residents add 312% retailer's occupational tax 











LANS...FRAME KITS 
ULL SIZE PATTERNS 


FOR OVER 40 
BOATS 


BUILD-IT-YOURSELF 
SPECIFICALLY PREPARED 
FOR AMATEUR BUILDERS 

nd for f w 80-page cata 
trating 

jern 


“INBOARD MOTOR 
\ 3 zea nara ver b A 


¢ inboard motor installation Only $6.00 ppd. 
GLEN L 9152 R Rosecrans, Bellflower, Calif. 


INSTALLATIONS IN SMALL BOATS" 
with r 125 sstrations on the “H 


A 


Ww 
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trodes to reduce voltage re- 
quirements for easier starting, 
and heavy duty construction 
for longer electrode life. 


ADDEM PRODUCTS 
2840 44TH AVE., N 
ST. PETERSBURG, FLA 


BATTERY CHARGER 
Heavy duty transformer pro- 
vides full 4 amps on both 6 
and 12 volts. Price for 6-12 
volt combination model is 
$13.95. Price for 12 volt model 


is $12.95. 
a 


AEROQUIP MARMAN 


DIVISION 
11214 EXPOSITION BLVD 
LOS ANGELES 64, CALIF 


HOSE CLAMP 

Has no perforations through 
the band to cause extrusion or 
scuffing of rubber. The steel 
screw engages oncoined 
threads. Precision manufac- 
tured to prevent snapping open 
or joggling loose. Provides uni- 
form clamping pressure and 
will not distort thin wall tub- 
ing. Available in a wide range 
of sizes and in choice of mate- 
rials for immediate delivery. 


AIRCRAFT PRECISION 
PRODUCTS INC. 

8720 NORTH END AVE 
DETROIT 37, MICH 


MARINE SILENCER 

SONON Silencer furnishes a 
straight through” flow of 
gases, permitting part of the 
exhaust to be “split off” at a 
time to break up the pulsation 
This design reduces back-pres- 
sure to a minimum and per- 

your motor to develop 
more power. A V-shaped notch 
in the lower part of each inte- 
rior header encourages drain- 
age of condensation or coolant 
water. Properly installed they 
never require any further at- 
tention Prices range from 
$37.50 to $200.00 


ALLCRAFT MFG. CO., INC. 
CAMBRIDGE, MASS. 


SEAFARER 
FUEL AND WATER TANKS 
Fuel and water tanks are of 
solid monel and available in 
over 25 styles and sizes for out- 


board and inboard installation. 
Accessory items for use with 
tanks include fuel gauge quick- 
disconnect tank-opening and 
quick-disconnect fitting. 


MUFFLER 
Wet or dry type mufflers are 
available in a variety of mod- 
els, with a %” drain in wet 
mufflers only. Mufflers are of 
monel, with 6”, 8” and 9” diam- 
eters, and in 8” to 30” lengths. 
Intake and outlet diameters 
range from 2” to 5”. 


ALLEN-BRADFORD CO. 
3181 N. ELSTON AVE 
CHICAGO, ILL 


MATCH-O-MATIC 
Electronic engine synchronizer 
is for use with twin power in- 
Stallations, either inboard or 
outboard. 

* 


AMERICAN CHAIN & 


CABLE CO 
60! STEPHENSON BLDG. 
DETROIT 2, MICH 


STEERMASTER 
SteerMaster is a compact 
steering assembly which offers 
positive steering control at all 
times on both inboard and sin- 
gle or dual outboard installa- 
tions. Consists of a steering 
gear to which is attached a 
Tru-Lay Push-Pull cable. The 
cable runs back to the rudder 
or outboard motor. Impossible 
to jam. 


AMERICAN TELEVISION 


AND RADIO CO. 
ST. PAUL, MINN 


ATR INVERTER 
Device changes voltage of 
boat’s storage battery to 110 
volts AC, and permits use of 
electric appliances intended 
for such power. Unit will sup- 
ply up to 400 watts power with 
an operating efficiency of more 
than 75 


* 
APEX MARINE & EQUIPMENT 
co 
SEATTLE, WASH 


BOAT SILENCER 

10 models of Elastomuffle boat 
silencers are available for in- 
board and outboard installa- 
tions. Model Mark X is de- 
signed for use on gas engines 
up to 100 HP using single ex- 
haust lines and V8 gas engines 
up to 230 HP using twin ex- 
haust lines and is priced at 
$29.95. 


ARLINGTON 


BOAT ACCESSORIES 
IS NORTH STATE ROAD 
ARLINGTON HEIGHTS, ILL 


SPEED LIMITER 
Designed to limit speed on 
outboards when used by chil- 
dren or inexperienced opera- 
tors, the unit can be set at 
any desired speed and has a 
tamper proof adjuster 
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—ENGINE ACCESSORIES use. Especially suited for two pounds. Batteries available in- 


cycle outboards. Complete de- clude 5 for outboards, 4 for 
12-volt-starting and one for 

* 6-volt-starting, and a complete 
line of batteries for small in- 

ATTWOOD CoRP. dat, \> By boards and cabin cruisers, in 
GRAND RAPIDS, MICH : all voltages from 6 to 120, with 
; capacities up to 1200 ampere 


hours. 
* 


BURTON-ROGERS CO. 


SALES DIV., HOYT T 
Champion, Oliver, Elgin, Buc- 42 paluenan Dg ie 


caneer, West Bend and others tails and application chart CAMBRIDGE 42, MASS 
Unit is made of die-cast alu- available from dealer or man- 
and has non-metallic, ufacturer 
mar-proof jaw to prevent dam- : 3 
yk finis} rice &2305 
- Bah wines finish. Price, $3.95 BOWERS BATTERY & 
. F SPARK PLUGS 
P. O. BOX 1262, READING, PA. 
FF a 
ELECTRICAL EQUIPMENT 
RIVIERA STEERING BERNARD ENGRAVING CO. Storage batteries and spark 
WHEELS TOLEDO, OHIO plugs, for inboard and out- 





Tenite wheel featur: ipered IDENTI-PLATES board service 
grips, chrome-plated mountil Twenty additional captions 
brackets and all nylon bear- have been added to the above Fa 
ings. All mounting equipment ¢ompany’s line bringing a to- aw . MARINE ACCESSORIES 
and instructions are included tal of 60 different names for > Line of equipment includes 
Price: $19.95 identifving controls and ey or Hoyt Battery Condition Tester, 
switches. Another expansion in : $19.95; Hoyt Cell Tester, $5.40; 
@ the line is the 2 inch molded Hoyt 12 Volt Performance 
plastic letters. The company | Meter, $16.60; Hoyt Volt-Amp 
B-T COMPANY, INC. will continue its offering of ‘. Tester, $43.95, and Hoyt 
121 N. BROADWAY iree dimensional plastic let- Starter Current Indicator, 
MILWAUKEE 2, WIS : : : cach 
rs and numbers. $3.95. 
“TANK-TRAP” e 
Remote fuel-tank holding oJ BOWERS BATTERIES CARLING ELECTRIC 
clamps for use with outboard Battery line features 505 NEW PARK AVE. W., 
motors have snap-in, snap- ee ee Soe, oxide for fast starting in HARTFORD 10, CONN. 
out locks and are designed tc ° temperatures, corrosion - re- SWITCHES 
fit vertical base rim of re- BLUE CROWN SPARK sisting grid metal, hard rubber Use to control all electrical 
mote fuel tanks for most out- PLUGS cases, microphorous rubber circuits, searchlights, horns, 
board motors including Evin- Complete line of marine spark and improved plastic separa- pumps, electronic equipment, 
rude, Johnson, Mercury, plugs for inboard or outboard tors and tough sealing com- etc. 


LET'S TALK THISTLE 


There is no single reason why the 17’ planing 





Thistle is the most beautiful and sought after sail- 
boat in the small boat field. It simply sums up 
what a sailboat should be—handling that is pre- 
cise, sure and relaxed—clasisc styling—doubling 
as a day-sailer and a racer—planing at the slightest 
provocation and in the lightest air—tows like a 
dream—is low in initial cost and upkeep. The 
Thistle is easy to own with as little as ’3 down and 
24 months to pay the balance on either kits or fin- 
ished boats. The Thistle can be had (completed 
or kits) in fiber-glass or gleaming mahogany. 
Glass, $1800.00; wood, slightly less 


Aluminum extrusion masts are now available. They 
are light, they float and they are heat treated to 
high tensile strength. Prices available upon inquiry. 
Built by Douglass McLeod is your guarantee of 
the finest in craftsmanship. 


DOUGLASS AND MCLEOD, Ine. 


BOX 311-P, Painesville, Ohio. 
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The Ideal Family 
Picnic/Sports 
Auxiliary With 
2-berths, Dacro 
Sails and Super 
Marine Motor 





Cabin 30 


Safe, rugged construction 
of marine plywood, copper 
clinch-nailed and glued... 
ig “forward cockpit” and 
rail-to-rail aft cockpit for 
sunny sailing . . . complete 
with main and jib, anchor, 
line, boat hook, cradle and 
Couach BD-1 full marine in- 
board engine. 


Walton inc. 


BEAM 


THE ORIGINAL PACKAGED 


KITS - 


@ W: 

Line Ne Ww Fi 

oe (0) sty 

s-Kits, F 

He ills, Semi & ¢ 
shed All 

Prams, Cruiser Inboards 

Outboards. Easy to build. Profes 


nal results. Dealers - Agents Inquire. 


Send 35¢ for Colored Catalog 
) pg. Kit Catalog plus 20 pg. Hard 
ware and 8 pg. Armor Glass books 
(SPECIAL OFFER’) 
Colored CATALOG plus 
“Boating Handbook”...all for $1 


CUSTOM « CRAFT 


CREDIT 
TERMS 


For surest results always use GENUINE 


Fourth and Severn Ave. 
Annapolis, Md. 


Milton Point, Rye, N.Y. 


$2,499 


f.o.b. Annapolis, Md 
*rice/Equipment 
bject to change 


~ 


- pe 
7’3 DRAFT 270 


PLANS , PATTERNS 
FRAME PACS 


@ Over 400 Plans-Patterns, 
Frame Pak Kits. Prams 
Kayaks, Racers, Runabouts, 
Catamarans, Cruisers-In 
Outboards (6' to 40°) Wood, 
Plywood and Steel. Send 35¢ 
for 120 pg. Plan Catalog. 
Catalog pius “Boat Building 
Handbook Send $1.00 


Buffalo 7A, N. Y. 


FIX THEM QUICK! 


Plastic Wood. 
ick or crumble. Can be 


The one and only 
Won't cr 
varnished, painted 


or lacquered. 


PLASTIC WOOD < 


Handles like putty—hardens into wood ! 
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CASALE ENGINEERING 
939 GOODRICH BLVD 
LOS ANGELES 22, CALIF 


REVERSE GEAR MODELS 
The Casale angle V-drive with 
reverse has heat treated alu- 
minum housings, helical gears, 
chrome moly hardened and 
ground shafts, neoprene seals, 
double row ball bearings, water 
jacketed, and built-in thrust. 
A parallel shaft V-drive with 
reverse is also available 
® 
CHRISTIE ELECTRIC CORP, 


3410 W. 67th ST 
LOS ANGELES 43, CALIF. 


CHRIS TIE 


eartt Amt 


ge 
2 
g, 


BATTERY CHARGERS 

6 or 12 volt and combination 
6/12 volt models permit safe 
tapered overnight charging 
and feature automatic reset 
circuit breakers, 6’ power cord 
and charging leads with clips 
One guarantee accom- 
panies all Christie chargers 
Price tart at $15.15 


COLUMBIAN BRONZE CORP 
FREEPORT, N.Y 


vear 


NEW 
> company 


PROPELLER 

has announced 

» addition of a line of cus- 

1ized outboard propellers 
‘reury outboard engines 
of Electralloy bronze 
ire available in a full 
of pitch, diameter and 
types 


CROWELL DESIGNS, INC. 

P. O. BOX 21, 2106 BRIDGE AVE. 
POINT PLEASANT, N. J 
RUDDER ANGLE 

INDICATOR 
Consists of receiving and send- 
ing units receiving unit 


matches standard marine in- 
struments and is 244” in diam- 
eter with a heavily chrome- 
plated brass case Sending 
unit is housed in bronze cast- 
ing and is completely water- 
tight. Available for single and 
dual stations. Price, $40 single 
station, $52.50 dual station 


FLOW VIEW STRAINER 
Available in " and 1” sizes 
drop or steady, fine stream of 
For use as bilge or raw engine 


water strainer. Features in- 
clude Monel basket, pyrex 
glass, and neoprene gaskets 
Strainers do not fog up 
Price, $16 to $18 


WATER PRESSURE SYSTEM 
Air chamber is separated from 
water chamber by butyl rubber 


diaphragm and unit, which is 
completely self-contained; can 
be mounted above the fresh 
water tanks. Features include 
positive displacement, self- 
priming action, built-in monel 
strainer and a_ water-lubri- 
cated impeller. Standard 
household faucets can be used 
Price $175 


DORCHESTER ENGINEERING 


CORP 
29 FRONT ST 
DORCHESTER, N. J 


REFRIGERATION UNIT 
Unit is battery-powered direct 
current, completely sealed re- 
frigeration system, with mag- 
netic transmission of power 
from a hp motor. Unit will 
make ice cubes and refrigerate 
up to a well-insulated 10 cu 
ft. box, drawing as little as 4 
amps. per hour at 12 volts. It 
is complete with compressor, 
evaporator, ice cube trays, cir- 
cuit breaker, thermostat, tub- 
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charged with 


$265 


ing and it 
Freon R-12 
PRESSURE WATER KIT 
Automatic pressure water 
tem can be installed in exis 
ing water line, with connec- 
tions made with and 
clamps. Pump delivers up to 
20 pre 5 gallons per 
minute, and draws only 
amps. on a 12 volt battery 
adaptable 
systems. Pri 


@ 
DEW-COATED LUBRICANTS 
B 


X 5755, CHICAGO 80, ILI 


SVS- 


st- 
hose 


lbs ssure, 5 


, 
l aiso 


32 volt 


ENGINTONER 
Patented device removes 
drocarbons gases and 
inkcase 
evele engine Devi 
the removed by) 
be neutralized by 
lube prog? 


through 


ture from C1 


uppel 


<cipna 


I 


t ? 
8) 


EDWARD CAN CO 
60 N. NORTHWEST HWY 
CHICAGO 3 L 


PORTA GAS 
Porta-Ga 
all-welded 


t 


rANKS 
oline Can fea 
const! 

coated ern 
irge interna 
in positive 
Numero 


available f 


ELECTRIC SERVICES SYSTEMS 


OUINCY ¢T 
QUINCY ST 


36 
MINNEAPOLIS 13, MINN 
CHARGER 
charging rate 
switch. To re- 
weak battery the 


timer which 


BATTERY 
Features dual 
anda automatic 
charge a 
use! 
matically 
holding battery is 
fully charged. Available in 
combination of 6 and 12 volts 


ELECTRIC STORAGE 
BATTERY CO 
AUTOMOTIVE DIVISION 
BOX 6266. CLEVELAND !, OHIO 


WILLARD MARINE 
BATTERIES 

New line of batteries is 
able in group sizes 1, 2SM 

3SM, 5SH and 8D. They are 

offered with wing nut termi- 

l straight posts, wet 


nais 


dry charged 
ENGELHARD INDUSTRIES, INC. 
INSTRUMENTS AND SYSTEMS 


DIV 
850 PASSAIC AVE 
EAST NEWARK, HARRISON P.O.,N. J 


BILGE BUG 


Explosive detector 


FEBRUARY 


sets ; auto- 


switche to slow, 


rate when 


avail- 


or or 


Ras 


indi- 


1961 


cates presence of dangerous or 
explosive concentrations of va- 
por mixtures. Instrument is 
supplied for operating voltages 
of 6 and 12 volts DC. Detector 
two sensing ele« 
ments is located toward lower 
part of bilge where gas fumes 
may concentrate, with cable 
extending to control assembly, 
I iy be mounted on the 
Surrent drain is 1.2 am- 


consists of 


CAPAC ANTI-CORROSION 
DEVICE 
system for anti- 
protection of steel 
utilizes a new concept 
developed at the Corrosion 
Testing Center of the Interna- 
tional Nickel Co. Current from 
batteries is used to 
galvanic cur- 
by dissimila1 
water electro- 
init drains only 
adjusts 
1] t 


illy to differen 


The “ 


corrosive 


he ship’s 
stra) 


neutralize 


rents generated 


amperes 


lirement and is 


tree 
@ 


R. W. FERNSTRUM & CO. 
MENOMINEE, MICH 


GRIDCOOLER 
provides for fresh v 
It is a heat 
ger of the outboard 
type. It eliminates 


silt deposits in en 


Cooler 


gine cooling 


jackets and protect 


nes trom corrosion and de- 
water operation 
into hull for 


installation 


FOX RIVER MFG. CO 


DIV. OF HEIN-WERNER CORP. 
422 MARION RD 
OSHKOSH, WIS 


in salt 


recessed 


y it 
PpOslts 


May be 


flush type 


& 


UNITROL STEERER 
Steerers are available for all 
engines in many 
horsepower 1! and can be 
ordered for either right or left 
hand steering, and angle or 
vertical mounting. Steerer fea- 
tures adjustable firmness of 
wheel action, and single cable 
installation, with no exposed 


rigging 


popula! 


anges, 


DUOTROL CONTROL 
Two-lever control is available 
for all popular makes of out- 
board motors, in popular 


LARGEST BUILDERS OF JERSEY SEA SKIFFS 


Dealer inquiries invited 


HENRY LUHRS SEA SKIFFS ™ 


Morgan, New Jersey - PArkway 1-1083 


Write for brochure of our complete 1961 line 


DoF: 


[ULRIC 


24' 


Builders of 


HSEN 


and 31" 


Adhd 


kk 


Sea Skiffs 


24 FT. ULRICHSEN SHELTER CABIN MODEL 


with 110 h.p. 
bunks and sushions, 
anchor and lines, 
pump, seats, 


many other features. 


Chrysler Ace, 
opening 
fire extinguisher, 
self-bailing cockpit, 
A true 


$4470 


Jersey 


Price 


portholes, 


ele 
deluxe 


includes 
toilet, 
c. bilge 
finish, 


Skiff. 


DEALER INQUIRIES INVITED 


Ss 


ULRICHSEN SEA SKIFFS 
100 Beers Street - Keyport, N.J. - COlfax 4-2885 


COC OLL LLL 


Lid 


AA 


CHOI § HEBER 


4 AAAA 


LLLLALL 


ee ee i we be aw. 
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NOW—A SHIP-TO-SHORE RADIO 
| WITHIN REACH OF EVERY BOAT OWNER 


Complete Ship-To-Shore 30-Watt 
Transistor Radio-Telephone 


Here at last af er long-range 
boat radio-telephone that « boat 
wner can aff Fiv P 

nels let you ca wt 

Marine Telephone Channel 
any telephc 
from your be 


pat gene Channe! Tune 


ONLY $22995° 


Modern Marine Electronics 
Equipment by HARTMAN 


Talk wit 
t 





radio program u 
we pather when you'r s fre * Deluxe 30-Watt Tran- 
shore! sistor Radio Telephone 
Coast Guard Emergency Channel — —with Remote Station 
Summon help fast when you need it ° 
Two Ship To —_ Channels - 
any oth b juipped with a radio a i 
telepho pr bs = launches or ocean 9ea 20U 
liners 

HIGH tor —LONG RANGE—Transmits 
up to é depending on trans- 


Watt Tran- 
Radio Telephone 


Deluxe 135- 
—Talk with sistor 


nder 











Makers of the U. S. Army's fa- 
mous “Waikie-Talkie” combat 
mission “Conditio radio telephone 
FEATURES Inetudes antenna, micrephone. 
Extremely Low Battery Drain brackets ! paces NOTHING 
= Maintenance ELSE TO BU 
Ating enemenseeens ONE YEAR 
GUARANTEE 
“N.Y City residents add 3% 
sales tax 


Minion 


re-Fungus Proof 


oupon for further 


SSSSSSSSSSSSSSSSSSSSSS SSS SETS” 


SSS 


ay prod — eto CORP., 30-30 Northern Boulevard, 

N well 4-2900 

heck (money ] Please send further informa- 

ng payment in tion on ship-to-shore radio 
' telepnone M } 


Pleas 


| 


sSss TS 


Ltersssssss 


MOVING? 


Be sure POPULAR BOATING  fol- 


i 





lows you. Please send your change 


of address to POPULAR BOATING. 


CIRCULATION DEPARTMENT 
434 So. Wabash Ave. Chicago 5, Ill. 








DEALERS 
WRITE! 


WARM and DRY 
in the COLD: 


Pure gum rubber sk d 


keeps you warm and dry 


toe. Seamless! Stretchy 


Id winds 

y water. Have fun 

the year ‘round. DOUBLE your water ski season 

h Skooba-‘'totes’’, America 

é elling dry suit Only 

$19 95 for shirt and oon Neod— 

$3.00. For men y 

Yellow or send check 

with height weight a 4 waist measure to 

So-Lo Marx Rubber Co., Dept. P.og Love 
land, Ohio. Guaranteed 100% 


women Bri Safet 


At your dealer 


BUYING GUIDE DIRECTORY 





horsepower ranges, 
either starboard or 
installation. Unit does not 
have to be disassembled for 
attachment of cables, and both 
throttle and shift levers are 
paired for simultaneous con- 
trol. Duotrol is also available 
for twin engine control, and 
cables are available separate- 
ly, aS are adapter kits allow- 
ing control to be used with 
cables originally furnished by 
motor manufacturer 


GENERAL AUTOMOTIVE 


SPECIALTY CO 
10-40—45TH AVE 
LONG ISLAND CITY I, N.Y 


MARINE SWITCHES 
The marine switches are of all 
brass construction made spe- 
cifically for the boating indus- 
try. They are push-pull, igni- 
tion, toggle, push button 
switches and trailer connec- 


tors 
& 


GENERAL FILTERS 
NOVI, MICH 


GENERAL FILTER 
For filtration of gasoline 
tering marine engine 


GERIN CORP. 
AVON, N. J 


OIL CONDITION 
INDICATOR 
Model DG oil condition indi- 
cator responds to changes in 
the oil of gas, gasoline and 
diesel engine due to contam- 
ination by dilution, water, 
running on dead filter and 
other conditions. Easily read 
when engine is running or 
stopped 
a 


Gtr WOOLDRIDGE 
38. W. "“H" ST 
GRANTS PASS, ORE 
JACKASS LIFTER-UPPER 
Moves outboard motor up- 
down for traversing shallows, 
rapids while underway. De- 
tachable 
€ 


GOULD NATIONAL 
BATTERIES, INC. 
931 VANDALIA ST 
ST. PAUL 14, MINN 


NICAD 
RECHARGEABLE BATTERY 
Nicad cartridge, which fits all 
two cell “D” flashlights, has 
removable cap which permits 
recharging in any AC 110 volt 
outlet. Batteries are hermeti- 
cally sealed, and of nickel cad- 
mium construction Price 


$18.75 
* 
GRIFFITH MARINE LINE 
Div. of Griffith Rubber Mills 


2439 N.W. 22ND AVE. 
PORTLAND, ORE 


TRANSOM CUSHION 
Dual-action outboard transom 
cushion combines spongy rub- 
ber cushion for outside surface 
of the transom, with hard-sur- 
faced rubber on inside where 
outboard motor clamps grip 


and for 
portside 


INC. 


en- 


into the transom. Cushion fits 
any outboard motor up to 40 
hp, and is approximately 10's” 
x9’. Prices: black, $3.95; 
white, $4.95. Company also of- 
fers fenders, rub strips, wet 
mufflers, mooring snubbers 
and other marine accessories. 


GROSSMANN MARINE 


SUPPLY HOUSE 
5950 DELMAR BLVD. 
ST. LOUIS 12, MO. 


LOWER UNIT ADAPTOR 
Cyclone lower unit adaptor 
can make a Merc engine into 
a long shaft model. Price is 
$50 with studs or $45 without 
studs Constructed of cast 
aluminum. 


THE GRUNERT CO. 
P.O. BOX 126 
OSBORNVILLE, N. J 


CONVERTER 

Rated at 24 amperes, the 
standard model No. 131, 12 volt 
converter is fully automatic 
and checks the battery 10 
times each hour. Four models 
are available ranging in price 
from $195 to $320 


GUEST PRODUCTS CORP. 
35-04 30th ST 
LONG ISLAND CITY 6, N. Y. 


CHARGER INVERTER 
Model 125 operates on 115 volt 
50-60 cycle shore power and 
will charge 12 volt battery. 
Features hi-rate and lo-rate 
charging. Price is $110. Com- 
pany aise offers larger model 
250 priced at $165. 
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HEATH CO. 
BENTON, HARBOR, MICH. 


MARINE POWER 
CONVERTER MP-10 
Transistorized power converter 
in kit form converts power 
from either 6 or 12 volt stor- 
batteries to household- 
type 117 volt, 60 cycle AC. Two 
AC receptacle allow “plug- 
ging-in” any pair of electrical 
appliances fo! imultaneous 
use, with heat sinks to protect 
transisto1 from over-heating 
during maximum power loads 
Entire unit is fused for pro- 


age 


Pepin 


positive action unit unaffected 
by pressure in the cooling sys- 
tem, and is furnished in a 
temperature setting of 145°- 
160 Thermostat, which re- 
places firm’s previous bellows 
type unit, interchanges in pre- 


BYRON JACKSON 
MARINE PRODUCTS 
LOS ANGELES 54, CALIF 


NON-METALLIC BEARINGS 
Two new rubber shaft bear- 
ings are available in a choice 
of non-metallic sleeves. The 
bearings are called BJ Byplex 
and BJ Fiberglass, and elim- 
inate metal-to-metal elec- 
trolysis. The Byplex bearings 
are available in standard shaft 
from *,” to 3”, and the 
Fiberglass bearing available 
only on special order. Com- 
pany also manufactures a BJ 
Slimline bearing, designed to 
fit streamlined struts of small- 


S1ZesS 


board motors of 15 HP and 
over. Fits on the cavitation 
plate and eliminates pounding, 
vibration and cavitation. In- 
creases power and planing. 
Under normal conditions boat 
can be turned around in its 
own length at full throttle, 
without capsizing. Price gal- 
vanized, $8.50 F.O.B. Toledo. 


JONES & LAUGHLIN 
STEEL CORP. 
3 GATEWAY CENTER 
PITTSBURGH 30, PENNA 


JALCAN FUEL CONTAINER 
Model 250 2% 


gallon capacity 
flexible hose spout 
and special built-in acces- 
sories. Self-contained meas- 
uring cup is riveted to under- 
side of filler opening cup. 
Model 500 is 5 gal. capacity. 


tection. Power rating: 12 volt 

175 watts continuous, 240 watt 
maximum; 6 volts 120 watts 
Price: $29.95 FOB 


vious temperature control er pleasure craft. 
housing Boat owners with 

manufacturer's bellows type - 
on their engines can make re- 
placement with new rgellet 


* type. 


C. J. HENDRY CO. 
139 TOWNSEND ST 
SAN FRANCISCO, CALIF 


INFLATABLE LIFERAFTS 
Elliot liferafts are available in 
all sizes from 4 to 25 man 
The six-man raft is suitable 
for most yachts and packs in 
a fabric valise 18 in. in diam- 
eter, 32 in. long and weighs 34 
lbs. with standard equipment 


features 


continuou 
ieee ds JAGIEL RESEARCH & 
DEVELOPMENT CO. 
3 3106 ALGONQUIN PKWY. 


TOLEDO 6, OHIO 
IDEAL CORP. & 
435 LIBERTY AVE 

BROOKLYN 7, N. Y 
ALL STAINLESS HY-GEAR 
Housing, band and screw are 
all of stainless construction 
for marine, plastic pipe, chem- 
ical and critical industrial ap- Hydraulic outboaid motor 
plications. Hy-Gear is availa- trimmer is designed to provide 
ble to fit hose from %” to 7” complete control of any out- 
OD. Prices: from $45 board motor, and will fit every 
cy boat from a hydro-plane to a 
MARINE SWITCHES cabin cruiser. It will carry 
ee ee Starter, ignition lock and up to 100 HP motor, and al- 
push-pull switches are availa- lows outboard motor to be ad- 
PELLET-TYPE ble, all of all brass construc- justed hydraulically while boat 
THERMOSTAT tion with chrome plated brass is underway. It adjusts pitch 
Pellet-type thermostat is a_ face nut. of motor through 52° of travel. 


K-D MFG. CO. 
CLEBURNE, TEXAS 


HYDRA-TRIM 


STABILIZER 


» Jagiel stabilizer for out- 


ile. ; cst <> 
7 OU PON 
| (AAS 
iil 0 Ii A RNS a ty, ~ 
ne ° , Because Sea/Line Brand 100% Du Pont nylon 


© nt is only sold direct-to-skippers, it costs no 
more than ordinary manila. There is no mid- 
dleman mark-up. That’s why more Sea/Line 
is bought directly than any other brand marine 
rope in the entire U.S.A. 


YOUR GUARANTEES 


Every inch of Sea/Line is 100% Du Pont nylon. 
Every inch is first quality line. Order any 
length; absolutely no minimum. Immediate 
shipment/Immediate delivery. Sea/Line is 
made to strict U.S. Navy spec. 


HERE ARE YOUR MANUFACTURER-TO-SKIPPER PRICES 
breaking breaking 
strength price strength 
1800 Ibs 25cft 9500 Ibs 
2800 Ibs 3/4” 35cft 14000 Ibs 
3400 Ibs 7/8” 46cft 17500 Ibs 
7/16” 12cft 5000lbs 1” 60cft 23500 Ibs 
1/2” 15cft 6250 Ibs 


write for free Boatman’s Guide & samples 


or order now from: 


, PRODUCTS CORP. 


size 


5/8” 


size 
1/4” 
5/16” 
3/8” 


price = 
4cft 
7cft 


Scft 


oer 


| eo Wart 
| GAO. LGR | 


if you sail, 
nothing can beat 
“DACRON” 
for sheets & halyards 


FEBRUARY, 


* DEPT. P-10, P.O. BOX 797, NEWARK 1, NEW JERSEY 


VISIT us AT THE JANUARY COLISEUM BOAT SHOW 


1961 249 








BUILT TO MEET A STANDARD — NOT A PRICE 


This boat is built of the BEST materials to incorporate every feature 
..for ideal handling, sport fishing and comfortable living. With NO 
EXTRAS NEEDED, it is priced surprisingly low. Brochure on request 
“SEE THE POST 37’ IN THE MIAMI BOAT SHOW” 
POST MARINE COMPANY seo rnapes 
200 RIVER ROAD « MAYS LANDING, NEW JERSEY NO DEALERS 














Your choice of 109 to 240 H.-P. for leisurely 


THE AWA. 
26ft. Lap-Strake 


,, SEA SKIFF 4 i” 


TT, a through 28 feet 
RAS ASSOCIATED NAVAL ARCHITECTS 


WEST NORFOLK, VIRGINIA 


fishing or fast cruising. True round-bilge con 
struction and deep cockpit on every model 
Full skeg, mahogany planking 


e brochure on complete line 19 





Selected 
for the 


U. S. 
OLYMPIC 
TEAM 


The 
Gut 
BOATSHU 


Safety for the 
entire family. 


RANDOLPH SHOE CO., Inc. RanvoirH, mass. 














“TOW-BOAT” 


@ Proven performance has made the “Tow- 
Boat” trailer increasingly popular with 
boaters everywhere. ‘Tow-Boat” has 


the features boaters want: 
rugged construction; trouble- 
free suspension; sensible 


price 
E-Z LOADER 
sss 55 


c 


See the "‘Tow-Boat” at 


send 


Jealer's or 


: e catalog 
enters boat on trailer 


The Trailkit Division 
Dubo Manufacturing Corporation 
1043 Grant Street, Akron 11. Ohio 
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KAHLENBERG BROS. CO. 
TWO RIVERS, WIS 


PROPELLERS 
A complete line of constant 
and adjustable pitch propellers 
is offered for all types of boats. 
Kahlenberg also manufactures 
diesel engines, air and gas op- 
erated horns, steel and stain- 
less steel propellers, stuffing 
boxes, stern bearings and other 
marine equipment. Company 
also repairs propellers. 


KRUEGER SENTRY GAUGE CO. 
1056 W. MASON ST 
GREEN BAY, WIS 


~ 


‘fn 
f 


GAS TANK GAUGE 
The Sentry %3-way accurate 
measure Tank Gauge 
bination tank vent 
gauge and filler cap. Can be 
read from any angle. Will fit 
most existing tanks up to 12”. 
Also available is the Sentry 
At-A-Glance Tank Fill and 
Gauge Kit for deck installa- 


tion 
* 


LAFAYETTE SUPPLY CO. 
WEST LAFAYETTE, OHIO 
TRANSOM PADS 

Line of pads 


to fit motors 


is a com- 


measuring 


includes models 
ip to and includ- 
ing 18 hp, and from 25 hp to 
40 hp. Pads are constructed 
of double neoprene and phe- 
nolic plastic, and cushion both 
sides of transom. Prices: from 


$2.95 to $5.95 


HELM-RITE 
Designed to enable owner to 
mount the wheel at the proper 
position for maximum per- 


formance. May be 
mounted any position on 
gunwale, port or starboard; 
eliminates necessity of center 
deck and provides clear pas- 
bow to stern 
construction, for 

all craft. Price, $21.95 
accessories: Aluminum 
from 


easily 


Other 
tube boarding 
$9.95 to $14.95 


LA MARCHE MFG. CO. 
49 WOODRUFF AVE 
WAKEFIELD, R. | 
CONSTAVOLT 


converters 


ladders, 


convert 


current to D.C 


power and is for use on boats 
at dockside. Direct current 
power output is regulated by 
automatic circuits so that bat- 
teries are kept at full charge 
Company manufacturers 70 
different marine converters in- 
cluding 37 dual voltage types 


LEECE-NEVILLE CO. 
1374 E. 51 ST 
CLEVELAND 3, OHIO 


ALTERNATOR-GENERATOR 
Marine Alternator-Generator 
supplies ample power for radio 
or radiotelephone, lights, ra- 
dar, depth sounder, wipers, 
bilge pump, inverter and re- 
frigerator. Many popular ma- 
rine engines have Leece-Neville 
alternator-generators as orig- 
inal equipment. 


LESNOR-MAEHR MARINE 


LINE CO. 
118 CHERRY LANE 
FLORAL PARK, L. |, N.Y. 


MULTI-PITCH 
PROPELLERS 
Variable-pitch propellers are 
available for use on 60-75 hp 
Johnson, Evinrude, Sea King 
Buccaneer and Scott motors 
“Trolling” pitch range is from 
plus 7” to 11 in increments 
of '»” pitch change. Propellers 
are identical in overall, major 
diameter to standard, fixed- 
pitch propellers, and are made 
of high-impact strength alu- 
minum alloy, with stainless 
steel hardware Rubber- 
mounted marine bronze shaft 
is for standard  shock-free 

mounting. Price: $32.50. 


LISTER INDUSTRIES, INC. 
E 


14} 44TH ST 
NEW YORK CITY 


TRANSOM PAD 
“Giant” outboard transom pad 
is for use with motors up to 
80 HP made of Neo- 
prene insert 
Pad is ; 


ness of t 


nd is 
formica 

ny thick- 

$4.95, 


black: $5.50 
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LOW BOY MFG. DIVISION 
BOX 1384, NORFOLK |, VA 


WATER SYSTEM 
Explosion-proof water system 
is rust-resistant and can be 
fastened to deck, bulkhead or 
hung overhead System in- 
ludes all-bronze pump, gear- 
bel drive controls with one 
pressure and one no-water cut 
off sealed in, electric ‘4 hp 
motor, check valve, air volume 
control and cast aluminum 
tank, plastic coated inside. 
Price: $175 


MADISON MARINE CO. 
BOX 92, BRAINERD, MINN 
UNIVERSAL HITCH 
Adjustable hitch is made of 
nylon webbing and will fit any 
motor, to take strain of pull- 
water-skiers away from 
the transom. Hitches have 
rustless slides, buckle and tow 
ring. They will snub tightly 
round motor column and will 
not slip or mar the motor 
Company also makes plastic 
and aluminum hitches 
with plastic lining Prices: 


from $4.95 
€ 
MAGIC TOOLS, INC. 
T 


991 WILLIAMS S 
SAN LEANDRO, CALIF 


coated 


TROLLING MOUNT 
Made of aluminum alloy, for 
motors to 6 HP. May be re- 
moved when not in use by just 
turning two thumb screws 
Price, complete $16.50. Also 7 
through 12 HP, $29.95 


MARINE MFG. & DISTRIBUT- 
ING CO., INC. 

314-318 E. LAKE ST 
MINNEAPOLIS 8, MINN 
SPEED PLATE 
Adjustable speed plate is made 
of aluminum alloy and per- 
mits owner to provide proper 
transom height to reduce drag 
and increase speed of any out- 
board motor. It available 

4 sizes, and has heavy 
safety lip to prevent loss of 

r n not ecurely 
clamped. Price: $5.95 
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MARINE MANIFOLD CORP. 
146 MOTT ST., OCEANSIDE, N. Y 


MANIFOLDS 
Specialize in manufacture of 
copper water jacketed exhaust 
manifolds. Also custom makes 
corrosion resistant pipes, goose 
necks, elbows, “U” bends and 
headers 


MARK MFG. CO. 
RT. 2, BOX 970, TACOMA, WASH 


OUTBOARD FUEL TANK 
Mounts overboard aft, forms 
an extended step-type planing 
surface and motor mount. Self- 
adjusting, self-sustaining, rub- 
ber mounted Features re- 
moval of fuel from inside the 
boat, 2’ longer planing surface, 
adjustment for different fuel 
loads, reduces motor noise and 
vibration. In three models for 
planing hulls from 12’ to cabin 
cruisers. In following sizes 
37-gal. single engine; 64- and 
84-gal. twin engine. Supports 
any hp capacity engine. Prices, 
37 gal., $180; 65 gal., $239; 85 
gal., $280 


MARTIN MARINE PRODUCTS 
3848 S. KEDZIE AVE 
CHICAGO 32, ILL 


UNIVERSAL JOINT 
Master Marine Universal Joint 
is coupling that prevents dam- 
age due to vibration. Propel- 
ler vibration is absorbed by 
use of the coupling. Price is 
$29.50 for the 4” size. 


MICHIGAN WHEEL CO. 
GRAND RAPIDS, MICH 


SPEED PROPELLERS 
Specifically designed for own- 
ers of fast inboard boats, two 
new propellers, named Super- 
Jet, have been introduced by 
the above company. They. re- 
portedly provide the last pos- 
sible MPH with engines of 350 
HP and more 


PROP-RIDER 
Two-blade outboard speed 
propeller is designed to op- 
erate close to water’s edge 
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SONARETTE 
DEPTH METER 








* Patents Pending 
This first practical, low-cost depth 
meter does what others claimed to 
do! SONARETTE accurately and con- 
sistently indicates the depth of the 
water! It makes your boating safer 
—skin diving and fishing more fun. 


e Fully transistorized for reliable operation and 
long life at low cost ¢ Reads directly from zero to 
100 feet @ Indicates changes of 1 foot ¢ Mounted 
on bottom of boat or on transom—or held over- 
board @ Light, rugged — weighs only 3 lbs. @¢ Gives 
over 100 hours of actual operation from 2 in- 
expensive standard batteries. 


LIST PRICE 
less batteries 


$8930 


Simple, sturdy clamp-on mounting bracket $450 


SONARETTE™ 
DEPTH METER 


Manufactured by 


General Electronic Control, Inc. 


8001 Bloomington Freeway, Minneapolis 20, Minn. 


ASK YOUR DEALER about 
SONARETTE. Protect your boat 
and motor, your family and 
friends. Make your fishing 
more successful. 








FT OT ® 
ECON-O-POWER® 


Studebaker Chemplen “Bobtail” Model L E H M A fh 


CONVERSIONS 


FOR FORD * MERCURY « EDSEL 
LINCOLN » JEEP « CHEVROLET V8 
STUDEBAKER Champion 
The most complete selection 
of marine conversions from 40 
to 400 h.p. Sold and serviced 
by ECON-O-POWER dealers 
throughout the U.S. Openings 
for a few qualified distributors 


MANUFACTURING CO. 


Marine Power Engineering Since 1932 
800 E. Elizabeth Ave., Linden 18, NJ. 


all new 44-page Catalog, 
with prices 








a) EIGHTH ANNUAL 


fa the Crow’s-nest v.25; 








JERSEY COAST 


OAgleSH© 


CONVENTION HALL, ASBURY PARK, N. J. 


FEBRUARY 18 - 26 


JERRY GASQUE, DIRECTOR 





NAUTICAL 
MILE-0-GRAPH 


16 E. 40 St. 


ALSO NEW LAPSTRAKES 


Most complete line of Prams, Rowboots, 


Outboards, Cabin Cruisers and new Lap- 


strake models. Precision cut parts. Pre- 


assembled frames 


SAVE 50°2—BUILD YOUR OWN 
MAIL 25c¢ (coins) for 


BIG COLOR CATALOG 


Showing all models 8’ to 23’ including 


accessories, paints, etc. 


to Build Your Own. 


First and Oldest Kit Boat Manufacturer 
U-MAK-IT PRODUCTS, DELAND, FLORIDA 


All You Need 


e DEPT. 
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Though company claims new 
wheel will increase speed in 
normal installation, real ad- 
vantage is capacity to operate 


efficiently on transoms as much 


as two inches higher. Prop is 
available in full range of sizes 
to fit all current models 


MITCHELL 


METAL PRODUCTS, INC. 
650! CEDAR AVE 
CLEVELAND 3, OHIO 


BOATANK 

Line of auxiliary gasoline 
tanks include 17 models in 12, 
18 and 24 gallon sizes, and in 
different shapes. Tanks are 
made of steel, lead-coated in- 
side and out, and equipped 
with non-sparking brass fit- 
ting They are designed for 
either permanent or conver- 
sion installation, and complete 
kits are available 


a 
MULTI-PRODUCTS CO. 


21470 COOLIDGE HWY 
OAK PARK 37, MICH 


accessory 


BATTERY CHARGER 
Multi-Elmac charge! 
ha attached brackets for 

nting. Will charge 2 sep- 
batteries of like or un- 


simultaneously 


MURPHY DIESEL 
5317 W. BURNHAM ST 
MILWAUKEE 1/4, WIS 


MARINE GENERATOR SETS 
Company offers complete line 
of marine generator sets rang- 
ing from 70 to 227 kw in AC or 
DC current models. Line in- 
cludes 26 models of auxiliary 
generators in 4 and 6 cylinder 


models 


NAUTALLOY PRODUCTS INC 
BOX 295 
AUBURN N.Y 


batter) 


arate 
like voltage 
Price, $49.50 


LONG CRUISE 
NAUTALLOY FUEL TANKS 
Fuel tanks are available in 8 
different sizes, in either 12 or 
18 gal. capacities. Features 
include built-in fuel gauges 
and baffles, fuel discharge line 
with threaded brass gooseneck 
fittings, vented cap and filler 
neck and two extra outlets 


with plugs for extra fuel dis- 
charge line. Price, from $36.50 
to $48.50. Accessories are avail- 


able. 
o 


D. W. ONAN & SONS 
MINNEAPOLIS, MINN. 
VACU-FLO 
A 5000 watt, air cooled electric 
plant equipped with a new sys- 
tem of air-cooling a below 
decks gasoline engine driven 
generator. The unit has been 
approved for this unusual in- 
Stallation when rigged in ac- 
cordance with bulletin NFPA 
302, file 300 Series Marine, 
Fire Protection Standards For 
Motor Craft, dated May, 1957 
The “Vacu-Flo” feature pro- 
vides for lower maintenance 
easier installation plus 
‘4, to 1 HP equivalent of forced 
draft in the engine compart- 
ment. A complete line of con- 
ventionally water cooled mod- 

els is also available 


costs, 


MODEL 205MAJ 
New 2500-watt Marine Electric 
Generating Plant gives high 


output in lightweight unit 
Powered by Onan single-cyl- 
inder 4-cycle water-cooled 
marine gas engine, producing 
5 HP at 3600 rpm. Available 
in two voltages; 120-volt and 
120/240-volt. Option is auto- 
matic start-stop control panel. 


€ 
ONEIDA MACHINE TOOL 
co 


320 E. WALNUT ST., ONEIDA, N. Y. 


NOMAR TANK HOLDERS 
Keeps fuel tank in place quiet- 
ly; prevents damage to boat 
and tank; easy and quick tank 
removal; in neutral gray color 
with anchor screw holes. Mod- 
els to fit popular makes of 
tanks. Prices from $5.75 to 


$6.50. 
e 


PETERS AND RUSSELL, 
517 W. LIBERTY ST 
SPRINGFIELD, OHIO 


INC, 


PAR WATER PRESSURE 
SYSTEM 


OV es 
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water in galley, lavatory and 
shower at full flow or just a 
trickle. Self-contained unit 
requires no pressure tank, and 
works with standard house- 
hold faucets. System has 21% 
gallon per minute capacity and 
can be mounted in any 8-inch 
square corner regardless of 
tank location. It is available 
for 6, 12 or 32 volt DC. Price: 
Model 4800, $102. 


PENNSYLVANIA REFINING CO. 
OHIO DIVISION 
2686 LISBON RD 
CLEVELAND 4, OHIO 
PENN-DRAKE GUMOUT 
Carburetor cleaner works while 
engine operates, and is intend- 
ed for all marine engines and 
outboards. Price: $1.69 pint 


& 
PLEWS OILER, INC 
MINNEAPOLIS, MINN. 
PLEWS AP-202 
PLASTIC GREASER 
features push-button 


Greaselr 


ontrol, and three inch nozzle 


dispenses 
up to 
for use on 
power lawn 


or chain saws 


grease with pressure 
3,000 lbs. P.S.I. Suitable 
outboard motors 
mowers, tr% 


Price 


POWER INSTRUMENTS CORP 
235 OREGON ST 
EL SEGUNDO, CALIF 
RELIAVOLT 
Reliavolt inverter permits boat 


tors 


$2.69 
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BENSON'S ANCHORS, INC. 


owners to enjoy home appli- 
ances such as TV, refrigera- 
tor, coffee maker, and others 
on their boat. It can handle 
high peak loads required to 
start many appliances. 


REDMOND CO. 
OWOSSO, MICH 
ELECTRIC MOTOR 
Small electric motor can be 
used to power electric toilet 
flusher, and to power bilge 
pumps and blowers. Features 

easy-to-replace brushes 


* 
RICHARDSON CONTROLS 
CORP 


2563 POST ROAD 
WARWICK, R. | 
RICH-START 
Engine starting device can be 
used with either 6 or 12 volt 
ignition systems. Unit is mois- 
ture-protected. Price: $10.95. 


ROYAL MARINE PRODUCTS 
DIV. OF ROYAL STAIR 
CUSHION CO., INC. 

3864 FLATLANDS AVE 
BROOKLYN 34, N.Y 
ROYAL 
BATTERY SWITCH 
Self-installed battery switch 
attaches directly to battery 
post without need to drill 
holes, and is of solid brass 

Price: $3.75 


RUBBERMAID, INC. 
WOOSTER, OHIO 


BATTERY BOX 

Box is molded of lightweight 
plastic material which will not 
rust, dent, chip or crack. It 
has large carrying grips and 
shock -absorbent material to 
cushion standard 6 or 12 volt 
batteries from vibration dam- 
age. Price: $6.49 complete 
with hold-down clamps and 
heavy-duty plastic straps; 
$5.95, without shock absorbent 
pad. Universal battery box for 
heavy duty batteries. Also 
available, $8.95. 


SAVAGE UNIVERSAL 


BRACKET CO. 
NORWELL, MICH. 


SAVAGE 
UNIVERSAL BRACKETS 
For mounting any outboard 
motor on yacht, cruiser, or 
auxiliary. Does not mar finish 
of boat; no fire hazard; pre- 
vents fuel from dripping in 





For Your Convenience and Safety... 





boat; no spill when refilling. 
In adjustable or fixed angles 
from $18 to $50 for extra heavy 
motors. Also available: Canoe 
Bracket for all: motors not 
over 2% HP. Price, $15 


SCHAUER MFG. CORP. 
4500 ALPINE AVE., CINCINNATI 42, O. 


NX, 


Wey 


‘ 
i 


K312 BATTERY CHARGER 
Use in electric-starting out- 
board and other motors. Re- 
charges 12-volt batteries at a 
3 ampere rate. Weight, 4% 
Ibs. Price, $14.95. 


SCRANTON 


STORAGE BATTERY CORP. 
ARCHBALD, PA. 


MARINE BATTERIES 
A complete line of Cellomatic 





Always Insist on... 





BENSON S 


*& FAMOUS NAME IN ANCHORING EQUIPMENT 


BENSON’S 
Snag- Proof 





316 


ip 


SOUTH ORCHARD ROAD, 


When you have Benson’s you 

have the finest in quality, design, 
craftsmanship and performance. For 
precious extra safety and convenience, 


-O. 


~ equip your boat with Benson’s .. 
anteed superiority and dependability, At 
all dealers, or write for literature and prices. 


BENSON’S —- THE COMPANY THAT SPECIALIZES IN COMPLETE ANCHORING EQUIPMENT. 


SYRACUSE 4, 


. guar- 


NEW YORK 
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in 
Symbol 
of CA Pp 
excellence 
on all 
Capco products 
P. O. Box 507 


Columbus 16 
Dept. D-2 


Ohio 








You see 


QUALITY 


Recreational 


Products 


Boat ladders 
Boat hooks 


Outboard 
motor 
C O carriers 
Litter bins 
Viewing 
scopes 
Letters and 
numbers 








1961 


y Jf 


SOUTHERN EDITION 


INLAND-WATERWAY-GUIDE 
wey 


yachting facilitic fr rfolk 
tracoa throug! Florida to 


New Orlea 


» Saw” A 


A a . 


" 1961 


EVERYTHING YOU'LL WANT 
TO KNOW 


1961 


Atal cece 


protected water 
bor to Hampton 


Va 


Brand New! 


EMU GREAT LAKES EDITION 


‘ 


ng facilit from New Yort 
hr Flor t 
{ 


shor Lak Erie and Ontar 


Distribut 


for Yachtsman’s Guide 


nd together in leatheret 


te $5. Your name or name of boat in gold $1 


to Bahamas $1.50 plus postage 


INLAND WATERWAY GUIDE 


1OIP N. Andrews Ave. 


Plush 
ments 


interior appoint 
Back to back 
foam seating converts 
into ‘soft bunks for 
overnight cruising. Hard 
chined fibreglass lap 
Strake. 83” beam. 37 
depth 


FREE BROCHURE, WRITE 
SU-MARK BOATS, Inc 
STONE ST., WALPOLE, MASS. 


Sportster 15 
Runabouts and Cabin Cruiser 21 


Fort Lauderdale, Fia. 


OTHER SU-MARK FIBREGLASS BOATS 


Dinky 8 Topper 12 


Runabouts 17 


The 





MONKEY 
HAMMOCK 


®@ 63° LONG, WHITE 
KURALON NET 


of 


' $2.95 P.p. 
UNIVERSITY BOAT MART 


1315 E. Northlake + Seattle 5 











Westlawn School 


Home Study Cour 


Free Booklet 





Most Yacht Designers are Westlawn-Trained 


Approved by State Board of Education 


of Yacht Design 


se 31st Year 


Montville 4, New Jersey 
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replaceable cell 
teries, regular 


marine bat- 
marine batter- 
ies and battery applications for 
outboards. By proper group- 
ing, one of the three basic 
Cellomatic cell types will 
portedly provide suitable pow- 
er for all marine applicati 


re- 


ons 


SEA-TRIM CORP 
PLYMOUTH, IND 


PLANE-O-MATIC 
Plane-O-Matic system is 
comprised of a pair of hori- 
zontal stainless steel fins 
which are mounted low on the 
stern of the boat. When the 
boat is in motion a unique hy- 
= aulic mechanism provides 
pressure the eleva- 
to lift the boat’s stern 
This ives the operator finger- 
tip control of the boat’s plan- 
ing attitude. regardless of 
eather condition 


on 


veight o1 


SEN-DURE PRODUCTS 
95 E. UNION ST 
BAY SHORE, L N.Y 
ENGINE EQUIPMENT 
Line includes heat exchange 
fresh-wate1 cooling systems 
and related such as 
nboard and outboard raw 
water cleaners, galley wate! 
heaters and other useful fit- 
tings pertaining to powel 
plants and galley. Variety of 
oil coolers is offered for both 
gear and engine lube. Tailored 
equipment can be made avail- 
able to craft and engine 
builders 


INC 


accessories 


SERVWELL PRODUCTS CO 
6541 EUCLID AVE 
CLEVELAND 3, OHIO 
MARINE ACCESSORIES 
Line of accessories and spare 
parts includes remote throttle 
shift flexible controls, electric 
Starter clips, remote control 
clips, nylon tiller rope guides, 
cross pins and cable end-fit- 

ting seals 


SIERRA MADRE MACHINE CO. 
45 E. MONTECITO 
SIERRA MADRE. CALIF 
SAFE-T-KWIK 

Safe-T-Kwik is a fuel pick-up 
unit which enables the user to 
get fuel direct from a stand- 
ard 5 gal. can. The unit is 
available for all makes of out- 
board using a_ fuel 
pump. It is made of plated 


motors 


steel, aluminum and plastic 
hose. It retails for $4.95 and 
$5.95 depending on the type of 
outboard 


ALVA T. SMITH CO 
601 W. CLEVELAND AVE 
MILWAUKEE 15, WIS 
GASOLINE CONTAINERS 
Cruise-Rite gasoline contain- 
ers designed to fit all outboard 
motor hulls. 8” in height, three 
fittings are either flush or re- 
cessed to permit installation 
in a greater number of posi- 
tions regardless of the make 
of the boat. Corrugated top 
and bottom, available at ma- 
rine dealers everywhere in 
three sizes: 12-, 18-, and 24- 
gallons (plus oil capacity). The 
models retail, respectively, at 
$39.95, $49.95 and $59.95 


SNOW-NABSTEDT GEAR CORP. 
HAMDEN. CONN 


MARINE 
REVERSE-REDUCTION 
GEAR MODEL 3941 
Hydraulically actuated marine 
reverse-reduction gear has 
been engineered for high speed 
diesel engines and for either 
propeller or engine rotation 
with speeds up to 2,400 rpm 
Maximum torque is 640 foot- 
Ibs., for continuous operation 
(or 265 hp at 2,200 rpm) and 
750 foot-lbs., for intermittent 
or light operation. It can be 
operated continuously at full 
power in either forward or re- 
verse at all engine speeds. Unit 
is offered with reduction ratios 

up to 4.4:1 


SPECKLER AND SON CO. 
PLASTIC PRODUCTS DIV. 
22 JONES ST 
NEW YORK I4.N.Y 

FIBERGLASS TANKS 
Rectangular fiberglass tanks 
are available in 11 stock sizes, 
with capacities ranging from 
18 gal. to 80 gal., and also cy- 
onan tanks in 4 sizes, with 
apacities ranging from 20 to 
40 ¢ zal. All tanks are complete 
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with 11,” fill, '2” feed and 
vent fittings. Special sizes can 
be made to specification. Com- 
pany also manufactures ice 
boxes and fishwells, and a 8’ 
fiberglass dinghy in both row- 
ing and sailing models 


SPEEDOMETER SERVICE CO., 
INC. 
IS! FOREST ST 
MONTCLAIR, N. J 


TACHOMETER CABLE 
Cables are plastic coated and 
water- and grease-proof. Com- 
pany also manufactures “Hy- 
draspeed” marine speedom- 
eters 


MARINE & POWER MOWER 


DIV., STITT SPARK PLUG CO. 
86 EAST FIRST AVE 
COLUMBUS |, OHIO 


OUTBOARD SPARK PLUGS 
The heavy-duty SM-4 Stitt 
Marine outboard spark plug 
has a large nose desig ving 
it long life and anti-fouling 
characteristics vital for easy 
Starving and dependable ma- 
rine engine operation. All 
SM-4 plugs are chrome-plated 
to prevcnt rust. Price, $1.89 


SUDBURY LABORATORY 
SUDBURY, MASS 


VAPOR-PROOF 
Switches prevent explosions 
caused by sparks from open 
switches, and have perma- 
nently sealed cases. Multiple- 
pole switch gives selective con- 
trol of one or more batteries 
in starting or recharging while 
underway. Also available is 
Single-pole switch for radio, 
pump, lighting or other 
cuits. Prices: $17.95 and $7.95 
Company offers contro] 
casings and wires, and Aqua- 
Clear Regular and Deluxe 
Feeders, as well as other ma- 
rine products 


SWITCHES 


cir- 


also 


TERADO CO 
1068 RAYMOND AVE 
ST. PAUL 8, MINN 


BATTERY CHARGERS 
Nine new battery chargers are 
now being offered. The small- 
est is a one amp at $8.95. The 
lar ize has a capacity of 

priced at 
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TILT-AID INC. 
7000 N. TAMIAMI! TRAIL 
SARASOTA, FLA 


TILT-AID 

Unit eases tilting of larger 
outboard motors, and will fit 
all large motors. It folds into 
a compact unit for storage, 
is corrosive-resistant and de- 
signed not to mar the motor’s 
finish. 


TEMPO PRODUCTS CO. 
2062 E. 70th ST 
CLEVELAND 3, OHIO 


—_— 


~ 


GEARSHIFT-THROTTLE 

Ful-Control Dashboard Gear- 
hift and Foot Throttle makes 
operating a boat similar to 
that of a car. Boat maneuver- 
ing becomes simpler. Gearshift 
ells for $34.50, foot throttle, 
$39.50 


TAPERED GAS TANKS 
Tempo’s Tapered Gas Tanks 
are designed as a space saving 
device. New development al- 
lows longer cruising ranges by 
ipping gasoline capacity 
Fueling kit is also available 
for through hull filling 


UNITED MOTORS SERVICE 
Div. of General Motors Corp. 
DETROIT, MICH. 


DELCO BATTERIES 
Line of equipment includes 
Delco 12 Volt Marine Battery, 
63 amp. hour, $39.45; Delco 8 
Volt Marine Battery, 105 amp 
hour $33.95, and Delco-Pak 
Outboard Battery and Charger 
Unit, $32.75, less battery. Other 
8 volt batteries of 150 and 175 
amp. hour are also available 


VANGUARD INDUSTRIES 
906 MAIN ST 
CINCINNATI 2, OHIO 
SEA JET 


propulsion 


INC. 


system 


steers by controlling direction 
of jet stream. No propeller or 
rudder is required. One unit 
provides 600 lbs. of forward 
thrust from a 100 HP engine 
at 4000 rpm. Cost is about 
$350. Larger version provides 
1,000 lbs. thrust from 215 HP 
engine at 4400 rpm and costs 
about $598. 


VAC-U-MATIC CORP. 
30 MOTT ST 
OCEANSIDE, N. Y. 


SINGLE LEVER CONTROL 
Control is available in both 
manual clutch kit and hy- 
draulic clutch kit. Dual throt- 
tle stations are built into the 
unit, and small tee is supplied 
for them. Control can shift 
clutch even if engine stalls, 
and engine can be restarted 
with handle in neutral, ahead 
or reverse position. 


WALTER MACHINE CO. INC. 
84-98 CAMBRIDGE AVE 
JERSEY CITY 7, N. J 


KEEL COOLERS 
Cooling system improves pleas- 
ure boat fresh water cooling 
and decreases amount and 
length of tubing required for 
adequate heat exchange. Cool- 
ers are detachable, and fittings 
are made of cast bronze, with 
all fastenings of monel. Finned 
tubes are of 70-30 Cupro nickel, 
and cooler has one through- 
hull fitting, with two compart- 
ments. Cooler is of slip-joint 
construction, and available in 
various sizes and models suit- 
able for all gasoline and high- 
speed diesel engines. 


WARNER GEAR DIV. 
BORG-WARNER CORP. 
1106 E. SEYMOUR ST., BOX 631 
MUNCIE, IND 


VELVET DRIVE 
TRANSMISSIONS 
Hydraulic Marine Transmis- 
sions are available in 3 sizes, 
capable of performance with 
gasoline engines up to 500 cu 
in. Also recommended for 
various diesel engines. There 
are 5 reduction gear boxes to 
choose from: all are straight 
line drive. Ratio offered 
1523:1, 2.171, 257 2.909:1 


1 
eoJt,t 


Also available is new counter 
rotating 1.909:1 ratio. Numer- 
ous accessories. 


WICO IGNITION DIV. 


GLOBE-UNION INC. 
WEST SPRINGFIELD, MASS. 


“CLEAR-VUE” FILTERS 
Filter screens out dirt and 
Sludge, and has transparent 
barrel to permit check of fuel 
flow without removal of filter. 
Filter is installed by cutting 
gas line and inserting it be- 
tween gas tank and carburet- 


Ty 


va aw 


or, with adapters provided to 
fit all fuel line sizes. 


MAGNETO ANALYZER 
Magneto analyzer tests all 
makes of coils and condensers 


on ignition used on outboards, 
power mowers, utility vehicles 
and other equipment. Analyzer 
operates on AC only; tests un- 
der actual working conditions 
and is not portable. 


YARDNEY ELECTRIC CORP. 
40-50 LEONARD ST 
NEW YORK 13, N. Y. 


SILCAD BATTERIES 
Yardney Silcad Battery is 
portable rechargeable power 
package. Combines high en- 
ergy of silver with long life of 
cadmium. Available in sizes 
from 0.1 to 300 ampere-hours. 
Used for engine starting, com- 
munications, lighting, and 
emergency power. 
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HARDWARE & FITTINGS 


ARINE HARDWARE its designed for the rugged 

use the sea demands from fittings. To purchase 

se hardware and expect it to perform wel 

onditions of salt spray, and the accelerated corrosion 

is to invite trouble In sailboat service 

ibstitution of inferior fittings and fastenings 

ill-advised. The stresses, loads, and thrust 

igging demand the best possible quality ob 

i built-in safety factor beyond the require 

il use. These safety factors do not necessarily 

t weight. New 

ylon and composition fittings 
strength with light 

ind titanium and alu 
ninum alloys are available in 
de range of fittings care 


rr specialized 


_] Are you using the right hardware and fittings for 


the right job? 
Fittings For Safety's Sake 


ire lost becaus¢ 

late cleating a! 

Be sure that fore 

leats are larg 

husky nough to stand curely fastened? 
punishment meted out by 
pouncing vning, storm 
Fairleads and 

chocks rd ng and moor 
ing ling hould be oversized 
ither than too small, so that 
chafe is minimized Neve! 
hocks or stern 

k, but through carry them? 

th long = stov 


dwood blocks 


scope run out. 


HANDY EQUIPMENT 


CHECK LIST FOR 
HARDWARE AND FITTINGS 


_}) Are cleats and fairleads heavy enough, and securely 
through-bolted to hold your boat in a severe blow? 

_| Have you checked the fabric of your life preservers 
for rips and dry rot? 


ANCHORS AND MOORINGS 


Is your ground tackle suited to the bottom where out worry for your boat's 
you operate? Sometimes a kedge anchor will hold safety. Unless yours is a small 
better than a patent anchor in kelp or rocky bottom. 

] ls your anchor heavy enough for all the conditions 
of wind and weather you are likely to encounter? 
Do you carry a spare? 

| Spare anchor keys and shackles are cheap. Do you 


| Have you marked off your anchor lines so that you 
know how much scope is out? The holding power 
of an anchor is proportionate to the amount of 


Fittings For Comfort 

Every boatman spends a certain amount of time below- 
decks in bad weather, and there is a host of marine fittings 
that can make this confinement more pleasant. Gimballed 
hurricane lights make for pleasing decor and offer a soft, 
varm light, without putting a drain on the ship’s batteries 
Corrosion proof ash trays, galley aids, clothes hangers 
ventilators, and insect screens are among the hundreds of 
items that are engineered especially for the small boat 


cabin 


Anchors and Moorings 


In time of foul weather, in- 
surance statistics state, more 
boats are lost through inade- 
quate moorings than from any 
other cause. A heavy chunk 
of old ballast and a piece of 
second hand chain are an in- 
vitation to a shipwreck. The 
holding power of a mooring 
does not depend on weight 
alone, but also upon the an- 


_] Cabin fittings that break loose in heavy seas can chor design. A good mush- 
cause damage to boat and crew. Are yours se- 


room anchor and tested chain, 
put down according to the 
best marine practice, are guar- 


antees of a sound sleep with- 


outboard that is_ trailered 
home every night, a spare an- 
chor should form part of your 
Standard equipment. Spare 
shackles, anchor keys, turn- 
buckles, screws, bolts and 
washers should be stored in ¢ 
waterproof container handy 
for any emergency 


Where to Buy It 


_}] Do you have a permanently mounted bilge pump, Your local marine hard- 


parkprool mo 

iINce against 

Nnverous Laso 

the bilge All 

ough-deck fittings for fresh 

and specially gasoline 

should be standard ma 

types, approved by the quality? 
ind following 


commenda 
cht Safety 


Fittings For Efficiency 


many items of hardware that can make your boating easie1 


you habitually cruise alone or short handed, there are 


Handling heavy ground tackle is a chore, but davits with 


drum winches available to make raising the hook a one 


hand operation. Roller reefing gear on a large sailboat is 
one of those wonderful conveniences that can become a 
necessity after you ve grown accustomed to it. W hen a sud- 
den squall appears over the horizon, or for beating back to 
port against a choppy sea, a turn or two in the main sail 
can mean the difference between a soaking and a comfort- 
7 


e, easy ride. A large capacity bilge pump convenient to 


cockpit S essential. 


and do you frequently check its operation? 

_| Docking fenders are a nuisance to stow, but can save 
dollars expended on topsides paint. Do you have 
an adequate supply? 

“Fully found” is an old phrase that describes a boat 
well equipped for comfort, and safety, not lack- 
ing in any essential equipment. Does your boat 


ware supply house stocks a 
large and expensive inventory 
of marine fittings. Sometimes, 
however, there may be an 
item which he will not carry 
that you can order from Cata- 
logs he has on hand. Many 
marine hardware companies 
issue their catalogues to boat- 
men as well at a nominal price 
to cover printing costs. You 
can select vital fittings in plenty of time to have them on 
hand when the yachting season begins. Often a little study 
of these catalogues will suggest items that can make a task 
you are doing the hard-way easier. : In this section of the 
Directory, you will find a representative listing of marine 
wares and their manufacturers. 


Coast Guard Approved? 


When it comes to life preservers, extinguishers, and other 
items of equipment, the product must comply with require- 
ments of the United States Coast Guard. A flame arrestor 
on the carburetor, and approved extinguishers are also 
musts. You are subject to boarding by the crew of an in- 
spection craft of the C.G. at any time on Federal water- 
ways, and stiff fines can be the result of any infringements 
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AEROSONIC MARINE, 
P.O. BOX 569 
CLEARWATER, FLA 


AEROSONIC 
POLARMARINE 
marine refrig 
requires no extra ba 
gvenerators, and 
automatic operation 
It DC battery or 115 


). Feature 


INC. 


AGNER SIMPLEX CO 
BURLINGTON, WIS 


SIMPLEX OARLOCK 
Universal actuating oarlock 
made of zinc-plated steel, wit 
socket which bolts into boat 
aluminum-alloy Price 
oar locks only, $2.25 pair; sock- 
ets only, $1.25 pair 


INC, 


cast 


GEORGE H. ALLEN 
P.O. BOX 776 
LA PORTE, TEXAS 
SAIL BOAT FITTINGS 
ILoat fittings include non- 


jibsheet hackle 


winged snap-on spinnaker pole 
fitting and friction mast spin- 
naker fitting. Jibsheet shackle 
of manganese bronze, and 
available in two sizes for use 
with sail thimbles ” and 
larger and sail thimbles 
and larger. Spinnaker pole fit- 
ting is attached to mast fitting 
or guy by pushing to engage- 
ment Unit has manganese 
bronze body fitted with phos- 
phor bronze spring and stain- 
steel lanyard and set 
crews. Friction mast fitting 
fits 4%” “T” type Genoa track 
and 4%” x spinnaker track 
Features include one-hand op- 
eration Unit has body of 
manganese fitted with 
rollers and phospho: 
flat spring. Price 
hackle; $6 pinnaker 
fitting, $12.50 each, and 
tion mast fitting, $10. 


less 


monel 


bronze 


ALLEN DRY-VENTS 
Dry-vents are available in 
cowl, windowlight and skylight 
models to admit air without 
water while underway or at 
dock. Cowl unit is of Royalite, 
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9 long, 8” wide, 3 high 
with 3} diameter through 
opening. Windowlight model 
mounts on any nearly vertical 
it surface, is of white trans- 
lucent plexiglas, and includes 
two sizes, 6” x 12” to fit 5” x 
opening, and 8” x 16” to 
fit 7” x 15” opening. Skylight 
type is and fitted 
with butterfly type 
and comes in white translucent 
plexiglas in 18” O.D x 6 
high size. Prices: Cowl, $20; 
windowlight, $27 and $36, and 
Skylight, 


screened 


closure 


] 


$75. 


ALSTON ENTERPRISES 
2971 HARRISBURG RD. NE 
CANTON 5, OHIO 


BOARDING LADDERS 
Aluminum ladders fold, and 
are available in 2-step, 3-step 
and 4-step models, with 7” or 
11” I.D. hooks. covered with 
vinyl. Steps are hardwood, 
and 3- and 4-step models are 
reinforced with wood dowel 
Prices: from $8.95. 


AMERICAN BOSCH 
SPRINGFIELD, MASS. 


WINDSHIELD WIPERS 
Especially designed for marine 
use. Protected from rain, spray, 
and dampness by a one-piece, 
mahogany colored, molded- 
rubber jacket encasing the 
wiper motor. Constant-speed 
electric motor operates in- 
stantly on 6, 12, or 24 volt 
systems for full-time visibility 
Only one hole needed for 
mounting. Kit includes motor, 
waterproof jacket, mounting 
parts, control switch, and in- 
structions; blades and ar 


separate 


} 


ARNOLT CORP. 
WARSAW, IND 


ARNO-CRAFT HARDWARE 
AND FITTINGS 
Complete line of new marine 
hardware and fittings includes 
such items as boat wiring har- 

ness and boat lighting kits 


THE ASTRUP COMPANY 
2937 WEST 25TH ST 
CLEVELAND 13, OHIO 
FABRICS, HARDWARE, 
SUPPLIES 
This company has a complete 
assortment of convertible boat 
top fittings and fasteners, 
grommets, rope, thread and 
trimmings, boat tops, cover 
and curtain fabrics. Fabrics 
include Vivatex, Vinyl boat 
ducks, pre-shrunk army cucks, 
Fiberthin, Coverlight, Nauga- 
hyde, Weblon, Hypalon, vat 


lived fabrics, Polyethylene, 


] 
C 
Durafin, and Dacron sail cloth 


BAY PATTERN WORKS 
1720 MILLS ST 
SANDUSKY, OHIO 

OUTBOARD ACCESSORIES 
Stock includes steering brack- 
ets, dual control bars, transom 
supports, snap-on ski rings, 
anchor pulleys, boat fins, skin 
fins, step plates, bow sockets 
with fender hook, new control 
mounting bracket and motor 
attachment bracket for hook- 
ing two J-E motors. 


BETE MFG. CO. 
21 LEYDEN RD 
GREENFIELD, MASS 


SS 
as 
SE al 
3% P 
CLEATS 

Black locust deck cleats have 
=verdur bronze bolts. They are 
available in 3”, 4’, 444”, 614” 
7 and 814” standard models, 
and 4”, 5” and 6” jamb models. 

FLAGSTAFFS 
Non-fouling type of flagstaffs 
made with white ash staffs 
and solid brass swivels. They 
are available in 3’ and 4’ 
lengths. Prices: $3.90 and $4.90. 
DECK PLUGS 
Plugs are made in *4”, 1%”, % 
and %” diameters, of white 
pine, oak, mahogany and teak. 


SAIL BATTENS 
Battens are available in 12” 
to 48” lengths, 1”, 1%”, 1%", 
1°%,;” and 2” wide, tapered of 
white ash with hole thick end. 


BOAT NAMES CO. 
6411 E. 37 ST 
KANSAS CITY, MO. 


nos” 


PORT-A-PADDLE 
Collapsible paddles designed 


for easy storage. Pulls out to 
4’3”. Waterproof and will float. 
Weighs 2'+ lbs. Price, $9.95. 


BORRIE JAMES MFG. CO. 
26 LUQUER ST 


BROOKLYN 31, N. Y. 


SPORTS HEATER 
Heater x 1312", holds 2 
quarts of kerosene and burns 
25 hours. It requires no pump- 
ing, venting or priming. BTU 
output is 2400 per hour. Price: 
$9.95, plus postage. 


H. E. BREMER MFG. CO. 
4937 N. 32ND ST 
MILWAUKEE 9, WIS 


is 8! 


STERN DAVITS 
Line of stern davits includes 
4 models, ranging in sizes from 
a carrying capacity of 200 lbs 
to 400 lbs. capacity. Davits 
include new clamping device 
which prevents swaying and is 
quickly detached for launch- 
ing. Prices: from $110. 


* 
BRITISH MARINE PRODUCTS 
T 


80 SHORE RD 
PORT WASHINGTON, N. Y 


SAILBOAT FITTINGS 
Tuphblox Tuphfittings are 
widely used on racing class 
boats, as well as weekend 
cruising boats, wherever light 
weight, strength, and quick 
action are needed. Two of the 
leading fixtures in the line are 
an adjustable jib sheet with 
block and a free-swing jamb- 


ing cleat 
& 


BUCK-ALGONQUIN 


MARINE HARDWARE 
1710 N. 2ND ST 
PHILADELPHIA 22, FLA 


DECK AND HULL 
HARDWARE 
A complete service including 
patterns, castings, finished 
products, bronze, aluminum, 
malleable iron and special al- 
loy castings, rough, finished 
machined or plated, and stand- 
ard and specification items 
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CAPTAIN JOHN'S 
MARINE HARDWARE 
P BOX 92 
WETHERSFIELD 9, CONN. 


CAPTAIN JOHN’S DAVITS 
Full line of 12 models of dav- 
it includin Model LM-103 
which is designed especially 
for yachts with minimum 
freeboard at the stern and 
extreme curving transom. The 
LM-103 raises dinghy flush 
with the deck; rating per pair 
500 Ib.; weight each, 13 Ib 
Other models available with 
lifting ratings per pair from 
350 lb. to 2.000 lb. Accessories 
available mounting bases 
swivel and flush-set bases 


tension bases 


exX- 
stabilizers to 
prevent tipping of dinghy dur- 
ing loading and launching 
Further information on re- 
quest. Prices from $118 to $145 
per palr 


TRANSOM SAFETY-DECK 
Safety-deck fastens to tran- 
som of any boat to provide a 
retractable standing platform 
36” wide and 18 


CONTEMPORARY CREATIONS 
BOX 546 
PALM BEACH 
VIMARINE ROPE 
Used for professional 
work, ViMarine Rope 
pings are molded from vinyl] 
formulations in four sizes and 
colors. Sizes are 1”-5/16", %"- 
7/16 -9/16 
11/16 Colors are red 
white and blue Prices 
age from $.25 to $.45 


1 
iong 


FLA 


rope 
whip- 


and - 
yellow 
aver- 


HENRY DAHMER 
KEYPORT 6, N. J 


INC, 


MARINE PRODUCTS 
Line of equipment 
over 300 ts 
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includes 


proauc featuring 


boat toilets, Rust-Klean filters 
and other items. Catalog on 
request. Price: .50 


DANIELSON MFG. CO. 
DANIELSON, CONN 
TILLER CABLE 

Tiller cable is available in 
blue, green, red, and natural 
colors. Cable is preformed gal- 
vanized aircraft cable 


R. H. DAVID CO. 
726 ROSSMOR BLDG. 
ST. PAUL |, MINN 


~\ 


~ 
DELUXE DECK MIRROR 

Gives panoramic vision; made 
of heavy duty stainless steel; 
neoprene swivel absorbs shock 
and vibration; corrosion resis- 
tant. Clip-on model, $6.95; De- 
luxe model, $7.95. Deck mirror 
also available, same price 


DELTA ELECTRIC CO. 
MARION, IND 
PENNANT STAFF 
Pennant staff is of chrome- 
plated brass, and will fit all 

bow light sockets. Staff is 
13'2” long. Price: $2. 


DEL-TEX MARINE PRODUCTS 
BOX 1440, FORT WORTH, TEX 
DEL-TEX MARINE 
PRODUCTS 
Marine products include re- 
movable picnic hamper which 
forms integral part of craft's 
seating arrangement, luncheon 
tables which fold away, and 
Del-Tex windshields and can- 

vas produc ts 


DENNIS COMPANY 
212—13TH ST. N.E.. CANTON 4, OHIO 
BOAT LADDERS 
Variety of folding boat ladders 
with adjustable standoffs 
Made of aluminum with var- 
nished oak, non-skid steps 
Vinyl-covered hooks protect 
boat. Folds flat taking a min- 
imum of stowage space, will 
float Priced from $9.95 to 

$14.50 


THE EDSON CORP. 
334 SO. WATER ST 
NEW BEDFORD, MASS 
STEERING SYSTEMS 

The above company, manu- 
facturers of marine steering 
systems and lever action bilge 
pumps, have announced a new 
Super Simplex Worm Steere: 


It is offered in three sizes for 
vessels from 25 to 50 ft. A free 
is available 


ENTERPRISE METAL 


PRODUCTS INC. 
405 2nd AVE 
NEW HYDE PARK 


catalog 


N.Y 


EMPCO HAND 
WINDSHIELD WIPER 
Leakproof wiper will not rust 
and is simple to install. Fea- 
tures include 10 rubber edges 
on blade and adjustable spring 
tension in arm. Brass wiper 
is chrome-plated. Prices: $6 
straight blade; $7.50 curved 


blade 
* 


FAWCETT BOAT SUPPLIES 

100 COMPROMISE ST 

ANNAPOLIS. MD 

MARINE HARDWARE 

Company specializes in sail- 
boat fittings, supplying boats 
from dinghys to 60’ yachts, and 
makes rigging to any measure- 
ments in wire sizes from 1}, 
through All components 
are of stainless steel. Company 
also carries mast hoops. 


FLORIDA 
WIRE & RIGGING WORKS 

160 N.W. 71 ST 

MIAMI 50, FLA 

RIGGING 
Beside Truloc swaging, the 
company does mechanical 
splicing up to 1 diameter 
wire cable. Handle complete 
line of wire, rope, and chain 
supplies and fittings. 


H.N. GILMAN & ASSOC. 
2010 NICOLLET AVE., MINN. 4, MINN 


INC. 





a= . 


CLIP-ON WINDSHIELD 
MIRROR 
tainless steel panoramic 170 


mirror clips on anywhere, has 
neoprene swivel, is corrosion 
resistant. Swivel absorbs shock 
and vibration, a necessity for 
water skiing. Price, $6.95. 


GLASTIC 
MARINE PRODUCTS CO. 
4321 GLENRIDGE RD 
CLEVELAND 21, OHIO 
TRIM STRIPS AND 
RUB RAILS 
Trim strips and rub rails are 
made of fiberglass reinforced 
polyester, with mahogany col- 
or molded in. Round rod, in 
a range of diameters, is also 
available for use as grab rails. 


E. F. GRIFFITHS CO. 

346 E. WALNUT LANE 
PHILADELPHIA 44, PA 
RACE-LITE SAILBOAT 
FITTINGS 
Featuring the combination of 
nylon and corrosion resistant 
18-8 nickel bearing stainless 
steel, Race-Lite hardware is 
custom designed for racing 

sailboats 


GRIFFITH RUBBER MILLS 
2439 N.W. 22nd AVE 
PORTLAND 10, ORE 

MARINE 
RUBBER PRODUCTS 

Included in the Griffith Ma- 
rine Line are Wise Pneumatic 
fenders, step plates, wet muf- 
flers, transom pads, motor 
pads, rub strips, deck mats, 
anchor snubbers and many 
other rubber products. 


HARDWARE DESIGNERS, INC. 
BOX 4, SOUTH HACKENSACK, N. J 


NYLSLIDES 

New | self-lubricating nylon 
tiller rope guide prevents fric- 
tion-wear and is corrosion- 
proof. It can be used in instal- 
lations requiring inboard con- 
trol with outboard motors 
rope guides in sail boats or 
wherever needed. Two models 
are available, permitting in- 
stallation on a wide frame or 
confined area 


WILLIAM H. HARLESS 
BOX 337, EAST MORICHES, N.Y 
HALYARD LATCH 
Halyard latch is intended for 
use with stars and all racing 
boats, is of stainless steel and 
complete with 1/16 halyard 
Headboard swings a full 180 

down wind. Price: $29.95 
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HARRISON'S MFG. CO. 
HARRISON, ME 


SWIMMING LADDER 
Two-step ladder has steps of 

hardwood, 16” long and 
spaced 12” apart. Lanyards are 
6’ and entire ladder rolls up 
for storage. Price: $1.50; addi- 
tional steps, 50¢ each. 


HERCULITE PROTECTIVE 


FABRICS 
661 FOURTH ST 
NEWARK 7, N. J 


HERCULITE SLIPSTOP 
Pressure-sensitive, non-skid 
decking material for sure foot- 
i is made of mineral par- 
ticles bonded to pliable sheet 
with pressure-sensitive back- 

Product comes in rolls 1 
and up can be 
d and applied to danger 

ich as decks, ladders. 


HY STYLES MARINE PRODUCTS 
DIV. OF 
HARDING CHEMICAL CORP. 


1423 FRANKLIN ST 
DETROIT 7, MICH 


BOAT RAILINGS 
ymplete line of 


fittings 


ind 


safety rails 
includes rails of 
triple chrome-plated brass 
u polished stainless steel 
and triple chrome- 
aluminum tubing, and 
ings of triple chrome-plated 

t bronze, cast al 
y and chrome-plated Zamac. 
] include 2-, 3- and 4- 
bow rails, flag staffs, 
and bow rail and 

assemblies. 


INTERNATIONAL CORD & 
THREAD CORP 
52-55 74th ST 
MASPETH 78, N. Y 


NYLON ROPE 
ICT Nylon Rope is built up 
from fine denier yarns using a 
4 step twist-on-twist process 
Rope will not harden or come 
apart in use. 


LAFAYETTE SUPPLY CO. 
WEST LAFAYETTE, OHIO 


LAFAYETTE R-W 
OARLOCKS 
Pin unit slips over oar to de- 
sired position and is securely 
tightened with wing nut. Price, 
$3.70 per pair 
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BOARDING LADDERS 
Line of ladders features ano- 
dized 1” tubular aluminum 
with hardwood steps and vinyl 
covered hooks. Ladders are 
available in 2, 3 and 4-step 
models. Prices: from $6.45 to 
$14.95. 


BOAT HOOK 
Hook is available in 3’, 4’, 6’ 
and 8’ models, has anodized 
aluminum shaft and cast alu- 
minum head, and is guaran- 
teed to float. Prices: from 
$3.25 to $6.25. 


LAMINATED 
SHEET PRODUCTS CO. 
449 NEPONSET ST 
NORWOOD, MASS 


SOLAR PORT 
Available in three sizes priced 
from $16 to $20 each, the La- 
minated Sheet Products Corp 
has available clear plastic 
domes, flanged and drilled for 
easy installation. A _ plastic 
gasket is provided with each 


unit 
® 


LARCO, INC. 

ROUTE 20 EAST 
PAINESVILLE, OHIO 
LARCO CONDENSER 
3-ton condenser unit consist- 
ing of Compressor-Motor Sec- 
tion and Water-Air Cooled 
Condenser Section. Chassis is 
split to facilitate installation 
CABIN UNIT 
Evaporator cabin units are de- 
signed to mount flush in bulk- 
head or available locker space 
One-half, one- and two-ton 
capacities. Larco conditioner 
is the only marine system on 
the market providing both air 
conditioning and heating uti- 
lizing the “Heat Pump” prin- 
ciple, for pleasure craft appli- 
cations. Six models are offered 
in five capacities priced from 
$2,250.00 for boats of 30’ to 65’ 

and above. 
* 


LEATHERWOOD MFG. CO. 
P.O. BOX 739 
CLARKSVILLE, TENN 


BEAVER BRAND PADDLE 


— 


No. 402 laminated paddle made 
from selected southern hard- 
wood lumber and western Sit- 
ka spruce. Prices range from 
$2.25 to $3.75 for 21’ to 6’ 
lengths. Varying length oars 
and paddles are offered by 
Leatherwood. 


MADISON MARINE CO. 
BOX 92, BRAINERD, MINN 
MARINE WIRING KITS 
Line of wiring kits includes 
supreme, deluxe and thrifty 
models with special marine 
wire and all terminals perma- 
nently insulated against cor- 
rosion in water. Kits are pre- 
assembled for installation, 
available for boats from 12’ to 
16’, and from 16’ to 20’. Extra 
switches and terminal blocks 

are available. 


SNAP CONNECTORS 
Chrome-plated solid steel snap 
connectors have heavy spring- 
steel snaps and can be used 
wherever a quick union is 
needed between loops, rings, 
eyelets or hooks on ropes, ca- 
bles, etc. They are available 
with %s” openings on models 
with 300 lb., 600 lb. and 700 lb. 
pull tests, and %” opening on 
model with 460 lb. pull test. 
Prices: from 45¢. 


MAGIC TOOLS, INC. 
991 WILLIAMS ST 
SAN LEANDRO, CALIF 


COLLAPSIBLE LADDERS 
The Magic Ladders fold com- 
pactly to take up little space 


in the boat. It will 
straight on an uneven boat. 
Available with 6, 8 or 11” 
hooks. Made of aluminum with 
hardwood steps. Price for 2 
step model, $11.95; 3 step, 
$12.95; 4 step, $15.95. 


ERNEST J. MAIWALD MFG. 
BOX 151, HUNTINGTON, N. Y. 
YACHT HEATER 
Combination open fireplace 
and stove constructed of heat 
retaining soapstone and 
bronze. Ideal for providing 
warmth below in early Spring 
and Fall as well as all cool, 
damp days of the yachting 
season. Small stove priced at 

$140. 


hang 


MANHATTAN MARINE & 


ELECTRIC CO., INC. 
116-118 CHAMBERS ST 
NEW YORK 7, N. Y 


EQUIPMENT 
The above company has an- 
nounced a new line of yacht 
blocks with shells made of 
nyrolene and the straps and 
eye of polished stainless steel. 
Two other new items are a 
new electric windshield wiper 
priced at $20 and available for 
6, 12, 24, or 32 volt operation 
and low amperage tankless air 
horns which are connected 
directly to a high speed com- 
pressor. 
& 


MCPHERSON, INC. 
4603 W. OSBORNE AVE. 
TAMPA 3, FLA 


MARINE TOILET 
The Jet Age toilet grinds sew- 
age by jet action of water and 
will pump sewage to height of 
10’ with 40 lbs. water pressure 
through %” tubing or hose 
Suggested price, $95, which in- 
cludes toilet, seat and manual- 
ly operated water valve and 


pump. 


MERRIMAN BROTHERS, INC. 
185 AMORY ST 
BOSTON 30, MASS 


WOOD SHELL BLOCKS 
Blocks for racing and cruising 
yachts are constructed of na- 
tive Ash, contoured and fast- 
ened with special bronze screw 
pins. Sheaves are made of 
bronze, fitted with bronze roll- 
er bearings and mounted on 
non-rotating pins. Blocks are 
available with single, double or 
triple sheaves. Company also 
manufactures complete line of 
aluminum spars for racing 
yachts. 


ROLLER REEFING GEAR 
Roller reefing gooseneck has a 
non-reversible worm gear ac- 
tuating mechanism giving 
enough power to reef while 
sail is nearly full. There are 
7 sizes available for boom di- 
ameters from 2%” to 7”, all 
made of high-strength bronze 
and stainless. 


ROLLER REEFING SWIVEL 
CLEW OUTHAUL 
Swivel clew outhaul elimi- 
nates all lines, blocks and 
cleats and adjusts foot of sail 
by means of a folding crank 
which operates a threaded rod 
Major improvement in this fit- 
ting is reduction of friction in 

the swivel band. 
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ROLLER REEFING GOOSE- 
NECK AND OUTHAUL 


New implified equipment i 


include rolle 
neck, ladder h« 


ind flag pole 


NORAMGREX 
MALDEN 48 


ORP. 
MASS 


EXTEN-A-BOOM 

ned to prevent tilting, 
and tugging, the Ex- 
tend-A-Boom adjust itself 
mechanically Several sizes 
available from $99 for small 


boats to 30 It. cruiser 


Desi 


lifti y 
Ai LINg 


OHIO STAMPING & MFG 
5103 LAKESIDE AVE 
CLEVELAND OHIO 


Co. 


MEDICINE CABINET 
Model number 510 is designed 
primarily for marine and 
ha helf guard rails to pre- 
vent bottles and break- 
ables from sliding out in slop- 
py weather llustrated price 
literature may be obtained free 
by writin the manufac- 
turer 
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ONEIDA MACHINE TOOL CORP. 
320 E. WALNUT ST 
ONEIDA, N. Y 


NOMAR BOAT HOOKS 
Floating boat hooks are avail- 
able in sizes, 4 and 6 


two 


with aluminum shaft and large 


hook 


both with resilient plas- 
ic orange coating >rices: 


$8.25 and $10.25 


PETERS AND RUSSELL, INC. 
517 W. LIBERTY ST 
SPRINGFIELD, OHIO 


“PAR-CLEAT” 
DECK FITTINGS 
Cleats are designed to 
and spring line 
knots line can be 
by looping or twist 
ver cleat, and rele: 
end. Cleat 
chrome- 
are packaged in 
and starboard, and avail 
in two size Price 3 


4-in $4.25 a 


hold 

finder with- 
it tyin 

cured 

ll on free 


ora 


“SKIPPER 
device for 
up or la 
movable 
boat 
rubber with 


manently 


HITCHES” 
ecuring, hang- 


hing down 


item of equipment 
Strap ol! 
tainless clip 
molded into «¢ 
Hitch can be 


different w 
( 


consist ot 


attached i1 
ays and will stretch 
louble length to hold item 
any size or shape. Price 
long, $1.95 for packet of 


18 long, $1.25 for packet 
o 
PHOENIX LOCK 


321 THIRD AVE 
NEWARK 7, NJ 


MARINE HARDWARE 
Established in 1873, Phoenix 
Lock Co. manufactures a 
list of brass and bronze 
hardware including govern- 
ment specification hardware 
They also make items to order 
or to blueprint 


PLYMOUTH CORDAGE CO. 
PLYMOUTH, MASS 


end 


co. 


long 


boat 


TILLER CABLE 

Cable has *%4,” diameter with 
average strength of 1,000 lbs 
Cable is resistant to cutting 
and abrasion, and to oil, gas 
water and weather, with ex- 
ceptional plastic adhesion to 
cable center, according to the 
manufacturer 


PURITAN CORDAGE MILLS 
MARINE DIVISION 
124 CABEL ST 
LOUISVILLE 6, KY 


ROPES AND LINES 
Line of equipment includes 
anchor, mooring and dock 
lines, sailing lines, water ski 
tow ropes and _ accessories, 
tiller cable and boating acces- 
sories and boat trailer winch 
ropes. 


RARITAN ENGINEERING CO. 
24 EAST McNEAL ST 
MILLVILLE, N. J 


HAND TOILET WITH 
CHLORINATOR 
complete 


toliet is 


line of 
offered 

non-metalic 
with vitreous china bowl 

Neoprene O ring seals elimi- 
packing nuts and glands 

iston dispenses 

vashers All 

can pe used 

Electro-Chem- 


marine 
made of 
Implex 


white 


1 Raritan 


ical Chlorinato1 


CHLORINATOR 
Raritan Electro-Chemical 
Chlorinator can be installed 
with any force-flush marine 
t Equipped with motor to 
pulverize all waste matter 
Authorized for use in areas 
that have prohibited use of 
toilets without chlorinators 
Available with 6, 12, 32, and 
115 volt Price $90. 


oilet 


moto! 


RITTER MARINE MFG. CO. 
120 WALKER ST., NEW YORK 13, N.Y 
MARINE FITTINGS 

item i holder 
for the line of gimbal 
Model No. 414T con- 
of clamp for table or arm 
rest mounting and gimbal ring, 
and No. 414BH, support for the 
bottle. All units of solid brass 
construction, chrome plated 
and with universal swing to 
keep bottle upright under any 
conditions. Price: complete 
unit, $4.50; same unit for bulk- 


mounting, $3.95. 


ROCHESTER ROPES, INC. 
CULPEPPER, VA. 
TILLER ROPE 

types of rope for marine 

nylon and plastic-coated 
tiller ropes, stainless steel 
rigging ropes and galvanized 
aircraft cable. Featured is til- 
ler rope composed of a gal- 
vanized carbon steel cable 

3/32” in diameter and coated 

with either nylon or polyvinyl 

chloride. Nylon-coated avail- 

able in 3/32”x5/32” and 3/32 

x3-1/16"” sizes, and polyvinyl 

chloride-coated in 3/32” x 


11/64”. 
a 


RUBBERMAID INC. 
WOOSTER, OHIO 
FLOOR DECK MATS 
Mats have ribbed design for 
fast draining and quick dry- 
ing Compound resists oil, 


grease and salt water. Prices 


New 


adapter 


bottle 


rings 


neaad 


All 
use 


front deck mat, 18” x 36”, $6.50: 
rear deck mat, 24” x 45”, $11.95. 
Utility deckmat 16”’x20”, $3.95. 


JOHN E. RUGGLES 
BOX 712, NEW BEDFORD, MASS 


RUGGLES ROPE 
Ropes available include nylon, 
dacron and polyethylene. Ny- 
lon is of virgin nylon, resists 
abrasion, excellent 
ibility and strength and is 
ailable in diameters of 
Dacron is made of spun 
vith low stretch for use as 
and halyards, in diam- 
ange ol n to The 
polyethylene rope floats, and 
is recommended for water- 
ropes and for dingy paint- 


Prices 5 


has flex- 


Nylon, from 5¢ to 
dacron, from 


yer toot 


48¢ per foot 


RUSSELL MFG. CO. 
400 E. MAIN ST 
MIDDLETOWN, CONN. 


ELASTIC MARINE CORDS 
Elastic cord, available in rolls 
in diameters from 3/16” to 

both salt and 
water and other forms 
of marine rot, and is made 
with multiple strands of rub- 
ber thread protected with a 
double braided cover of glazed 
yarn. Cord permits stretching 
up to 150 Terminal fasten- 
ers and locking rings with gal- 
vanized finish are available 
for *%s and " diameter 


cords 
@ 


SCOTT PORT-A-FOLD, INC. 
757 MIDDLE ST 
ARCHBOLD, OHIO 


Is resistant to 


fresh 


PORT-A-JOHN 
Portable folding toilet has % 
tubular aluminum frame ca- 
pable of supporting a 300-lb 
person, and full-sized stand- 
ard height seat of molded 
wood with white plastic finish 
Disposable plastic bags attach 
to germ-free poly-plastic ring 
beneath seat by a draw string, 
and 6 bags are packed with 
each seat. Price: $11.95. Extra 
bags available in dozen lots 
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SEISS MFG. CO 
385! SEISS AVE 
TOLEDO 12, OHIO 


NEW MIRRORS 
‘w panoramic re 
have been 
i Pennant 

ries. They 
full swivel. O1 
yunting 


indshield 


SHAW-PERKINS 
MARINE HEATING 
EQUIPMENT SALES CO 
BOX 285. WEST PITTSBURGH 
LAWRENCE COUNTY, PA 


MARINE AIR HEATERS 
Designed for smaller 
having 1 to 3 cabins 
Perkins Marine Air 
may be installed in lockers 
compartments, under bunks, 
and they have compact flex 
ible ductwork which delivers 
warm air throughout ca 
All models burn 


kerosene or gasoline 


e 
SHAW & TENNEY 


20 WATER ST 
ORONO, ME 
OARS AND PADDLES 
Ash oars and paddle 


available in a variety of 


f 
ind styles 


SHIPMATE STOVE DIV, 
RICHMOND RING CO 
SOUDERTON, PA 
CABIN HEATERS 
Open fireplace type heaters 
made of polished bronze, 
stainless and enameled 
cast iron are available for 
burning coal, wood, briquets 
or coke. Also, the Skippy cast 
iron heater is offered for coal, 
wood, or oil burning. The com- 
pany also has two sizes of cast 
iron, oil fired heating boilers 

for moderate sized vessels 


SIDDONS & SINDLE, INC. 
CENTRAL AVE 
ISLAND HEIGHTS. N. J 


HOLT-ALLEN HARDWARE 
Britain’s popular line of racing 
dinghy fittings are 
Of aluminum alloy 
tnese fitting 


htweight, and low cost. 


SMOKER LUMBER CO. INC. 
NEW PARIS, INDIANA 
ACCESSORIES 
The above company carries a 
complete line of 


FEBRUARY, 


boats 


Heaters 


areas 


steel 


available 
and nylon 


are functional, 


accessories 


1961 


including oars, copper tips, 
anchors, pier fittings, flag poles, 
boarding ladders, paddles, oar- 
locks, anchor pulleys, boat 
hooks, boat hook poles, and 
ski rope handles. 


SOUND YACHT SUPPLY, INC. 
72 DANBURY RD 
WILTON, CONN 


Heater operates with or with- 
out pressure, and operates on 
120 volt AC. It can be at- 
tached to any faucet, and new 
toggle permits hot or 
cold be drawn from 
the same faucet. Unit includes 
automatic upper temperature 
control thermostat to prevent 
overheating of unit or water 
Price: $27.50 Adapters areé 

unthreaded fau- 


switch 


water to 


] for 


+ 


cel 


vailable f 
Ss. 


STANDARD MARINE PRODUCTS 


CO 
3724 MERRICK ROAD 
SEAFORD, L.I., N.Y 


HAND WIPER 
A flip type triple chrome plated 
handle moves blade swiftly and 
easily. Unit can not jam or 
seize. Non-corrosive. Price, 
$6.75. Standard Marine Prod- 
ucts Co. manufactures a com- 
plete line of marine hardware 
and accessories. They special- 
ize in windshield accessories. 


STORM KING PRODUCTS CO. 


JAMAICA, N.Y 


WINDSHIELD WIPER 
Electric windshield wiper op- 
erates on 6, 12, 32, or 24 volts 
depending on model. Travel 
of blade can be adjusted to 
clean area of 12” and up to 25 

re. Prices start at $20 for the 
6 volt model 


SUDBURY LABORATORY 
SUDBURY, MASS 


SAFETY CABIN HEATER 
Aluminum heater has all heat 
vents protected with safety 
screens, and it is designed to 
be suspended from the cabin 
to about 2” above the floor to 
prevent upsetting in rough 
water. Price: $24.95. Company 
also offers double-action sky 
vents, tinted sky vents, Liquid 
Aqua-Clear for drinking water 
tanks, Sav-A-Tank Cartridges 
to protect fuel tanks from 
corrosion and Automatic Bilge 
Cleaner 


SWAN ENGINEERING CO. 
22-58 NELSON ST 
BLOOMFIELD, N.J 

TUBULAR BRIGHTWORK 
Swan Engineering offers a 
complete line of stainless tu- 
bular brightwork including cus- 
tom pulpits, standard bowrails, 
fiving bridge rails, standard 
ladders, deck rails, stern rails, 
and stanchions. Complete 
walk-around protection is 
achieved and installation is 
fast and easy 


SWANSON 
BOAT OAR FACTORY 
ALBION, PA 
ACCESSORIES 
company h: 


mplete line of 


above 
Oars, Var- 
i paddles and boat poles. 
ivailable are Swanson 
water skis ranging in 
from $22.50 to $37. The 
ny also has a line of wa- 
r ski tow bridles, tow bars, 
> vests and swim belts 


N. A. TAYLOR CO.,, 
GLOVERSVILLE, N. Y 


INC. 


LINE RELEASE 
New line attachment facili- 
tates attachment and release 
of all types of lines, including 
water ski and mooring lines 
temote control cable is avail- 
able. Prices: Release, $6.95; re- 
mote unit, $2.75. 
WINDSHIELD WIPERS 

Wipers available include elec- 
tric and remote hand models, 
with all parts of anti-corro- 
Sive metals. Deck mount elec- 
tric model has 11” contour 
blade with adjustable stainless 
steel arm. Frame model for 
conventional installation in 
wood framed windshields is 
also available, both with sealed 
12 volt motors. Remote hand- 
wiper has blade and arm 
mounting at base of wind- 
Shield and connecting to 
torque arm with flexible cou- 
pling. Torque arm connects to 
handle on dashboard. 


TOPCRAFT, INC. 
4207 MENLO DR 
BALTIMORE 15, MD 


SPACEMASTER FOLDING 
TABLES 
Wall-mounting folding tables 

are made from top quality 
lurnber core plywood with plas- 
tic laminate used on exposed 
surfaces and edges. Table are 
available in general and heavy- 
duty models, and also in do- 
it-yourself kits. 


A. W. THACKER CO. 
CLERMONT, FLA 


R1 HEATER-LANTERN 
Solid brass combination heater 
can be used to supply either 
warmth or 2,000 CP of light. 
Heater burns kerosene and 
makes no smoke or noise. 
Price: $33.90 


TRICO PRODUCTS CORP. 
817 WASHINGTON ST 
BUFFALO 3, N. Y 


MARINE HAND WIPER 
The well-known manufacturer 
of windshield products is of- 
fering this Marine Hand 
Wiper at $7.50. 


CHARLES ULMER, INC. 
CITY ISLAND, N.Y. 


PIMM SHEET 
Line will not stretch, shrink, 
kink or twist and will stay pli- 
able when wet with either salt 
or fresh water. Available in all 
sizes, either all Dacron ‘(outer 
braid and core) or cotton 


UNITY MFG. CO. 
2909 INDIANA AVE 
CHICAGO 16, ILL. 


CHIEFTAIN 
AND DEFENDER 

MIRRORS 
Chieftain is fully adjustable, 
with double shell construction 
and nylon shoulder joint. De- 
fender has sleek low look, is 
completely adjustable and uni- 
versal. Durable hand finish. 
Prices: Chieftain, $4.60; De- 
fender, $6.85. 


VAC-U-MATIC CORP. 
146 MOTT ST., OCEANSIDE, N. Y 





LOOKOUT TOWER 
Lookout tower is made of alu- 
minum tubing with wall 
thickness. All parts are salt 
water resistant. Platform is 
41” long by 22'4” wide. For- 
ward legs of tower measure 8’. 
Ladder is 10’. Complete tower 
weighs 72 lbs. Easy to as- 
semble. 
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BOW RAIL 
i1djustable swivel tee 
uprights to slant in 
any direction to complement 
line of boat. Section 
added any time to 
walk-around deck rail 
$69.50 


Rail ha 


and allow 


can be 
build 
Price 
Chrome Stainle teel, 
$79.50 


WAY-WOLFF ASSOCIATES INC. 
45-10 VERNON BLVD 
LONG ISLAND CITY |, N. Y 


HEATING AND COOLING 
SYSTEMS 

The above < 
ystem 


ymmpany provide 

y for yachts and 
commerci vessels over 50 ft 
in length. Based upon Hy- 
principles, the system 
use identical pipe lines to cir- 
culate hot water for heating 
and chilled water for cooling 

A brochure is av from 


the compan} 


cooling 


droni 


ailable 


WEST PRODUCTS CORP. 
BOX 797, NEWARK |, N. J 


NYLON MARINE ROPE 
Du Pont Nylon Marine Rope 
carries shock loads 7 times 
greater than manila of similar 
diameter. Prices on the nylon 


rope are $.15 for , $.25 for 


5/16 
is 1200 lbs 


$.35 for $.46 
and $.60 for 1 Price 
one foot length. Rope i 
dew and rot proof. 


* 
WHALING CITY MARINE CO. 


56 PROSPECT ST 
NEW BEDFORD, MASS 
SWIVEL EYE BLOCK 
& STRAP 


Model S-144 BS Swivel Eye 


e 


Block & Strap is made of 
tainless steel and is priced at 
$1.70. Fits rope diameter of 
Minimum breaking load 


WILCOX-CRITTENDEN 
DIV. OF NORTH & JUDD MFG. CO. 
MIDDLETOWN, CONN 


ACCESSORIES 
New items from Wilcox-Crit- 
tenden this year include Aqua- 
Flair deck fittings, Universal 
Anchor Chocks, forged bronze 
rigging turnbuckles and rede- 
signed Custom Stardust Steer- 
ers for 20 and 90 degree instal- 
lation for flange nut mounting. 
A 160 page General Marine 
Catalog is available for $1,and 
the Small Boat Fittings Cat- 
alog and Sailboat Fittings 
Catalog are offered for 25¢ ea. 


GALLEY EQUIPMENT 


FAITH MFG. CO. 
PUNXSUTAWNEY, PA 


EXPLORER HEAT-COOK 
PAK STOVE 

Portable stove omplete 

grill top, and available in both 

standard and deluxe models. 


Price: Standard, $2.39. 


with 
with 


THE GRUNERT CO 
P BOX 126 


ISBORNV N. J 


REFRIGERATION 
A variety of refr 
are off 


pany inciudl Wi 


tion uz 
red by DOVE 


1 
ter-coole 


61W model with ea wa 


a 
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condenser of Cupro-Nickel and 
naval brass, the air-cooled 115 
a.c. model 61 AC and the air- 
cooled model 61A. The com- 
pany also has a 115 V ac. air 
conditioning kit, model GA- 
800, that sells for $620. 


HOMESTRAND, INC, 
9 ADDISON ST 
LARCHMONT, N. Y 
ALCOHOL STOVES 
Stoves are available in 
and two-burner models, with 
choice of stainless body 
- steel body with gal- 
Features in- 
plated 
fed 


one- 


steel 
or regul 
vanized 
chrome 
ank, ravity 


clude brass 


bur! 


} 
ers 


flame-regulating knob, and 
guard rail to hold pans in 
place. Prices: from $16.80. 


ALCOHOL 
PRESSURE STOVE 
The Golden Mariner alcohol 
pressure stove has been on the 





market for several years. Easy 
to clean, no sharp edges or 
square corners, equipped with 
removable grates. Will accom- 
modate pots up to 11%” in 


diameter. 


MAGNA-KOLD CO. 
P. O. BOX 2385 
LOS ANGELES 28, CALIF. 


MAGNA-KOLD MARINE 
REFRIGERATING UNITS 
Unit is powered by use of 
boat’s DC electrical system or 
storage battery through per- 
manent disc magnets revolv- 
ing in absolute synchronism 
Unit is installed on ice boxes 
to convert them to mechanical 
refrigerators. Available are a 
% HP unit, and 1/15 HP unit, 
with Refrigerant 12 used in 

all units. 
a 


MAJOR INDUSTRIES, INC. 
505 NORTH LaSALLE ST. 
CHICAGO 10, ILL 


RANGE HOOD 

A cooking range hood that has 
no ducts, vents, and outside 
louvers is now available for 
boat galleys. The Nautilus No- 
Duct Range Hood uses the 
process of absorption of odors, 
fumes and smoke by activated 
charcoal filters. Available in a 
variety of sizes and finishes 


MARVEL INDUSTRIES, INC. 
STURGIS, MICH 


SPORTSMAN 
REFRIGERATOR 
available in a 


rigerator 1S 


4 cu. ft. size for 12 volt DC. 
and can also be used with 110 
volt Standard marine wet 
cell, 12 volt batteries can also 
be added to provide power for 
extended layovers. When 
docked a converter or battery 
charger can be used to operate 
the unit from 110 volt AC sup- 
ply. Maximum current de- 
mand does not exceed 5-7 am- 
peres. Door opens 90° even 
when mounted in a corner, 
and extra food storage space 
has been built into door. Freez- 
er space is enough for eight 
ice-cube trays 


McPHERSON, INC. 

4603 W. OSBORNE AVE, 
TAMPA 3, FLA 
MARINE REFRIGERATOR 
1.6 cu. ft. electric marine re- 
frigerator has minimum cur- 
rent drain. 72 hours without 
recharging battery. Easy to re- 

pair. Price $123. 


A 
MORPHY-RICHARDS 


232 S. VAN BRUNT ST 
ENGLEWOOD, N. J 


INC. 


ASTRAL REFRIGERATOR 
Portable refrigerator requires 
no special wiring and can be 
used on 6, 12, 24, 32, 110 or 220 
volts, with dual voltage fea- 
ture allowing any combination 
of 110 or 220 vol‘s with a les- 
ser voltage. It is also available 
for operation on gas. Dimen- 
sions are 3074” high, 21” wide 
and 22” deep. 


R. G. P. CO. 
BOX 1086, SAFETY HARBOR, FLA 


SEA COLD 
Refrigeration unit fits into 
any ice chest, and uses 12 or 
32 volts DC power. It is com- 
plete with copper tubing and 
can make a pound of ice in 
one hour. Compressor size 1S 
8%" x15%"x6'2”. Price: $169.95. 


REXO-THERM INC. 
986 EAST OGDEN AVE. 
NAPERVILLE, ILL 
ALCOHOL STOVE 
or dot 


} = th 
vailable as a single ible 
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the Sievert alco- 
burne! 
adjustable valve plus a 
built-in cleaning devise. A spe- 
cial feature is an adjustable 
pot holder for each burne! 
The tank and pump system is 
and the The 
> unit sells for $19.20 and 


burner $39.60 


SHIPMATE STOVE DIV. 
RICHMOND RING CO 
SOUDERTON, PA 


unit 
has 


burner 
hol 


and 


stove a silent 


brass base steel 


> double 


GALLEY STOVES 
hol, kerosen 


nd 


wide range 
il burning s 


} » iY 
imie It 


SPORTS SPECIALTIES CO 


BOX 126 CITY, IND 


COLUMBIA C 


: 
4 


TAYKIT PORTABLE STOVE 
Folding 
than min and 


any gasoline, 


stove sets up 1n ieSSs 


purns 
out- 


including 


board fuel, for nearly 2 hours 
It is housed in a stainless steel 
Price: $9.95. 


LAWRENCE STAHL & CO. 
RIVERHEAD, N. Y 


WIX GALLEY MAID 
Water heaters in 3, 5, and 10 
gallon sizes. Designed to op- 
erate from engine exhaust 
water while cruising and 110 
volt shore current while at 
dock 


case 


LASTCO 
Water cooled marine refrig- 
eration units for converting ice 
boxes to mechanical refrigera- 
tion. Made in four voltages, 
12, 32, 115, and 110 volts. 


SUBURBAN MARINE GAS 
SERV. DIV. 
SUBURBAN PROPANE GAS 


CORP. 
WHIPPANY, N.J. 


GAS COOKING KIT 
Two-burner gas cooking kit 
consists of Galley Chef gas 
range, 5-lb. refillable Subur- 
ban Marine cylinder of pro- 
pane, copper tubing, gas reg- 
ul with gauge, wrench and 
tank connector. Also available 
is “Built-In” two-burner 
unit for installation in 
counter top, as well as 
three- and four-burner units, 
10 gal. automatic water 
heater and other galley equip- 


ment 


E. J. WILLIS CO. 
MIDDLEVILLE, N. Y 


ulato1 


gas 
range 


1} 
aley 


gas 


ALCOHOL STOVES 
R-61 single burner and R-62 
double burner feature 
low pressure burners in stain- 
frames. Other fea- 
rear splash panels, 
pressure gauge, re- 
strainers and drip 


stoves 


less steel 
tures are 
operating 
movable 
pans. 


WINCHES & HOISTS 


CHISHOLM-MOORE HOIST 
DIV., COLUMBUS McKINNON 


CORP. 
TONAWANDA, N. Y, 


LODESTAR 
ELECTRIC HOIST 
Electric chain hoist in 's to 2 
ton capacities has push button 
control, is fully enclosed to 
protect all parts. Adjustable 
upper and lower safety limits 
Self-adjusting heavy duty 
brake. Special 30-minute rated, 


FEBRUARY, 1961 


cool running hoist duty motor. 
Operates on 115 volts. 


™~, 
(NX 


SF. 
A/ LO 
| GW ome 


} 
; 
7 


t 


v 


ao 


} 
xy 
r 


CYCLONE 

HAND CHAIN HOIST 
Made of aluminum alloy, 4 to 
10 tons capacities. Welded steel 
load chain furnishes maximum 
flexibility. Double sealed ball 
bearings at each rotating 
point. Quick-acting brake. 


FRED C. GOOD & SONS 
£21 W. GLENWOOD AVE 
PHILADELPHIA, PA 


GOOD 
AUTOMATIC WINDLASS 
Model A Good Automatic 
Windlass features built-in run- 
ning lights as optional equip- 
ment. Equipped with flagstaff 
hole. May be used to pull boat 
on trailer. For inboards or 
outboard from 16 to 60’. Other 
models of automatic wind- 

lasses available. 


HAWKEYE INDUSTRIES 
98 S. MAIN ST 
LONGMONT, COLO 


WORM GEAR WINCH 
Winch features all-steel con- 
struction and self-lubricating 
bearings. It may be mounted 
vertically or horizontally, and 
used as either manual or pow- 
er unit. It has 20 to 1 gear ra- 
tio, and 2,000 capacity. Other 

are available. Price: 


MANUFACTURING CO. 
139 W. CHICAGO AVE 
CHICAGO 22, ILL 


9 CAPSTAN 
Has 700 lb. pull and is 
equipped with a 2% HP en- 
gine. Used with manila rope, 
operator can hold the load, 
lower the load or pick up the 
load by tightening or loosen- 
ing wraps around the spool. 
Equipped with Briggs & Strat- 
ton air-cooled engines in vari- 
ous sizes and electric motors 
if desired. Unit weighs 226 lbs. 
and can be equipped with a 
bronze spool at additional cost. 


models 
$54.50. 


KING 
3 


‘ Price, $290. 


MANNING, MAXWELL & 
MOORE, INC. 
SHAW-BOX CRANE & 
HOIST DIV. 
MUSKEGON, MICH 


BUDGIT BLOCKS 
Budgit Aluminum Chain 
Blocks are a new concept in 
spur geared chain blocks. The 
design is simple, yet efficient 
and light in weight. All parts 
including brake are enclosed 
in a heavy aluminum housing 
A complete line of manual and 
electric hoists are offered by 
this noted company. 


MOTOR SLINGS 
These slings are made of Budg- 
it yellow parachute nylon, 
double sewn for extra seam 
strength. Heavy duty lifting 
eyes are cadmium plated to 
prevent rust. Three types are 
made to fit popular outboard 
motors. Prices start at $15.50. 


MAR MAR 
10513 E. FIELDCREST AVE 
EL MONTE, CALIF 


HEAVY DUTY WINCH 
Mar Mar Model BF heavy 
duty winch has 10’ remote 
control, spool for 300’ of 4” 
cable, brake and is priced at 
$132.50. With aluminum spool 
for 100’ of %” cable, $126.50. 


ROS-MARIN 


AB RUDOLF OSTERBERG 
POSTGIRO 50876 
STOCKHOLM C, SWEDEN 


WINCHES 
from this 
are two winches, a backstay 
winch with a 14 in. diameter 
wheel which was used on most 
of the Dragons axnd 5.5’s in the 
Olympics, and a sheet winch 
with a 6 in. diameter barrel 
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LIFE PRESERVERS, DOCK 
& FLOTATION EQUIPMENT 


CAN PAD & TEXTILE CO. 


EENFIELD, OHIO 


ad 


LIFE VESTS 
f { t¢ f tT cl 


FIC 


APCO ACCESSORIES 

A complete line of accessories 
are available from this firm 
including life jackets, cush- 
ions, ring buoys, life floats and 
buoyant apparatus fenders, 
motor covers, mooring buoys, 
sea anchors, lights, oil cans, 
water ski equipment and pool 
and beach iten 


DENNIS 
212 THIRTEENTH 
CANTON 4 


BOAT 
Fende1 e 
ind ava labl 
nd 4”x20 
ot, mildew 


ed 


FENDERS 


$4 25 
264 


NAUTICAL PLASTICS CO. 
BOX 930, CAMDEN 5, N. J 
MARINE ACCESSORIES 
Line of marine 
cludes plastic giant 
poly-float fender 
belts, water toys 
scoop port 
pennants, pla 
vilon and dacron |! 
ci equipment, boa 
I ind clean 


NOBLE PRODUCTS CO. 
CALDWELL, OHIO 


raits 


windows 


-% y 
3 le 


LIFE PRESERVERS 
Stock includes motorboat 
buoyant vests, U. S. C. G. ap- 
proved for use on motor boat 
of class A, 1 or 2. Exterior 
durable cotton fabric with ties 
and straps. Each vest pack- 

ed in a reusable plastic bas 
Jacket type life preservers in- 
clude balsa wood pre 
cork preservers, children’s 
wim vests, racing vests, ski 
belts and buoyant ci 
All are in attractive 


PETERS AND RUSSELL 
517 W. LIBERTY ST 
SPRINGFIELD, OHIO 


NN 
= 


“MOORING MAGIC” 
BOAT BUMPERS 
Par-Air pneumatic bumpers 
are of vinyl and can be hung 
vertically, horizontally or in 
any combination without re- 
tying. Resiliency can be var- 
ied as desired. Available in 
four sizes. Prices: 4”x12”, $4.25 
6"x15”", $6.75: 8”x20”, $14.50 and 
10”x26”", $22.50. Inflating pump 
is included when bumpers are 
purchased in sets. Also in “Hi- 

fluorescent fire orange 


RUBBERMAID INC. 
WOOSTER, OHIO 
MOORING SNUBBER 
Mooring Snubber of special 
rubber compound absorbs r ype 
trains caused by 


servers 


ishions 


colors 


INC, 


Glo 


water swells 


equipment in- 


bumpers, 
portable 


holes ma- 


and is tested to 2000 lbs. per 


inch tensile strength 
salt water, oil, or 


$2.95 
= 


MARINE DIV 
SALISBURY RUBBER PRODUCTS 
401 N. MORGAN ST 
CHICAGO 22, ILL 


Re- 
acids 


STANDARD CHAFE-GARD 
Standard Chafe-Gard is 14 

nd is easily installed on 
dock line while 
over the 
in the chock 


mooring or 
l in use 
line and center it 
ither thongs prevent shift 
Other lengths are offered 

i with Dock-Gard come 
Dink-Gard, which are designed 
to protect boat from un- 
necessary damage due to 


STERLING PRODUCTS, 
80 E. 6th ST 
ST. PAUL 


FOAM FENDERS 
Jumbo foam fender is 6” in 
diameter and 27” long. Comes 
complete with 6’ polyethylene 


Snap it 


voul 


INC, 


rope. Will not 
oak up water 
fected by 
weather 


mildew, rot or 
and is not af- 
gasoline, oil, sun or 
Price, $6.95. 


STYLE-CRAFTERS 
GREENVILLE, S. C 


AQUA-FLOAT CUSHION 
Novel features of approved 
cushion is that it can be per- 
sonalized by using ball point 
pen to write owner’s name ol 
initials below crest design 
Company also offers line of 
vest and belt type preservers 


SUDBURY LABORATORY 
SUDBURY, MASS 


BOAT FENDERS 

Boat fender protects both rail 
and gunwale by riding above 
and outside the rail, prevent- 
from pilings, et 
Fenders are lightweight, float 
in water, resilient and will not 
mildew or stain. 


ing damage 


ANCHORS & MOORINGS, 


AIR CRUISERS DIV. 
GARRETT CORP. 
BOX 180, BELMAR, N. J 


NORTHILL ANCHORS 
Northill anchors are available 
in 3, 4, 6, 8, 13, 22, 27, 40, 45, 
65, 67, 85, 107 and 130 Ib sizes 
Anchors are made of malleable 
iron and fabricated steel sheet 
Prices: from $5.85 to $153. 


ALBINA ENGINE AND 


MACHINE WORKS 
2100 N. ALBINA AVE 
PORTLAND 17, ORE 


MODEL #5 
ANCHOR WINDLASS 
Windlass is available for 12, 
24, 32 or 115 volt DC electric 
surface. Company also offers 
6 other windlasses, hand and 
electric, as well as davit 
winches and the Albina Power 
Take-Off. Model 5 windlass is 
ivailable in bronze ghs 120 


wel 
lbs. and can be used for hand- 


ling anchors up to 75 Ibs 
Choice of two motor sizes is 
offered 


ANCHORMATIC CO. 
LAKE OZARK, MO 


ANCHORMATIC 
Anchormatic completely 
mates the anchoring proce- 
dure. For use in fresh or salt 
water. Suitable for boats from 
30’ to 55 Features safety 
clutch, power unit, automatic 
chain washer, automatic con- 
trol, stiff-leg support, and ex- 
tending hawspipe. Model 30A 
priced at $595 


BENSON'S ANCHORS, 
316 S. ORCHARD RD 
SYRACUSE 4, N. Y 


auto- 


INC. 


- 

ANCHOR CLIP 
Simple to use: the anchor 
slides in, slides out—no clamps, 
no springs, no strings. Pro- 
vides safe and dependable 
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firm-clasp grip. Can be at- 
ached to transom exterior 
rear of seat back: interior side 
of boat: under forward deck- 
ing or other places on craft. 
Prices range from $2.90 to 
$6.20 


PONTOON DAVIT 

Especially designed for use 
on pontoon boats and cata- 
marans. Safely stows anchor 
under decking, leaving topsides 
free and clear without obstruc- 
tion. Can be pulled up or 
dropped clean and simply 
Pontoon Davit sells for $29.60 
and the under deck pulley 
available for $4.00 


ANCHOR LINE GUIDE 
Free-running Anchor Line 
Guides are mounted on deck 
to allow anchor line to run 
freely around the contours of 
windshield, cockpit, etc 
Spins free Price, 
$6.00 


cabit 


will not bind 


SNAG-PROOI 
Sink digs fast and holds 
fast Ring” slips back along 
shank to crown. Anchor backs 
itself out easily and surely 
quickly flips over to 
“drop This auto- 
matic reset keeps the Bensor 
Anchor always ready for 
choring 


ANCHOR 


fast 


+ha 
then 


position 


CAPSTAN 
power. With a turn of 
around the Capstan, 


Electric 
the rope 


5 
2 


> .- 


Cl 


— 


" 
‘ 


take up slack on the line and 
anchor comes up quickly. Can 
be used for kedging, docking 
trailer winching, block and 
tackle, boat hoist, etc. Price: 
$140.00. 

a 


CAMPBELL CHAIN CO. 
YORK, PA 


RED KOTE ANCHOR CHAIN 
Chain is furnished in two sizes, 
4” x6’ and 4,” x 6’, with each 
link encased in rubber. Chains 
are complete with oversized 
links on each end for shackle 
insertion, and will not mar 
decking. Prices: 4” chain, $9; 
54,” chain, $10 


DANFORTH ANCHORS 
192 MIDDLE ST 
PORTLAND, ME 
DANFORTH LIGHTWEIGHT 
TYPE ANCHORS 
Full line of lightweight an- 
chors in 39 sizes from 2% to 
20.000 lbs. Smaller sizes made 


FEBRUARY, 1961 


of alloy steel and larger sizes 
of cast Also availible 

mooring anchors, anchor 
chocks, stowaway anchor hold- 
el and other anchors and 


products 


DENNIS CO 
212 THIRTEENTH ST., N.E. 
CANTON 4, OHIO 


steel 


DENNIS 
SELF-LOCKING 
Features of 


ANCHOR 
self-freeing an- 
chor include movable handle, 
free-sliding ring and flukes 
designed to lodge in mud, sand 
or rock. Anchors are hot dip 
galvanized. Prices: Model A4 
4 lbs., $6.50: Model A8, 8 
lbs., $11.50 and Model Al3, 13 


Ibs., $16.50 


KANMAN'S 
BOX 44, BRYAN, OHIO 
KANMAN ANCHOR 
Do-it-yourself type anchor of 
high impact polystyrene plas- 
tic is in kit form. Protects 
against marks and scratches 
and will not rust or discolor. 
Has tip bottom that digs and 
holds boat securely. 


MAGIC TOOLS, INC. 
991 WILLIAMS ST 
SAN LEANDRO, CALIF 


ANCHOR RETRIEVER 
The anchor retriever may be 
used with any anchor with a 
flat or round shank to one 
inch. It makes the retrieving of 
anchors easy, as it slides along 
the shank allowing the anchor 
to be pulled out backwards 
The retriever makes a chain 
unnecessary. Weight of re- 
triever, 6 lbs., price $4.95. An- 
chors are available in several 
sizes in aluminum or steel 
Priced from $7.95 to $17.95 


MAX PILLOW CO. 
DYERSBURG, TENN 


RUBBER BOAT ANCHOR 
Anchor is available in three 
sizes, and has metal core en- 
closed in rubber, with solid 
rubber hooks. It is offered in 
7 Ilb., 14 lb. and 24 Ib. sizes 
Prices: $7.95; $12.95 and $19.95. 


ONEIDA MACHINE TOOL 
320 E. WALNUT ST., ONEIDA, N. Y. 


NOMAR ANCHORS 
Plastic coated, bright orange 
color, modified Navy type de- 
sign. Prevents marring of hull 
and deck, quieter stowage, no 
rusting, cleaner and easier to 
store. Model A-5, 5 Ib., $5.75; 
Model A-10, 10 lb., $9.00; Mod- 
el A-15, 15 Ib., $12.00; A-30, 30 


lb., $54.95 


ROSSELLE ANCHOR 
126 S.W. 2ND ST. 
MIAMI, FLA 


SAFETY ANCHOR 
Available in sizes from 3 to 60 
lbs. and priced from $5.40 to 
$59.80 these anchors are made 
of galvanized structural steel. 
Self-tripping, they are also of- 
fered in sizes up to 250 lbs. on 
factory order. 


SEA SPIKE ANCHORS 
994 FULTON ST 
FARMINGDALE, N. Y. 


ANCHORS 
Sea Spike anchors have a cen- 
ter section used as a trip. To 
release, the boat is pulled di- 
rectly over the anchor which 
releases it. For rocky bottom, a 
ring and pin assembly can be 
added. Prices range from $6.50 
for the 4 lb. size to $55 for the 


55 Ib. size 
ae 
TRANSCONTINENTAL 
SALES CO. 


3072 W. PICO 
LOS ANGELES 6, CALIF 


PARA-ANCHOR 
Para-Anchor is made of spe- 
cial high-tensile, high count, 
low porosity Nylon. It is 24’ 
in diameter, sewn with Nylon 
thread and has 24 all-Nylon 
suspension shrouds with 
enough strength for holdings 
the boats. Unaffected 
when stowed wet. Price is $29.95. 


largest 


WILCOX-CRITTENDEN DIV. 


NORTH & JUDD MFG. CO. 
MIDDLETOWN, CONN. 


CQR PLOW ANCHOR 
CQR plow anchor is made of 
Federated Tenzaloy, a high- 
strength, self-aging alloy, and 
is available in three sizes, 4% 
ibs., 7 lbs. and 14 lbs. 


‘BOAT SEATS 


ALSTON ENTERPRISES 
2971 HARRISBURG RD. NE 
CANTON 5, OHIO 


MODEL 13R 

Swivler boat seat is designed 
for all tank-type seats, with- 
out attachments, and has steel 
frame and carriage, vinyl up- 
helstery, and Magi-Clamp, cov- 
ered with rubber to protect 
boat finish. Price: $13.95. 


MODEL 7950T 
Seat swivels full 360° and has 
tubular back construction 
Features include nylon bear- 
ings, snap-in seat pad and 
rubber cushions to protect 


seat is fastened to. 


$7.95. 


surface 
Price 


MODEL AC-8950 
Aluminum-framed deck chair 


f 


features a vinyl-coated seat 
that is double stitched, wipes 
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for amping 


flotation 


shrink 


ir 
high 


rot 


20 


in and 
1eW 


Price 


mil 


j 
iui 


CAMPBELL MFG. CO., INC 
ELLOR ROW 
TEXAS 

UNIVERSAL SEATS 
ffered includes “Seat-N- 
1 back-to-back sea 
6’ bunk 
at and 


Prices 


SHAN 


DALLA 


es GARELICK MFG. CO. 


ST. PAUL PARK, MINN 


PORTABLE CHAIR 


t 


na convert 

Back-to-Back 
Solo a single 
from $39.95 


€ 
eat 


COMFORT CO 
200 SO. 7th ST., ST. LOUIS 2, MO, 


~ 


The Mitey Mate 
new portable chair utilizing an 
folding frame 
cushions 


white, 


Super a 
ill-aluminum 
and molded Royalite 
It red, 


an 


ivailable in 


blue col 


is 


d 


556 PILOT 
IR 


MODEL NO 
CHA 


f 


RUBBER CO 
N AVE 
OHIO 


GENERAL 
60 


NAUTOFLEX 
SUSPENSION SYSTEM 
t ispen 


ion y 


120 


1D 


GOLD MEDAL 
FOLDING FURNITURE CO. 
1700 PACKARD AVE 
RACINE, WIS 


CONTINENTAL BOAT CORP 


MIAM FLA 


FISHING CHAIR 


SWIVEL 
Molded fiberg] vivel } 


CHAIR 


hair 
nal 


35Y YACHT 


traditional 


NO. 
Thi 
tured with 
haped arm 
zinc plated 
chrome plated brass ha 
mahoganitone finish over se- 
lect hardwoods, built-in rubber 
cushioned feet and available 
of canvas covers in 
rreen, blue, yellow, o1 
nia on the 


from 


aware 


khaki 


red ith yacht insi 


cn ALi Ois 
back cover. Prices range 
$17.80 to $27.80 depending on 
type of hardware 


LAFAYETTE SUPPLY CO. 
WEST LAFAYETTE, OHIO 


ESCORT DECK CHAIR 
Aluminum chair is of 1” 
O.D. aluminum tubing and 


SEATS 


includes 


deck 
models 


canvas 
storage. 


has weather-resistant 
seat, and folds for 


Price: $8.95 


DELUXE DECK CHAIR 
Sturdy construction, nautical 


appearance, small size, without 
sacrifice of comfort, plus easy 
folding for stowing in small 
spaces. Size 25! high, 
Price $10.95 


M & G SHEET METAL CO. 
313 VAN SINDEREN AVE 
BROOKLYN, N. Y 


99 


wide 


DECK CHAIR 

Chair is made of 1” polished 
luminum tubing and has can- 
seat. Seat folds, and 
7S are rubber-tipped. Com- 
iy also offers aluminum 
rding ladders, plastic fog 
horns, hand boat pumps and 
foam filled buoys 


MILWAUKEE STAMPING CO. 
DEPT. B 
MILWAUKEE I4, WIS 
FOLDING TABLE-CHAIR 
The Handy table and chair 
combination is ideal for use 
boats for carrying on 
boats to be used for shore pic- 
Folds compactly to 
size. Four 
Price, $32.50 


POMPANETTE PRODUCTS 
1719 SHENANDOAH ST 
HOLLYWOOD, FLA 
FISHING CHAIRS 
Two small fishing chairs are 
available in eight differen 
styles, and are full-swivelin 
folding chairs made of ano- 
dized aluminum with stainless 


vas sling 
les 
nan 


NO 


on or 


1° 
iug- 


one 


11CS 


gage seats in 
unit 


Aili 


t 


steel fittings. They can be used 
with permanent deck plate 
mounting for 4-leg Quad base, 
and are supplied with or with- 
out brass gimbal assembly. 
Pilot seats are also available 


CIRCULAR STOOL 
Demountable 12” stool swivels, 
is foami padded and covered 
with waterproof plastic. It 
mounts on manganese bronze 
arm, dovetailing into a man- 
ganese bronze fitting perma- 
nently flushmounted on side 
of cockpit, flying bridge or mo- 
tor box. Price, $31.80 


MARINE CHAIRS 

New addition to line of 38 ma- 
rine chairs is the Pompanette 
Fiber-Glass Chair, which is a 
full swivelling, wobble-proof 
bucket-type chair available in 
white, red or blue fused-in 
colors. 


SCOTT PORT-A-FOLD, INC. 


ARCHBOLD, OHIO 


HELMSMAN SEAT 
Aluminum folding helmsman 
seat is available for port 
starboard mounting, with tub- 


or 


aN 


seat support 
bulkhead 


ular U-shaped 
mounting on 
coaming. Seat is adjustable to 
height and distance from side 
of boat, and swivels 360°. Also 
available as non-swivel model 
with without vertical seat 
upport which rests on cock- 
pit or aft decking. Arm rests 
optional on all models. Prices 
from $35 to $57.50: arm rests, 
$15; folding foot rests, $11.95 


or 


or 


PILOT SEAT 
base pilot S¢ 
aluminum, hi: 


= 


al 1S 


up- 


Pedestal 


made of 


is 


a 


_ 
e 


holstered seat and backrest, 
and swivels 360 Seats are 
available with or without arm 
rests or folding footrests 
Prices: from $91 to $108.50 
Foot rest, $19.95 
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SEA LAWN PRODUCTS CO. 
P.O. BOX 716 


LONG BEACH, L. |., N.Y. 


FISHING AND BOATING 

EQUIPMENT 
Line of equipment includes 
fishing chairs, pilot and helms- 
man seats, deck and yacht 
chairs, rattan furniture, board- 
ing ladders, ship’s wheels, mir- 
rors and picture frames and 
hardware and chair accesso- 
ries 


N.. A. TAYLOR CO., INC. 
GLOVERSVILLE P-55, N. Y 


SPORTSCHAIR 

The new SportsChair is de- 
signed for comfort on boats or 
at the beach. Aluminum con- 
struction. Weight 3 lbs. Avail- 
able in red, blue, yellow or 
black. Zippered replacement 
canvas covers are also avail- 
able. 


TELESCOPE FOLDING 


FURNITURE CO. 
GRANVILLE, N. Y 


FOLDING 
Mahogany 
seat and 
screws, on 


CHAIR 

stained hardwood 
backs, with 
a polished 1 
minum frame fitted 
stainless steel and 
hardware-fasteni 
mahogany fin., 


brass 
alu- 

with 

aluminum 

gs. Price: 

$23.20. 
YACHT CHAIRS 

line of wood and 


cnalrs, stools 


196b 


Full 
num 


FEBRUARY, 


with rubber-tipped legs to pre- 
vent marring deck Wood 
chairs have mahogany frames, 
and chrome-on-brass 
hardware, and rubber-tipped 
back posts: aluminum chairs 
are smudge and corrosion re- 
sistant, mahogany hardwood 
parts. All fold away for stor- 
age. Prices and details on re- 
quest. 


brass 


TUCKER DUCK AND RUBBER 


CO 
515 GARRISON AVE 
FORT SMITH, ARK 


DIRECTOR-YACHT CHAIRS 
Folding chairs feature south- 
ern hardwood frames and 18 
oz. canvas. Standard seat is 
16” high, but can be furnished 
in “lowboy” style for boat use. 
Frames are either varnished 
or white lacquered, and steel 
galvanized or brass hardware 
can be specified. Private in- 
Signia or name extra. 


WOODSTOCK 
METAL PRODUCTS CO. 
542 WASHINGTON ST 
WOODSTOCK, ILL 


BOAT SEAT 
Boat seat has left to 
backward and forward 


right, 
move- 


ment, and swivels'360°. It has 
lightweight metal frame and 
seat and back covered in plas- 
tic fabric. 


MODEL 12 BOAT SEAT 
Back and seat are of contour- 
molded fiberglass riveted to 
all-metal frame. Seat is light- 
weight, folds and swivels, and 
is completely water repellent 
Company manufactures other 
boat seats, including folding 
Swivel seat, folding seat and 


stadium seat. 


CANVAS & COVERS, 
TOPS & WINDSHIELDS 


CAMPBELL MFG. CO., INC. 
9106 CHANCELLOR ROW 
DALLAS 7, TEXAS 


SEE” 


CONVERTIBLE 
Line of convertible tops in- 
cludes five models, made of 
“Campbel-Lon” fabric, duck 
and fiberglass, in a hardtop 
model. Some are equipped 
with detachable side curtains, 
and have either. steel or alu- 
minum frames. Tops come in 
5’, 6’ and 7’ lengths for 58” to 
84”. Fiberglass hardtop fits 
any runabout in the 14’ to 20’ 
class, and raises above wind- 
shield for ventilation. Prices: 
Fiberglass model, from $149.50 
to $217.50; others, from $39.95 


BOAT TOPS 


BOAT COVERS 
Covers available include 4 
models in variety of fabrics, 


with or without motor covers 
Fabrics used are “Campbel- 
Lon” marine fabric, rot, mil- 
dew and water-proof, and 
“Sea Spray Green” fabric, mil- 
dew and moisture resistant. 
Prices: from $36. 


DEL-TEX MARINE PRODUCTS 
P.O. BOX 1440 
FORT WORTH, TEX 


ACCESSORIES 

A complete line of canvas 
products including custom de- 
signed convertible tops, side 
curtains, back drops and boat 
covers. Matched sets of wind- 
shield and tops designed for 
your particular boat. Descrip- 
tive literature from the com- 
pany upon request. 


EUREKA TENT 
AND AWNING CO 
35-37 STATE ST 
BINGHAMTON, N.Y 


INC, 


UNIVERSAL BOAT COVERS 
Covers are complete with 
windshield and box type motor 
hood, and available in 7.68 oz 
boat drill and 40” 10 oz. army 


choice of five 
lengths. Prices: from $20.65 
Company also manufactures 
standard and custom-made 
covers. 


duck, in a 


WRAP-AROUND 
WINDSHIELD 
Panoramic curved universal 
plexiglass in 6 widths and 3 
heights; equipped with triple 


plated chrome brackets, white 
deck moulding, and chrome 
trim. Shaped and pre-drilled 
Prices from $27.85. Side, center 
brackets extra. 


GENERAL TIRE & RUBBER CO. 
TEXTILEATHER DIVISION 
607 MADISON AVE 
TOLEDO 3, OHIO 


NAUTOLEX 
Supported vinyl marine fabric 
is available in variety of pat- 
terns and colors and can be 
used to cover decking and 
flooring, cabin interiors and 
tops and ship sides, upholstery, 
and as spray curtains, flying 
bridge covers and decorative 
inserts. Decking and flooring 
fabrics will not oxidize, be- 
come brittle or crack, chest or 
blister 


HERCULITE PROTECTIVE 


FABRICS 
661 FOURTH ST 
NEWARK 7,N. J. 


HERCULITE MARINE 
All-weather fabric of vinyl- 
coated nylon is available in roll 
form for use as boat canopies, 
buoyant cushions, side cur- 
tains, upholstery and mooring 
covers. Fabric is mildew- and 
rot-proof, will not stretch or 
shrink, and is waterproof and 
birdproof. In 5 sun-proof col- 
ors, with white. 


LAFAYETTE SUPPLY CO. 
WEST LAFAYETTE, OHIO 
BOW SOCKETS 
Stamped aluminum sockets are 
attached to top inside edge of 
gunwale opposite each other 
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with screws that are furnished 
2 to 4 pair of these boat cover 
sockets are needed, depending 
the size of boat. Can also 
used on a trailer or small 
truck Available natural 
aluminum or anodized aiuml- 

he olors of biue 


Price $1.00 


De 


and 


ADJUSTABLE COVER 
BOWS 


a 


NATIONAL 
CANVAS PROD. CORP, 
745 FRANKLIN AVE 


BOAT 
top 
re stant 
26 ounce V 
ol ire wnl 
black underlini 


chrome plate 


TOPS 


made 


are 


SEABREEZ MARINE 
DIV. OF 
HILL ENGINEERING CO 


TERLING 


PRODUCTS 


SEABREEZ HARDTOPS 
Fiberglass hardtops ] 


ned to fit most 
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abouts ranging from 14’ to 20’ 
in length. Tops tilt back for 
easy boarding and docking 
Exterior surfaces have white 
molded-in finish, while inte- 
riors are spray coated with 
black and white speckle. Tri: 

aluminum and hardwa! 


Amalloy 


STANDARD PRODUCTS CO 
P 


ORT CLINTON, OHIO 


STANPRO WINDSHIELD 
StanPro glass wrap-around 
windshields come in size f 
60, 63, 66, 72, and i 
3ottom edge of frame 

irved to fit deck contour 
ing 325-inch radius. 


76 inche 


N. A. TAYLOR CO., INC. 
14 W. 9th AVE., GLOVERSVILLE, N. Y 


BOAT COVERS 
Stock models available for 
boats with or without a wind- 
shield. Made from 10.10 
U. S. Army Duck Vivatex 
ited for weather resistan« 
Aqua Grey color. Double 
titched with Orlon thre: 
Also j rice 


hoods i 
2907 1) 
$28.75. Fla 


tre 


motor 
Ss and penn 


1 } 
uSO avaliable 


SPORTSHIELD 
xiglas windshield available 
in 12 15 17”, and 20” hts 
In varying width wing tips 
Priced, from $26.95. Free cat- 
ilog available 


SPEEDSPORT WINDSHIELD 
New 1961, this windshield 
has a heavy automotive type 


for 


on —, 
a 
>...” 
polished aluminum framing 
and hidden fasteners. White 
vinyl and polished aluminum 
wiring brackets provide a firm 
seal with the deck. 


BEDFORD CO. 
CARLSTADT, N. J 


SATELLITE BILGE PUMP 
New pump automatically bails 
boat while moored, with nat- 
ural wave and wind action of 
boat against mooring line set- 
ting pump in motion. Pump 
capacity of 192 
24-hour pe- 
composed of two 
and Bilge 
tant to cor- 
water, oil and 
Model 400 is recom- 
mended for all boats up to 20’. 
Price, $23.95 


hi bailing 
during a 
Pump is 
Diaphragm 
and is resi 


of salt 


ullons 


riod 


oline 


BLACK PANTHER TOOL CO 
\V 


ISION OF EZ PAINTR CORP. 
405! S. IOWA AVE 
MILWAUKEE 7, WIS 


VACU-JET BOAT BAILER 
Automatic boat bailer and 
cleaner draws out from 3 to 5 
gallons of water a minute, and 

made of plastics and clear 
vinyl tubing. Unit fits any out- 
board motor except 3 hp Fish- 
erman’s Drive, and is simple to 
stall. Price, $2.98 


CROWELL DESIGNS, INC. 
P.O. BOX 21, 2106 BRIDGE AVE 
POINT PLEASANT, N. J 


MODEL D PRESSURE PUMP 
Length, 14”; width 5%’ 
! 612". Capacity to 500 
per hour, with pressur‘s 

on 25 lbs., off 40 lb 
elf-priming pump use 

DC voltages—l;, hp, and 
has positive displacement 
Also availiable in 110 v. A.C 
Price, $115. Separate pressure 


< necess price, $42.50 


D 


ary 


DE PERSIA 
GRAND HAVEN, MICH. 


AUTOMATIC BAILER 
Mounts on boat bottom near 
stern, functions automatically 
by vacuum from boat’s move- 
ment through the water. Ma- 
chined aluminum casting, an- 
odized and dichromate sealed 
Seal rings and valve seat of 
Neuprene; solid Polyethlene 
check ball automatically closes 
bailer when speed is reduced 
Safety cap for securing bailer 
when boat is on mooring. 


ELEKTRO DRAIN CO. 
BOX 5! 
FORT DODGE 


ELEKTRO DRAIN 
Drain allows complete drain- 
age control of boat by pushing 
button on dash. Unit operates 
while boat is in motion and is 
available for 12 volt systems, 
with 6 volt models available on 
special order. It fits all one- 
inch drains on electric start- 
ing motor-operated fiberglass, 
veneer, aluminum or wood 


1OWA 


5 ./ 
M a 

Ne 

boats with flat bottoms, or dis- 
placement hulls. Price: $29.95, 


ire not included 


FEATHER CRAFT, INC. 
450 BISHOP ST.. N. W 
ATLANTA, GA 


BILGE DRAIN 
Swirlo polished aluminum 
boat bilge drain will suck 
water completely out of mov- 
ing boat. Free drain while in 
drydock, < trailer storage 
Price is $l 


_ 
I 
‘e 


5. 


W. G. FEIK MARINE PRODUCTS 
1809 AFTON ST 
HOUSTON 24, TEXAS 


Mn 


TRANSOM DRAIN 
construction to this 
transom drain 
threaded rod 
cone plug into 
Spring holds 
open posi- 


brass 

or well 
which has a 
that forces 
transom sleeve 
neoprene plug in 
tion. Price is $5.95. Company 
also offers winches, bait well 
circulators, and various other 
models of transom drains. 


L. GUTA & COMPANY 
21 HARRISON PLACE 
CLIFTON, N. J 


CHEKVAL 
Chekval is a non-corrosive 
completely automatic transom 
drain check valve. It is avail- 
able for 74 in. and 1 in. holes 
and is priced at $3.50. 


HUBER INDUSTRIES, INC. 
4960 HILLSIDE AVE 
CINCINNATI 33, OH'O 


LIQUID LIFTER 
Designed to pump 360 gal. an 
hour with a portable electric 
drill, the pump is molded of 
Dupont nylon and uses a Neo- 
prene flexible vane impeller 
The kit, with basic pump and 
accessory tubes, retails for 
$19.95 
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JABSCO PUMP CO. 
1485 DALE WAY 
COSTA MESA, CALIF 


SELF-PRIMING PUMP 
MODEL 7420 

-priming pump is of bronze 
struction and designed for 
foot-mount installation. Pump 
is equipped with mechanical 
shaft seal and replaceable seal 
seat, reversible wear plates, 
ball-bearing sealed and lubri- 
cated. Feature include elf- 
priming at all speeds with ver- 
tical dry suction lift approach- 
ing 15 feet; a neoprene 
lor, and unit is de ned to 
operate up to 2450 rpm, deliv- 
ering 72.5 GPM against a 10- 
foot head Dimens 


6’ x7%" x5 


Self 


con 


impel- 


ions are 


KENCO PUMP DIVISION 
AMERICAN CRUCIBLE 


PRODUCTS CO 
1305 OBERLIN AVE 
LORAIN, OHIO 


MARINE BILGE PUMP 
Pump for all pleasure craft 
including deeper draft sail and 
power cruisers has capacity of 
660 gallons per hour at a 3-foot 
head and 360 gallons per hour 
at a 10-foot head. It will re- 
move fluids up to a 16-foot 
head. Pump requires 4” 
clearance and can be mounted 
in four different positions. All 
electrical components are 
sealed in non-conductors, and 
pump is designed for 6, 12 and 
32-volt operation. 


KOSTER ENTERPRISES 
R. D., CALFON, N. J 


REMOTE BILGE PUMP 
CONTROL 
Bilge Boy starts and stops bilge 
pump automatically by remote 
control. No electrical equip- 
ment in bilge. Easy to install 
Price $18. 
& 


LITTLE GIANT PUMP CO. 
P.O. BOX 7025 
OKLAHOMA CITY, OKLA 


ELECTRIC BILGE PUMP 
Available in 6 or 12 volt D.C 
and 110 volt A.C. models 
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, the 


Little Giant operates when 
completely under water. Can 
be used around the doek as a 
sump pump, to aerate minnow 
buckets, and aquariums and 
for movement of boating fuel 
in and out of tanks. Price 
range, $19.95 to $31.95 


LONGPORT MARINE CO. 
26th AVE. & BAY 
ONGPORT, N. J 


BILGE PUMP 

The Lovett Bilge Pump utilizes 
the principle of sealing out 
water from the electrical parts 
with an air lock. Other fea- 
tures of the pump are a plastic 
case to prevent electrolysis, a 
large screen area and a low 
electrical current consumption 
It has a capacity of 550 gals 
per hour 


MOELLER MFG. CO. 
2335 DURAND AVE. 
RACINE, WIS 


BAILER PLUGS 

Line includes different sizes, 
models and variations of 
Snap-Tite and Turn-Tite boat 
bailer plugs, for use in wood, 
aluminum and fiberglass boats 
Plugs are of marine brass and 
stainless steel, with neoprene 
seals, in both regular and 
heavy-duty types. Safety 
chains are provided with all 
plugs, except the all-aluminum 
models Flanging tools are 
available for installing brass 
and aluminum drain tubes. 


PETERS AND RUSSELL, 
517 W. LIBERTY ST 
SPRINGFIELD OHIO 


“GALA” GALLEY 
AND LAVATORY PUMPS 
Pumps are of brass. with 
chrome spout, neoprene piston 
and valve. Available in 6 mod- 
els. Prices: from $9.60 to $15. 


“SUPAR SUCKER” CAN-TOP 
CLEANOUT PUMP 

Fits onto neck of 5-gal. or 

2'4-gal. cans and discharges 


INC. 


elimi- 
hose 


directly into the can, 
nating dripping. With 
and draw tubes, $7.50. Supar 
Fuel-er is similar, but with 
reverse pumping action to fill 
tank direct from gas can, and 
eliminate splashing and fire 
hazards. With filler hose, $7.50. 


PAR ELECTRIC 
BILGE PUMP 
Pump is positive displacement 
pump delivers 10 gallons per 
minute, with instant dry suc- 
tion lift up to 16 feet. Pump 
can not be damaged by run- 
ning dry, operates friction- 
free, and is not subject to clog- 
ging and corrosion, as it is 
mounted high above the water 
level. Price: Model 10, for 6, 12 
or 32 volt DC, Company 
also offers PAR short-stroke 
bilge pumps, for manual oper- 
ation. Pumps have stroke of 
6”, and will pass mud, sludge 
and bilge debris. Prices: Mod- 
el 4003, 10 gallons per minute 
$22; Model 3981, 5 gallons per 


$12.25. 


$75 


minute, 


PROVEN PUMPS 
DIV. OF 
WESTERN BRASS WORKS 
1440 N. SPRING ST 
LOS ANGELES 12, CALIF 


S 


PONY PUMP 

Smart self-priming pump can 
handle 300 gallons per hour, 
and is available for use with 6, 
12, 24 or 32-V DC power. Fea- 
tures include bronze _ body, 
Stainless steel shaft and choice 
of Neoprene or Hycar im- 
pellers. Motor is 1/12 hp, to- 
tally enclosed and moisture 
proof. 


GM DIESEL REPLACE- 
MENT PUMP 
New replacement service pump 
has sufficient flow to meet 
cooling needs of General Mo- 
tors Detroit diesel engines, and 
can be used on raw-water 
cooled Series 53 engines and on 
Sevies 71. All wearing parts on 
pump can be replaced, and the 
pump is furnished with drive 
gear and ready to mount on 
engine. Special adapter flanges 
are available for connecting 
the water ports to LPS 
pipe connectors. All materials 
are of marine bronze. 


SUTTON MFG. CORP, 
112 W. WILSON AVE. 
NORFOLK, VA 


BILGE PUMP 
All-bronze electric submersible 
bilge pump for all voltages has 
pumping capacity of over 800 
gallons per hour. It is vapor- 
proof, waterproof and has au- 


tomatic air 
ceramic 
Price 


chamber plus a 
mechanical seal. 


$31. 
= 


TAT ENGINEERING CORP. 
402 WASHINGTON AVE 
NORTH HAVEN, CONN 


ROTARY BILGE PUMP 
Rated at 10 gal, per min. Ob- 
jects as large as a marble will 
pass through, thus requiring 
no strainer. Operates with 
cranking action. Lifts water 
414’ and discharges it another 
15’. Complete with 6’ of hose, 


$19.95 
& 


TRYLON CHEMICALS, 
LOCK HAVEN, PA 


BILGE PUMP 
Floating polyethylene bilge 
pump features “fish-gill” 
valves for pumping’ action on 
every up and down stroke, and 
has an 18” extension to length- 
en spout or extend bottom 
Pump handles 10 gallons per 
minute. Price: $6.95, including 
extension. 

° 


UNIVERSAL 
METAL PRODUCTS CO. 
DIV. AIR CONTROL PRODUCTS, 
INC. 
SARANAC, MICH. 


INC. 


, 
7 





BOAT PUMPS 

Line of pumps includes three 
models, 21” steel, 28” steel and 
28” brass. 21” model pumps 4 
gpm, 28” models pump 5 gpm. 
Steel pumps have tubes of cor- 
rosion-resistant steel and cast 
iron spouts; other model has 
brass tube and spout. Prices: 
21” steel, $3.29; 28” steel, $4, 
and 28” brass, $11.69. 


VARIA CORP. 
339 - 15th ST 
TOLEDO, OHIO 


BILGE PUMP 
Varia Submersible Bilge Pump 
is constructed of marine bronze 
casting and deep drawn cop- 
per cover incorporating me- 
chanical facing. Drive shaft 
is of bronze utilizing flexible 
impeller. Capacity is 490 gal. 
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Avail 
operat 


JOHN WOOD COMPANY 
BENNETT PUMP DIVISIO? 
MUSKEGON. MICH 


BENNETT BIG G 


2008G piston t) 


’ 


adjusting up or 
has vacuum 

Features handle, and intake is fur- 
onstruction nished with adjustable tele- 
in scoping intake pipe. Other 

adapter are available with 
lings and spout outlet and tripod stand 


AMERICAN LAFRANCE 
y 


MIRA WN 


down. Pump 


nps ove beaker, easy-grip 


models 


FIRE 


) il 


EXTINGUISHER 


sner ¢€ 


by USCG 
liquid, gas and els 


Ur ( 


ANSUL 
EXTINGUISHERS 


pes of marin 


FIRE 
hemical fire 
ffered, including C 
d portable model 
ma 20 } 30 poun 
rAPATCO FIRE 20 anc © pound 
, ! lical capacity. ¢ fi 
EXTINGUISHERS + COs eo 
typ o & ee hin ystem 


beir 


extingul 


nozZie I 

tion. Also avail- 

1atic 30 pound dry 
piped system 


+ 
FYR-FYTER CO. 


221 CRANE ST 
DAYTON |, OHIO 
SAFETY TWIN 

FIRE EXTINGUISHER 


2 dry chem- 


2 lb. pressurized 


a . ical portable fire extinguisher 
ANSUL CHEMICAL ; ee h: nasal 
MARINETTE. WIS is tigh weight 1a squeeze 
handle releasing a 60° wide 
MONITOR angle blanket of chemicals and 
mical fire extinguisher has visual gauge for checking 
condition Opera- 


iD ipacity } l operating 


tional range is from 10 
Extinguisher is available in 
chrome or red finish, with 
clamp type bracket included 


WALTER KIDDE & CO., INC. 
BELLEVILLE 9, N. J 

FIRE EXTINGUISHERS 
Line of USCG-approved port- 
able fire extinguishers includes 
2 5, 10, 20 and 30 pound dry 
chemical and 5, 10 and 15 
pound carbon dioxide extin- 
guishers. Also available is re- 


to 12’. 


Bi, 


! 


charge kit for the 21% and 5 
pound dry chemical portables 


DISTRESS KITS 


BRISTOL FLARE CORP. 

1954 SUBURBAN STATION BLDG 
PHILADELPHIA 3, PA 
DISTRESS KITS 

Kits include USCG approved 
orange smoke signals and also 
900 candle power red distress 
flares, distress flags, long- 
range plastic whistle and sig- 
nal mirror. Prices: from $1.98 
to $8.90 per kit. 


CONTINENTAL BOAT CORP. 
MIAMI, FLORIDA 
SAFETY DEVICES 
A series of electronic safety 
devices especially designed for 
the small owner will be 
marketed this year by the 
bove company through its 
ubsidiary, Invex, Inc The 
new products will be adapt- 
able for boats from 12 to 21 ft 


in length 


boat 


e 
DISTRESS SIGNAL CO. 


P.O. BOX 5241 
CLEVELAND OHIO 
VINYL SIGNALS 

vinyl fabric, Day-Lite 

1als impreg- 
reflective 

Day-Glo (R). They 

vard square and 
rrommets each alon 
1e side. Packed in waterproof 
I olvethvlene tube, they 
ordered by mail for $2.95 each 


FALCON ALARM CO., INC. 
243 BROAD ST 
SUMMIT, NJ 
DISTRESS SIGNAL KITS 
Emergency boat signals are 
double-sealed in polyethylene 
and include: F kit, 3 night sig- 
nals: N kit, 5 
als, and D kit 
day signals. Prices 


N kit, $4.95; and D kit, $5.95 
* 


FREPAK PRODUCTS 
380 N. MAIN ST 
PROVIDENCE, R. | 
ALL PURPOSE 
EMERGENCY KIT 
Boat-Doc marine safety pak 
contains first aid kit with all 
essentials for emergency treat- 
ment of minor ailments, in- 
cluding surgical dressing, burn 
ointment, cream for insect 
bites, ammonia inhalants, pain 
relief pills, adhesive tape, 


can be 


gauze pads and plastic water- 
proof strips. Four 5 minute 
friction type red flares, dye 
marker, whistle and orange 
signal flag are included, along 
with compass, flashlight and 
matches. Price $19.95. A $3.95 
compact marine distress sig- 
nal kit is also offered. 


GUEST PRODUCTS CORP. 
35-04 30th ST 


LONG ISLAND CITY 6 N.Y 
ELECTRONIC FLARE 
Floating electronic distress 
light provides high intensity 
flashing light at 125,000 lu- 
mens per flash, about 60 
flashes per minute. Visible up 
to 50 miles from search air- 
craft Turns self on when 
thrown into water. Price, in- 
cluding battery is $79.50. Com- 
pany offers Electronic- 
eye Automatic Anchor light 
which turns itself on automat- 
lly at dusk. Price is $21.50 


ically a 
® 
CHARLES ULMER, INC. 
CITY ISLAND 64, N. Y 
HEAV-N-LINE 

Safety aid for man-overboard 
emergency consists of 6” 
ange buoyant foam ring, and 
100’ of polyethylene line at- 
tached to ring. Price: $6.95 


a 
VAN KARNER CHEMICAL 
ARMS CORP. 
BOX 426 
PORT JERVIS, N. Y 
35MM VERY PISTOL 
Gun complete with 12 red 
parachute flares in waterprool 
case. Price $145. Other 
products include sea dye 
markers, shark repellent paks 
star-shells, signal mirrors 
first-aid kit smoke signals 
signal-flare kits, ration kits, 
survival kits line-throwing 
guns, hand-held flares, rocket 
emergency fishing kits, 
emergency drinking water. A 
complete line of air-land-sea 
rescue and survival equipment. 


@ 
WAIT MANUFACTURING 
& SALES CO. 
415 N. ELWOOD 
TULSA, OKLA 
DISTRESS PADDLE 
Accepted as a small boat dis- 
tress signal by some clubs and 
organizations, a short paddle 
called “Up What Creek” is of- 
fered by the above company 
It is painted in the recognized 
international distress signal 
color, fire orange 
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NAVIGATION AIDS 
& EQUIPMENT 


HEN THE DOCKLINES are made up and you 
are underway, the task of navigating your boat 
begins. No matter how short the run, even if you 
can see the shore, a knowledge of navigation is necessary. 
In fact, the closer to shore you are, the more important the 
art of piloting becomes. Fog can close in at any time, and 
currents can upset calculations. The boatman who scorns 
learning the rudiments of 
navigation is denying himself 
one of the most pleasant as- 


pects of boating 


Where to Learn? 


CHECK LIST FOR THE NAVIGATOR 
(] Are you fully aware of the complete range of 


Radio Aids to Navigation 


In the past. boatmen have had to depend on the famous 
three “L’s” of the navigator—Lead, Log, and Lookout, but 
manufacturers now make a wide range of powerful, de- 
pendable, low cost electronic products that can make your 
boating safer and more fun. The development of the versa- 
tile transistor permits elec- 
tronic equipment to be de- 
signed which is extremely 
compact and can be operated 
for a complete season on a 


single set of batteries. Even the 


navigating aids available to boatmen? small outboard can now be 


Free courses in seaman- 
ship, piloting, and navigation 
are given by the United States 
Powel Squadrons, and the 
Coast Guard Auxiliary, in 
cities across the United States Auxiliary? 
Competent instructors with 
many years of first-hand ex- 
perience on the water can pass 
along their knowledge to you 
In addition, these organiza- 
tions maintain a program of 
social events where men with 
similar interests in boating Fm 
can meet and share their ex- miller to-yeu? 
periences. For the address of 
the nearest local squadron of 
the U.S.P.S., write National 
Headquarters, 9 West Dem- 
arest St., Englewood, N. J 
The address of the nearest 
Coast Guard Auxiliary unit 
can be secured by calling your 
local C.G. district office a Depthometer? 


Minimum Equipment aenenhanniaan 

No matter how small, every 
boat should carry basic equip- Do you need one? 
ment consisting of a Compass 
and a chart of the waters in 
which the boat is operated 
The compass should be cor- 
rected for deviation caused by 
iron and steel within the boat, 
or an up-to-date deviation cnteuterert 
table should be carried. Charts 
are available from the Coast 
and Geodetic Survey, the lo- 
cal branch of the Hydro- 
graphic office, or the U. S 
Army Corps of Engineers 

In addition to compass and charts, a pair of dividers 
should be kept to step off the distance between runs, and 
a course protractor for laying a course line on the chart. If 
fog or thick weather makes visual piloting impossible, you 
can navigate to a safe harbor with this equipment and 
avoid having to spend an uncomfortable night at anchor. 
Light lists, tide tables, clock, barometer and speed indicator 
are helpful 
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() De you consider accurate piloting “just a tedious 
chore,” or do you exploit navigation as one of the 
pleasures of boating? 

() Have you taken advantage of the cost-free organ- 
izations that teach piloting and navigation, such 
as the U.S. Power Squadrons and the Coast Guard 


() Have you taught your wife, or habitual cruising 
partner, enough rudimentary navigation to bring 
the boat safely home in case you are incapacitated? 


COMPASSES AND CHARTS 
() A Government chart is an aid to navigation. Has 
reading one become second instinct to you? 
[jis the bouvyage system of the United States fa- 


() Do you “boat by the seat of your pants,” or utilize 
a reliable compass, and know how it works? 

[] Does a pea-soup fog scare you, or present an 
opportunity to practice with confidence the prin- 
ciples you have learned? : 


RADIO AIDS 
C] ts the nature of your cruising such that a good RDF 
will prove a valuable adjunct to your equipmeni? 
(] Do you understand the principle and operation of 


() Can you correct an RDF bearing for plotting on a 


(j Radar, Loran, RDF, Depthfinders and gyro-compass- 
es are all now available for the small boat. 


NAVIGATING ACCESSORIES i 

() A pair of good binoculars is a navigating aid. 
Do you own a pair? 

) # you struggle with mathematics, could you use 

an inexpensive and simple time-speed-distance 


(| A course protractor or paralie! rulers, dividers, 
pencil, eraser, and compass are minimum equip- 
ment aboard any boat. Do you have them? 


furnished with a depth sound- 
er, ship-to-shore, automatic 
pilot without placing exces- 
sive drain On starting or light- 
ing batteries. Most  ship-to- 
shore radios also cover the 
standard broadcast band and 
can be used for listening to 
music or news. Depth record- 
ers currently made may also 
serve a dual purpose as fish 
locators, and can be carried 
home and stored ashore when 
not in use. A radio direction 
finder can be used to obtain 
reliable “fixes” and also as a 
“homing” device for follow- 
ing a beam into port. Aero- 
nautical charts, as well as 
marine charts, give locations 
and frequencies of land based 
radio transmitters for a sup- 
plemental and complete ra- 
dio-navigational network 

Produced this year Is a 
small Radar set which has a 
scope only 5” in diameter, 
and is designed for small craft 
use. A small Loran (long 
range radio aid to navigation) 
s also made by the same 
company and may well bring 
pinpoint ocean-liner accuracy 
to pleasure boating in the 
near future. True-North indi- 
cating gyro-compasses that 
eliminate the need for figur- 
ing deviation and variation 
are also made in small sizes, 
and although cost is such that 
they are more suited to the 
larger cruisers, further devel- 
opment to reduce size and price is probable. 

Electric tachometers and electric steering apparatus for 
both outboard and inboard craft have long been available, 
and help to take the guesswork out of estimating the day’s 
run and some of the labor out of prolonged passages 

The best caution is to learn piloting with hand instru- 
ments first, then purchase electronic equipment that will 
make accurate navigation part of boating’s challenge 
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NAVIGATION AIDS 


& 
W. T. DARRACH CO 
P.O. BOX 275 


TRENTON, N. J 


DARRA JR. 
_COMP ASS CORR E( rOR 


DAYLIGHT 
BOX 1264 


COMPUTER CO 
WENATCHEE, WASH 


DAYLIGHT COMPUTER 
settin three qu 


appli 


in time 


compu 


booklet 


G. DIETZ PRODUCTS 
6 ASTORIA BLVD 
ING ISLAND CITY 2, N.Y 


DIETZ PELOR( s 
Dietz Pelorus is mo 


i Diastk iS€ \ 


Co 


inted 
ith all of 
ynstructed 


i Ase 
aismounted 
Se whicn 15S 


lear plastic 


cover. Price 
ufactures a 
expressly for 


$7.50 
number of 
the boat field 


DOMUS CORP 
2 N. STATE ST 
CHICAGO 2, ILL 


items 


wae cornon ( pases LivsTearco 


BOAT LOG 


. e - 
Zé 6 XO 30at 


clude lepartments 

Fun with Skis Boating 

V.I.P.’s Piped Aboard } 
umption of Fuel, Gear Pur- 
well as a 
devoted to keepins 
teresting record of 
12 illustrated 
$2.95. A Radio 


which is the 


chased as complet 


section 


pages 
Log is 
companion 
to Boat Log in appea 
size. Also priced at $2.9 


F. W. DWYER MFG. CO 
WOODLAND AT GREENWOOD 
P.O. BOX 373 
MICHIGAN CITY, IND 

WIND METER 
id-held wind mete: 
ize instrument 


rat 


IS poc k- 
die-mol 
plastic Indicat 
uracy is plus or minus 1,4 
mph on the low scale, plu 
linus 3 mph on the high 
cale. It features dual I 
readings of 0-10 mph a 
mph. Price: $4.95 


ded 
acrylic 


nd 2-60 


_WIND- SPEED oe ATOR 
i" x6" x 1” instrumer 
\ ‘locities both 


“3: Rs ‘¢ 


me 2S 
Stel Sh ~ 


RE a 
* 


3eaufort Scale 
Included are 
weatherproof 
I 50’ long) and plastic 
strument with aluminum and 


fittings. Price: $1 


FREDERICK GOERTZ LTD 
VANCOUVER, 8B. C 
DISTRIBUTOR FOR WESTERN CANADA 
KELVIN & HUGHES 
BRITANNIA SEXTANT 

One of a number of K & 
models. Divided from 

1250 on silver arc. Radius, 6% 
Reading, to 2 minute by means 
of micrometer. Index mirror, 
Class A rectangular 1.9”x1.3 
Horizon mirror, Class A rec- 


9.95 


tangular 1.3”x1.8”. Shades, 
neutral tinted. Telescopes, 
Achromatic Erect Star, mag- 
nification 2.5, field 7°, aperture 
1.22”; Achromatic Collimating, 
magnification 5, field 4°, aper- 
ture .75 Electric lighting on 
ndex arm. Certificate, Kelvin 
Hughes Class A. Weight, with 

! ! oy star Tele- 


REDDY FOX PRODUCTS 
55 BAY FRONT DR 
BALDWIN N.Y 

RFC +1 CHART 
I for radio 
and rangi 
sight 
which 


checking on o 


code 


used \V 

has a direc- 
as well as with 
direction finder: 


ROBINSON & CO. 
731 W. 129 ST 
GARDENA, CALIF 


shart can be 
io which 


itenna 


ROCO AZIMUTH BASE 
Azimuth base is designed to 
mount almost all sizes of port- 
to transform them 

direction finder. Com- 
plete directions and instruc- 
tions for using the base with 
portable radios are furnished 
Price is $14.75 


able radio 


yt 
iLO a 


TELO CO 
1367 VULCAN ST 
EL CAJON, CALIF 


ae 


TEL-O-TAILS 
Attach to sailboat stay 
twist 
iest blows 


with a 
Hold up in heav- 
Nontangling. Hand 
tied with Orlon. In Red and 
Green for Port and Starboard 
In Chrome $3.95 per pair 


— 
imple 


GYRO WINDFEATHER 
irate wind direc- 


naicate act 


* len 


true reading on 


Gives 
angle of heel. Vane is 
ht red pheasant tail. Fits 

ll spars. In Chrome: $5.95. 


TROPICAL MARINE 
BOX 344, DELRAY BEACH, FLA. 


WINDETECTOR 
head fly and wind di- 
itor for sailboats 
sponds to light or strong 
will operate at any 
Red vinyl plas- 
rod and metal 
Completely 
all mast- 
6 high, 
Price, $3.95. 


WEEMS SYSTEM 
OF NAVIGATION, INC. 
ANNAPOLIS, MD 
WEEMS POSITION FINDER 
Combination instrument is 
used for measuring horizontal 
and for plotting these 
gles directly on chart to ob- 
tain position. It is completely 


independent of the compass, 
and can also be used for meas- 
uring relative bearings, replac- 
ing the pelorus. Base and arms 
are transparent plastic to per- 
mit viewing chart through 
protractor, and all fittings are 
brass. Price: $36, complete with 
instructions and storage box 


CELESTIAL COORDINATOR 
The coordinator gives both the 
horizon and equinoctial sys- 
tems of celestial coordinates 
and shows the relation be- 
tween the two systems. It gives 
a graphic picture of the navi- 
gational triangle and the ele- 
ments used in its solution. It 
quickly solves any spherical 
riangle to an accuracy of 
degree. This gives practical 
values for many purposes such 
as azimuth, star identification 
ind time of sunrise and sun- 
set and affords a ready, rough, 
check on computed values of 
items as altitude and 
latitude by meridian altitude 
One side has an orthographic 
projection giving a large scale 
near the center, the other side 
a stereographic projection giv- 
ing a large scale toward the 
edges. Made of plastic, 8'2” by 
9” overall, Price, $5 
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PROPORTIONAL DIVIDERS 
A different speed-time-dis- 
tance computer with the 
unique advantage that dis- 
tance, picked off the chart be- 
tween divider points, can be 
immediately converted to the 
unknown speed or time. Speeds 
of 6 to 600 in Knots, 
hence equally applicable to air 
avigation. Can also 


or marine n 
be used as a regular dratfts- 
divider. 


mph or 


. “tj 19] 
proportional 


$12; 8” $16. 


mans 


Price, 6 


MARK I, MOD. O. MARINE 
PLOTTING BOARD 
For current problems, relative 
movement problems, or any 
other problems involving the 
use of vectors. It has been 
found to be especially helpful 
in radar plotting and is widely 
used for this purpose. It car- 
ries a circular slide rule for 
speed - time - distance 
problems or any others involv- 
ing multiplication, division or 
proportion. Other features are 
a radial arm, a straight edge 
with distance scales and table 
giving yards covered in differ- 
times at various speeds 
ide of plastic. Overall di- 


nsions: 12°%”x15! rice, 


solving 


PLATH MARINE SEXTANT 
The mirrors are coated with a 
protective paint which pre- 
serves the silver from humid- 
ity. For daytime observations 
sun shades of varying inten- 
sity are provided which make 
it possible to dim or black out 

1 according to re- 
Furnis 
adjustment 


certificate 


quirem hed 
plete with 


brush 


com- 
key, 
carrying case 
rPric< vary 


de- 


anda t 


elescope 
vith the type 


Price, $2 


telesc ope 
sired 75 


NAUTICAL SLIDE RULE 
Rule helps in reachin 


diate solutions of 


imme- 
all speed- 
time-distance problems, and is 
applicable to nautical 


atute mile 


equally 
Speed is given 
ts or mph, time in hours, 

seconds, and 

uti statute 
yards if desired and 
if speed is in knots). Price: $5. 


dis- 
il or 


miles (o1 


WILFRID O. WHITE & SONS, 
INC. 
178 ATLANTIC AVE 
BOSTON 10, MASS 
WIND INDICATORS 

Wind Watcher system shows 
apparent wind direction and 
velocity, and includes light- 
weight anemometer and wind 
vane for mast head mounting. 
Apparent wind direction indi- 
cator shows wind direction rel- 
ative to the bow, and wind ve- 
locity indicator has two scales, 
0-50 and 0-120 mph. System is 
for operation on 12 or 32 volts 
DC, with special models avail- 
able for racing boats with dry 
cell power. Prices: $249.50, com- 
plete; also separately, direc- 
tion indicator, $160, and veloc- 
ity indicator, $110. 


WIND 'N WEATHER SLIDE RULE 
33 SNELL ST 
HOLBROOK, MASS 


SLIDE RULE 
Apply wind direction and va- 
riations to rule and resultant 
weather appears in forecast 
Made of weather re- 
plastic Price with 


rying case is $2.95. 


YORK MARINE RADIO 
STONINGTON, CONN 
RADIO DIRECTION 
FINDING CHART 
Chart shows location, fre- 
quency and characteristics of 
all radio transmitters in the 
area from Pollock Rip to 
Sandy Hook. Chart also gives 
delineation of clear weather 
beacon schedules, and stand- 
ard broadcast stations, aero 
beacons with beams and ma- 
rine beacons are displayed. 

Price: $2.50. 


window 
sistant 


black cat 


LIGHT EQUIPMENT 


* 
ATTWOOD CORP. 


GRAND RAPIDS 2, MICH 


=> 


BOW LIGHT—LANDING 
LIGHT & FLAGSTAFF 
Center light is 21 candle power 
and throws w beam 


FEBRUARY, 


ide-angle 


1961 


with 12 
volt if 


staff 


volt light bulbs, or 6 
desired. Optional flag- 
spring-clip connec- 
tion and fitting is 9%” long, 
10%.” wide, 4” high. Fasteners 
mount on fiberglass, aluminum 
boat Price 
light-landing light 
fli 


or wood 


ARNOLT CORP, 


WARSAW, IND 


ARNO-LITE 
New marine spotlight is de- 
signed for outboard runabouts 
and cruisers, and combines a 
shell and bezel of Dupont Del- 
rin acetal resin with a heavy 
chromium base. Light includes 
remote control feature. Price: 


$39.95 complete with 36” cable. 
Special cable lengths are avail- 
able at extra cost. Company 
also offers Ivalite, spotlight 
including new extension-type, 
flying bridge control model. It 
projects a ‘'% mile beam. 
Prices: from $64.95 up. 


AUTO MATIC PRODUCTS 
2268 SOUTH PARKWAY 
CHICAGO 16, ILL 


DOCKING—MOORING 
LIGHT 

Combines strong 
fused light, and 
mooring bit. 6 
high x 4” diameter. Weighs 
34 lbs. Insulated cable and 
switch supplied. Fully guar- 
anteed. Operates on 6 or 12 
volt batteries. Price: $16.00. 


BETTS MACHINE CO. 
WARREN, PA 


beam, dif- 
doubles as a 
long x 5” 


MODEL B-30 LAMP 
Combination spot and flood 
lamp is vapor proof and has 
threaded connection to which 
screwed conduit may be at- 
tached. The lamp is equipped 
with pivot point electrical con- 
tact which permits 360 
tion on vertical axis, and swiv- 
els 270° on horizontal axis 
Nylon washer seals the lamp 
housing’s flexible joint to make 
it moisture tight Lamp is 
made of solid and has 
“O” ring lens-to-housing seal 


BOWERS BATTERY 
AND SPARK PLUG CO, 
READING, PA 


rota- 


brass 


SWIRLY SAFETY LITE 
Safety light consists of 3” x 3” 
plastic base and dome contain- 


ing spring mounted bulb which 
automatically rotates and 
waves with vibration. Two pen- 
light batteries supply power, 
and mercury batteries can also 
be used. Special belt clip and 
magnet built into base are 
used for mounting. Price: 
$1.98, with batteries. 


BRIGHT STAR INDUSTRIES 
CLIFTON, N. J 


FLOATING FLASHLIGHT 
No. 8118 Floating Flashlight is 
not affected by oil, grease, gas- 
oline, or water. Five models 
available ranging in_ price 
from $2.50 to $3.95. Two and 
three cell models. 


BRIGHT STAR KIT 
No. 313 kit consists of Bright 
Star flash light with special 
end cap to accommodate con- 
tinuity test leads. Leads can 
be used to test low voltage on 
boats and shore installations 
Check wiring, controls, cir- 
cuits, fuses, switches, and 
many other uses. Price is $7.30 


CLEVELAND PNEUMATIC 
INDUSTRIES 

MARINE DIVISION 

2516 N. BURDICK ST 

KALAMAZOO, MICH 

WARNING LIGHTS 

Line of marine warning lights 
includes’ Life-Lite, Wil-Lite 
and Buoy-Lite. Life-Lite turns 
on in water, off when removed 
automatically and shows a 
constant yellow light. Stored 
aboard, it can be thrown over- 
board for nighttime retrieving 
It is 6” long, 2's” diameter 
Wil-Lite flashes bright yellow 
every second to protect docks 
moorings and small boats, and 
is 7” high, 3%” square. Buoy- 
Lite flashes yellow every sec- 
ond, turns on at dusk and off 
at dawn automatically, and is 
used for marking moorings, 
channels, and obstructions. It 
is 16” high, 5” diameter, 4 
overall including mooring rod. 
All lights are watertight. 


CONSOLIDATED 
SPECIALTIES CO. 
206 MICHIGAN ST 
TOLEDO 2, OHIO 


did } : 


: 


SEA-SEE BOAT LIGHTS 
Line of lights for small boats, 
as well as emergency trailer 
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ights, and is equipped with 
lens and rated 40,000 
candle power. Light 
360° horizontally and 

150° vertically 
remove from base for 
use as portable light. Chrome- 
plated light can be furnished 
in 6 or 12 volts, has three-way 
witch, for on, off and 
nalling. Prices: $11.95 and 


95 


ill operated on 

ries and 
e-plated brass 
bow and stern wivels 
and 1-cell and 


tail 


are 
beam 
} 


ind 


toggle 
MFG. CO. is 
D ST $] 


CULVER-STEARNS 
8| GREENWO 
WORCESTER ASS 
BOW AND STERN LIGHTS 
CONTROL SWITCH 

t de ned for front 


h blinker 


charge! 


MARINE PRODUCTS 

OAKVILLE, CONN 

MARINE LAMPS AND runni 
ACCESSORIES Meet 


ht tiny : . 


K-S LIGHT-STAFF 
COMBINATION 


ee? y licht 


USCG 
’ 1b In il opera- 
m oe . 4 ila s, b ry x ion ‘ flag staff with two 


30th 


ASTIC-CASE MARINE 


PI 

S 

for 

chrome 
any 

lation: 


staff: 


piated 


+ nt 
receptlé 


ited s€ 


ight 


t t 


archligh 
j 
l 


telescoping 


elescopin nd $2.95 


$10.90; 


es of stern lights, re- 
controlled earchlights 
handlight Trailer 
also available. Catalog 
descriptions and prices 


ible on request 


6 
PORTABLE LIGHT CO 


65 PASSAIC AVE 
KEARNY. N. J 


AY-LINE SEARCHLIGHTS 
Ray-Line Twin-Lite re- 


. . 
lood- 


tail 

SPARTON CORP. 
50 W. NORTH ST 
JACKSON, MICH. 


INC. 


ALLAN-JERVIS MARINE 
WS FT FFY AVE 
H KSV EN Y 
HARDWARE 
AND ACCESSORIES 
tal 85 ne items have 
lis year by 
The 


ote control search and f 


ind 
earch- 


to 20 


Pace- ligh inging from ) 


f is for runabou 


1 cruisers 


NAVIGATOR 
Combination light, and 
CONTROL flag mast. Running light has 
HT red and green ist is 


rchligh removable ho has stainless 


horn 
REMOTE 
SEARCHLIG 


yntrol se 


lenses; m: 
igm. 1714"x9 x 
7 weight 7 lbs. 6 or 12 volts 
‘“‘Midshipman” combination 
liot ; rr 


light and hor does not have 


cruisers in ha steel di 
l under-deck ¢ 


iphra 


ible 


f t1) 
leature 


ISS MANUFACTURING CO. 
SS AVE 


3851 SE 


LED her N MARKETING CO. 
LEC HIO 1 JANE 


KNSA . e 


HEIGH 
STERNLIGHT 
' Boat 


ST 


N.Y 


I 


» 


Ar 
- J 


‘ >) 


SPOTLIGHT SEARCHLIGHT 
\ t Mate can be used as a 


spotli 
l light and 


available in 8 and searchlight, ility 


~ ad a 


UNI ECTEI 
N 


LITE I SWIVEL 
LANTI Sealed 


€ 


beam swivel 


+ 


I 
R 


blinker light 
wet-proof 

and is 
proof 
ware 


It is reportedly 
and _shock-proof 
constructed of rust- 
chrome on brass hard- 
It is priced at $16.95 
complete with all equipment 
for installation 


& 
-C-LITE MFG. CO. 


950 W. HUBBARD ST 
HICAGO 22, ILL 


U 


BEAM POWER HOUSE 


hand lamp 
odels, and 


1 over 2.000 feet 
( 
7 
and 


ery 
plate 


clamp-on mountins 
Complete line of accessories is 
available. Li available 
with bulbs or 


sealed 


UNION CARBIDE CONSUMER 
PRODUCTS CO. 
DIV. OF 


UNION CARBIDE CORP. 
270 PARK AVE 
NEW YORK I7, N.Y 


CAPTAIN LANTERN 
All-weather sealed-beam lamp 
has 6-volt “Eveready” alkaline 
battery. Featu nclude red 
signal light that flashes auto- 

when its arm is 
Lantern i 
and 
with 
Prices: 


res 1n 


into position 


ainless steel, avai 
or 


models 


1 flasher 


two 


rec 


NEW LANTERNS 
new Eveready we 


proof lantern 


Six 


ire li- 


Three 
offered 
flasher 
the 


able for 
Capta 
with 
and 
two 
models with ns and 
one without 
MAGNET-LITE 
The per: type magnet 
in the jumbo switch now has 
a powerful 18-20 lb. pull to 
hold the light fast to any steel 
surface. Price of 2-cell model, 
$1.99, without batteries: 3-cell, 
$2.49, without batteries 


POPULAR BOATING 


EVEREADY 


anent 





—HORNS & SIRENS 





oa to 5 miles. Prices are from 
$20 to $23.15 
UNITY MFG. CO. 
2909 INDIANA AVE, + 
CHICAGO, ILL. 
WALLACE & TIERNAN INC. 
25 MAIN ST 
BELLEVILLE, N. J 


; 
UNITY DECK LIGHTS 
These chrome plated (brass) j 
lights have 6 ize no. They 
different mod- 
Oo operate on from 6 v to 


FA-250 MARINE LANTERN 
250 mm lantern with acrylic 
and to draw from 30 to optical system, for use as 
150 watts. Each has a lens di- omni-directional or bi-direc- 
7 base tional range light Features 
automatic lanpchanger, built- 
in focusing, leveling, and sight 
Weight 19' lbs. 


are available in 


meter of 5.7 and a 
Models have 
100,000 candle- 


from 4 


an 
diameter of 3 
from 95,000 to 


power, and a range of marks 


HORNS & SIRENS 


AABKIN MARINE 
OF AABKIN INDUSTRIES 
GRANTS MILI 


UMBERLAND, R. I 


DIV. 


eS, 


Operates on 12 volts or 
Price is $149. 


* 
SAX-MARINE AMSCO 


intended yr use BOX 195 
OCONTO, WIS 


boat 
ship’s supply 


sers, and ariving 
is produced in- 

in Electro-Air com- 

dels are available 
DC volt € \ 


SAX-BABY 

powered ‘ 

all cr THUNDER KING 

powe olid bra 
with extra-heavy, 

platin 

uitable 


HORNS 

and metal 
alt 
the 
for 
boat 

$14.50 


Dual 


resistant chrome 

Thunder King i 

mall craft and larger 

Portable hand model 

Single nour $18.95 
! 


mount 


ALLEN BRADFORD, INC. 
3181 N. ELSTON AVE 
CHICAGC B, tl 


AUDIO EQUIPMENT CO. 
75 HARBOR RD 
PORT WASHINGTON, L. I., N.Y 
AUDIO HAILER 

Effective overwater range up 
Weight 5 lbs 
ransistor powered mod- 
has 3-stage amplifier and 
power transistors 
and hermetically sealed trans- 
formers Runs on standard 
flashlight cells. Wholly self- 


VO-Wa 


‘HAIL-O-MATIC 
X electronic 
i speak- mi 


portable 

aphon les 

‘and receiving unit combined New t 
complete mis- 

sion and 

perma 

horn or liste device 


foghorns, bell ys or 


FEBRUARY, 


rece} ises four 
y wtix 
h1CLTIULY 


for 
other 


1961 


contained 
hand operation 
2-tone green finish 

plete with batteries 


-istol grip for one- 

Weatherproof 

Price, com- 
$99.50 


TRANSISTOR-MEGAPHONE 
HAILER “CUB” —- 

Megaphone projects speech 

300 yards, and has power tran- 


sistor circuit operating on 9 
volt battery. 12%” long unit is 
of all-aluminum construction 
Price: $47.95, complete with 
battery and wriststrap 


SUPER-HAILER 
One-piece, waterproof 16-watt 


A 


output megaphone is capable 
of projecting clear speech over 
mile. All-aluminum 
struction. Two-toned 
baked enamel finish 


CAPTAIN COD PRODUCTS 
BOX 256, WINCHESTER, MASS 


one con- 


green 


“~, 


mag 


HORN 

Horn has solid brass 
and trumpet, with 
giving sustained blast pene- 
trating up to 3 miles. It can 
also give up to 9 short blasts 
per Pump is 21”, and 
19” horn swivels in vertical 
and horizontal directions, at 
all angles. Price: $45 


% 
DELTA ELECTRIC CO. 


MARION, IND 


pump 
one stroke 


stroke 


MODEL A-2585 HORN 
Horn is deluxe unit of chrome- 
plated brass, and is available 


in 6 and 12 volt models. It is 
styled similarly to company’s 
BOWlite, SPOTlite and 
STERNIlite. Price: $7.95. 


ELECTRONIC PRODUCTS CORP. 
425! FOREST PARK AVE. 
ST. LOUIS 8, MO 


PORTABLE 
LOUD-SPEAKERS 
A complete line of Trans- 
Com Portable Loud-Speakers 


can be removed and remotely 
located for better coverage. 
Uses one Burgess F4PI or one 
Eveready No. 744 battery. Wt 
with battery, 11 lbs. 10-watt 
Hurricane model $99. 6 watt 
Cyclone model $84.95. 4 watt 
Tornado model $74.95. 


FALCON ALARM CO., INC. 
243 BROAD ST. 
SUMMIT, N.J 


MOUNTED 
UTILITY HORN U-4-A 
Cadmium-plated horn is self- 
powered with Freon, and has 
loud, medium-pitched blast. It 
is packaged with cadmium- 
plated deck-mount and fit- 

tings. Price, $17.45. 


FERRELL MFG. CO. 
158 CAYUGA ST., BOX 91 
GROTON, N.Y 


SASSY 
Portable hand horn features 
5” trumpet, polished aluminum 
finish, all moving parts brass, 
capable of over 800 one-second 
signals per 15 oz. Freon Energy 
Pak. Audible to 3 miles. Price 
$14.95. Other models to $17.95. 


SEACAPTAIN 
Dual-toned trumpets 15” and 
18” long. Remote controlled. 


Standard 
36.5 oz. Freon 
board controls 
Other remote 


equipment includes 

Pak and dash- 
Price, $59.95. 

models, $24.50 
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* 
K-S MARINE PRODUCTS 


DAKVILLE, CONN 


a 
ne. 


INC. 


ELECTRIC HORNS 
] ined, trij 


f t 


NETHERLANDS 
TRADE COMMISSION 
f H AVE 


RK Y 


MEGAPHONE 
iphone 


ship's bat- 


torized me 
ited directly by 
wer con- 

ut 10 watt 

ul 


1 hailer l 


ht alumi- 


HORNS 


opera 


current 


Sirens are also offered 


$1zZes 


Sireno 
in several 


THE SEISS MFG. CO 
838 SEISS AVE., TOLEDO 12, OHIO 
ELECTRIC HORNS 
gainst water seepage 
volt 


Price, 


SPARTON AUTOMOTIVE 
DIV. OF SPARTON CORP. 
IAC 


JACKSON, MICH 


~ 


> 


MARINI 
Hort ure 
ind double models with 
chrome-plated pro- 
chrome plated covers 


AIR HORNS 
available in single 
both 
jun brass 
jector 
phosphorus bronze diaphragm 
and silver finished motors 
Company also offers compres- 
rr and tank assembly for use 
where no air is available, and 


for the horns 


tallation kits 


WALLACE & TIERNAN, INC 
25 MAIN ST., BELLEVILLE 9, N. J 


4-232 FOG HORN 
oper ited fiberglass 
IS corrosion resistant 
120 lbs. Rut i I 
12 volt 2000 amp.-hr. bat- 
ery. Activating units are \ 
tertight enclosed 
tion keeps frequency co! 
under variable 
ynditior (Frequency 
400 cps.) Timer 
or 2 sec. sound, 18 seconds si- 
nt, and repeat Range ove! 
nautical mile. Other tim 


presettings available 


is for a ye 


atmospheric 
is pre- 


et at preset 


DIOS & RADIOTELEPHONES 


Dp 


AEROSONIC “60” 
increased in wat- 


and 


set is 
o 65 watts of power 


tantaneou 


APELCO 
3 EAST GRANC 
AN FRANC 
1961 LINE 
new 


l is announced 
Apelco. Introduced for 
t time is the “fl 
ned 
mounting on the aver: 
Eight new radiotelepho 
ivailable ranging from 
watt Economy Model 
150 watt Super De Luxe 


binet desi 


entire line of depth sounders 
restyled and 
addition of Mod- 
60-foot sounder 
netic keying and 
circuitry. A re- 
sounder, MR- 
newcome! A 
rar torized marine re- 
SM-6 is available and 
the DFR-12 
on finders and 


id radio, the 


has been note- 
worthy is the 
MS-60. a 

t ng mag 
torized 
depth 


another 


; lida 
inciudes 


ARVIN INDUSTRIES, INC. 
COLUMBUS, IND 


- * 
ceeee ee es Oe Be Oe Oe Oe oe 





INTERNATIONAL 
3 frequency-bands, 7 transis 
Features 3 
condenser 5-inch 
push-pull output. 36” telescop- 
ing whip antenna. Black pig- 
cin leatherette stitched case 


BROWNING 
LABORATORIES 


LACONIA, N. H 


RADIO EQUIPMENT 
Line includes R-2700 Receiver, 
l designed to 
come atmospheric and man- 
made interference and add 
miles to usable range of Citi- 
Band 


transmitters 


tors gang 


spe: 


INC. 


especially over- 


zens operations; three 
the T-2700, with 
built-in power supply; T-2700- 
S, which derives its power 
from the receiver, and the 
S-Nine, designed to 

effects of heavy traf- 

n all Citizens Band chan- 
The 


. os 
stal-controlled receivi 


receiver features 5 
no 

iving 
insmitter 


chan- 


th . 
he tr 


6 transmit 


Illi 


SHER RESEARCH LABORA- 
TORY, INC 
PALO ALTO, CALIF 

RADIOTELEPHONES 
new models of radiotele- 
transistor- 
rom 25 to 150 watts are 
offered by this com- 
The 25 watt Commo- 
» measures 5 in. by 10 in. 
in. and weighs 10 lbs. 
model, the 150- 


completely 


te)1)5 
aeiuxe 


watt Sea Lord has 8 bands 
takes up less than a cubic foot 
and weighs less than 25 lbs 


GRAY RADIO CO. INC. 
501 FOREST HILL BLVD 
W. PALM BEACH, FLA 


| 


MODEL G-60-A 
FCC type 
telephone has 70 watts input, 


3>06CO Watts 


accepted radio- 
output, seven 
crystal-controlled annels 
and broadcast band Ur 
self-contained for bulkhead 
mounting, and has frequency 
range of 1950-4500 kc.. and 
1ilable in 12 or 32 volt mod- 
Dimensions, 12%”x11%"x 
585, including two 
s and telephone 
coiled cord 


rit 


Price: $ 
pair ( ry sta 
handset with 


standard 


HARTMAN 
MARINE EQUIPMENT CORP 
30-30 NORTHERN BLVD 
LONG ISLAND CITY |, N. Y 


TRANSISTOR RADIO 
TELEPHONE 
30-watt transistor radio tele- 
phone set includes 5 channels 
Marine Telephone, Broadcast, 
Two Ship-to-Ship and the 
USCG Emergency channel. Set 
includes antenna, microphone 
mounting brackets and all 
crystals. Unit transits a voice 
signal up to 125 miles, and 
higher in certain areas. Price 
$219.95 Also available ar 
Maximum Range 16’ antenna 
$10 and Remote Station, $29.95 


} 


SHIP-TO-AUTO 
CONVERTER 
All-transistor ship-to-auto ra- 
dio frequency converter let 
user listen to marine broad- 
casts on car radio. Converte1 
operates in any car on 6 or 12 
volts, and selects any frequen- 
cy between 2000 KC to 3000 

KC. Price: $19.95. 


HEATH CO 


BENTON HARBOR 3, MICH 


e, 


TRANSISTOR 
PORTABLE RADIO KIT 
portable radio 
t has 4”x6” pm speaker with 

ma Transformers 
prealigned, and kit has 
built-in rod-type antenna and 
standard size “D” flashlight 


POPULAR BOATING 


Six-transisto! 


gnet 


are 
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cells. Company also offers & 
same radio in leather case. 
Prices, $29.95 and $34.95. RAYTHEON COMPANY 
MARINE PRODUCTS OPERATIONS 
ary 319 ROEBLING RD 
SOUTH SAN FRANCISCO, CALIF. 





L T LABS, INC. ‘| 
1113 PINE ST ‘) 


WAUKEGAN, ILL 


full transmitter power. Noise 

limiting circuit to reduce spark 

plug interference and atmos- has two diodes. Included are 

pheric static. leather case, earphones, ear- 
phone case and battery. Price: 


® $27.95 
ee 


ETT ae ; R. G. P. CO. 
WEATHERMAN SLIM-SIX RADIOTELEPHONES BOX 1086 VOCALINE CO 
The Weatherman Slim-Six oot “aye SAFETY HARBOR, FLA ’ 

: : A new compact low-priced ’ OF AMERICA, INC. 
receives low frequency CAA radiotelephone with four crys- OLD SAYBROOK, CONN 
weather band (200-400 kilocy- ) bo ; : as 

: tal-controlled channels’ has 
cles) and standard broadcast been introduced by Raytheon 
ranges for entertainment. This The RAY-1015 has an input 
6 transistor radio has built- power of 15 watts and a 7 watt 
ite rod antenna which is oytput. It is priced at $224 in- 
sensitive and very airec- cluding antenna and mounts 
tional, obtaining a null when Other models include the 
the end of the set is pointing Ray-1030 with input power of 
toward the station. The coat 39 watts and 14 watts output 
pocket-sized case is impact and is priced at $336. Meeting 
resistant and contains an ear- requirements for 
phone jack. Price, $69.95 party boats, the RAY-1055 7 
puts out 28 watts and sells for SEA SCOUT . . 
e $407. The RAY-1100 with 20 Watt ship-to-shore radio- ge 
MULTI-PRODUCTS CO eight crystal channels is priced telephone is complete includ- Model ED-27M Voca line 
170 COOLIDGE HWY ‘ $705. and the RAY-1150 img antenna, and features Commiaire is a ornare hannel 
OAK PARK 37, MIC wi an 8l-watt output and a transistor receiver, transistor citizens band radio giving uni- 
é of 1© channels retaila power a ly and transistor form performance throughout 
184 modulator t contains ervs- 22-channel citizens band. It 
tals for 2 channels, range up features selective and sensitive 
CHANNEL MONITORS to 75 miles, press-to-talk mi- receiver, squelch, easily serv- 
w channel monitors crophone and receives stand- iced single crystal receiver, and 
this vear are the CM-10 and i broadeast band and 5 5-watt input, 3-watt output 
the CM-12. Used to supple- annels Its dimensions are Price $189.50. Number of ac- 
ment a boat’s radiotelephone, 5”x10"x11”". Price $169.95 cesories available. 
the CM-10 has 10 crystal con- 
trolled channels from 2 to 8 € & 
meg. and is priced at $159.50 
SEA-RAD MM-50 The CM-12 features eight “ WALCO ELECTRONIC CO. 
Rediotdunbene outeut com hannels throush: § mee. and ROSS LABORATORIES, NC. 9404 VENTOR AVE 
we 24 LAKESIDE AVE MARGATE CITY, N. J 
. SEATTLE 22, WASH 


try ] : ve 
th requirement tnt unable bands coverin 


] 


and charter 0a requen from 550 kilocycles 
; It is priced MARINE RECEIVER 
MODEL 4-10 
Mode! is long-range, full tran- 
microphone sistorized 10 transistor marine 
OS¢ powel RCA RADIOMARINE radio receiver, and contains 1 
24 MURDOCK ST full watt of audio output. Fea- 
CANONSBURG, PA tures include microvolt receiv- 
, tuned F.F. am- 
PEARCE-SIMPSON, INC. lifier age, power detector 
2295 N.W. |14TH ST e. and automatic gain control 
y rs marine 
band from two to three mega- 
> q 1 «ts 1a ros 9S 
che nay laa RADIOTELEPHONES 
Walco radio telephones are 
available in the following 
e models: 30, 45, 75 and 120 
watt input and standard mod- 
CRUISEPHONE 65 SOUTHERN PRECISION els of 65, 90 and 150 input. 
echo tes —— INSTRUMENT CO Company also produces super 
a ae ae DIV. OF OPTEX, INC. power model for high sea op- 
le has 8 channels plus -, J10 AUGUSTA ST. eration. Prices range from 
aa, Gpereres ae Crone ae See $349.50 for the 30 watt model 
en MODEL 2505-S to $1,250 for the super power 
Pocket-sized 6-transistor radio model 





range Cove 


+ 


RCA 


in ig from 

Remote 
operati 

t} 


* otnel 


RCA CRUISEPHONE 

Transistorized marine rad 
telephone features 6 crysta 4] els of two-way citizens band 
Is ransceivers which can be pur- 
ro a © ELECTRONIC INSTRUMENT phennae gag <vqperg ethyl es 
Operates I K CO.. INC chased as a kit or fully wired. 
33-00 NORTHERN BLVD Also available are battery 
LONG ISLAND CITY |, N.Y eliminators and chargers which 
ELECTRONIC EQUIPMENT can also be purchased in kit 


This company has three mod-_ form. 


277 





BUYING GUIDE DIRECTORY 


* ceiver offers top quality two- x1”. It operates on citizens miles under favorable line of 

way radiotelephone communi- band frequencies and does not sight conditions, and operates 

HEATH CO cation. Kit model CB-1, $42.95; require a license or permit on dry cell batteries. Price: 
BENTON HARBOR, MICH model CBW-1. wired. $60.95 tadio has range of up to 2 $69 50, less battery. 


e RADAR & LORAN 


MULTI-PRODUCTS CO. 
21470 COOLIDGE HWY * 14°6"x15144"X1714,", weight, 90 
OAK PARK 37, MICH Ibs. Operates on 12, 32, 110 and 
ate BENDIX 220 DC voltage, and 115 volts 
nae =e AC, 60 cycles. Scope has 3” 
a N. HOLLYWOOD, Gaur diameter. This model has di- 
rect reading, which can be ob- 


te, : tained in less than 1 minute, 


and has 28 tubes. Price, $2,400 
F.O.B. College Point 





HANDI-TALKIE ; 
MODEL GW-30 e 


Band Transceiver 
: , RCA RADIOMARINE 
weER : 24 MURDOCK ST 
gee CANONSBURG, PA 
uilt, 2-way radio 
lass D Cit- 
frequenclie Op- 


channel 


micro- 


MR-3D MARINE RADAR 
x 16 x9 weight 115 
nd scope diameter, 10 
RADIO CORPORATION OF Se ‘rates on 24, 32, 110 and 
AMERICA 220 volts DC, ‘and 110 volts AC 
CAMDEN 2, NEW JERSEY Has minimum detection range 
of 40 yards, and maximum 
range of 20 miles, with range 
vecuracy of 40 yards and bear- RCA RADAR N3A 
ing accuracy of 1.8°. Has 4 Features 7-inch scope, 3 kw 
ale ranges, 1, 4, 10 and 20 peak power and 4 operating 
miles. Special features include ranges , 1'2, 6 and 18 miles 
automatic frequency control, Indicator can be readily 


nd DC 1 lels in wired or kit 


rm.Super! rodyne receiver 


CITIZENS BAND TRANS- two-unit construction and ver- mounted in any location. 24 
CEIVER MODEL GW-10 tical or horizontal indicator antenna is housed in fiberglass 
Transceiver i vailable in AC mounting radome. Weight, 25 lbs. Com- 
MARK VII a pletely waterproof construc- 
A four-channel two-way Citi tion. 
zen Band radio measures 5 
oh a i ok oe ti EDO CORP. e 
by 12 by 8 in. A tunable re 13.10 11th ST 
iver cove! 23 channels in COLLEGE POINT SPERRY PIEDMONT CO 
gts @ sand range. Two models NEW YORK 56, N. Y. DIV. OF SPERRY RAND CORP. 
9 30 Ese = oe ‘ available, one for 115 volt CHARLOTTESVILLE, VA 
; ° . ‘ or 6 volt d.c., and the othe 
for 115 volt a or 12 volt d« i — 
e 7 ao 
RADIO SHACK CORP \ 
730 COMMONWEALTH AVE j 
crystal BOSTON !7. MASS ‘ : 4 
yredetermined 


23 channel 


C limiter 
nimize impulse- ee Pie. : MODEL 320 RADAR 
ind all necessary) " 10”x13”"x16”", with 7” diameter LORAN 
ipplied fo n - of scope. Model operates on Radio navigation system can 
ting for mo- 32, 110 and 220 DC voltages, pick up signals in daytime 
GW-10 and 115 AC voltages, 60 cycles from 1,000 miles away, and 
GWWwW-10 Detection range is from 25 from 1,400 miles at night. Re- 
yards to 20 miles, with accu- ceiver requires 115 volts AC 
racy of 2 per cent of range, 50-1200 cycles 135 watts, 
RANSCE IV ER REALISTIC and 2° of bearing. Range scales which can be supplied by a 
complete Cit- listic is the name of a new are 1, 2, 5, 10 and 20 miles 12 or 32 volt DC battery sys- 
i Citizens and two Features slotted waveguide an- tem through an inverter. Re- 
recently introdu tenna, light weight and low ceiver is linked to a standard 
ve power drain. Price, $3,500. two megacycle antenna. Fre- 
ivel ul quency range is 1,750 to 1,950 
ts and is a ke. Price, $1,495 
letely wired duo-powered F r ae ee 
It has both 117 VAC and RADAR 5 
Advanced design radar is es- 
pecially for the small boat 
aK operator, and has 5” plan po- 
sition indicator, with cursor 
ROSS LABORATORIES, INC and fixed azimuth ring en- 
ehatek te wnat abling pilot to obtain relative 
. bearings of other vessels and 
POCKET TALKIE objects within range of the 
Fully transistorized 2-way ra.« scanner. Features include two- 
dio weighs approximately 8 MODEL 262A LORAN unit packaging, two range 
oz., and measures 2," x54” WITH AFC scales and transistorized pow- 
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eS 
WARY ‘ 
a a unit 
12 VDC power supplies 
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er supply that accepts either 
12 or 32 volts DC primary 
power. Minimum range is 50 
yards, and range scales 1 and 
5 miles. Price, $1,495 


RADAR 10 
Advanced design radar for 
both large and small vessels 
has 10” plan position indicator, 
and reflection plotting on this 
radar permits observer to plot 


courses directly over radar 


scope. Features includetwo unit 
packaging, and range scales of 
15,1, 2, 4,8 and 20 miles. Power 
input can be 32 volts or 115 
volts DC, or 110 volts AC Ra- 
dar has minimum range of 25 
yards, and narrow beamwidth 
to separate objects close to- 
gether at the same distance 
Prices: 32 volts DC, $4,288; 115 
volts DC, $4,278, and 110 volts 
AC, $4,067. 


RADIO DIRECTION FINDERS 


ALLEN-BRADFORD CO. 
3181 N. ELSTON AVE 
CHICAGO, ILL 


DF-O-MATIC NAVIGATOR 
Portable 3-band 
direction finder automat- 
indicates left and right 
shows to and from a given 
Finder operates on 
bands and 
bands, and can be 
W batteries ron AC- 
DC 110 volts. Feat > include 
telescoping sense antenna, non- 
ind 360 
adjustable asmuth. Cabinet di- 


ns are 10”x1114"x7 


electronic 


ra- 


alo 


qaurection 


beacon 


ised with 


ambiguous arings 


PACIFIC DIV., BENDIX 
CORP. 

821! LANKERSHIM BLVD 

N. HOLLYWOOD, CALIF 


ADF -100 

y visual Automatic Di- 

Finder on the market 

intaneous iring 

ind 

broad well as on other 
boats. Non-rotating 

power consumption. 3 b 

200 to 600 k be 

1,700 ke broadcast 


4.000 kc marine 
FEBRUARY, 


low 
inas 
icon, 600 to 
1,700 to 


196 


NAVIGATOR 440 
Operates from 6, 12 or 32 volt 
battery systems and has three 
frequency bands to cover bea- 
broadcast and marine sta- 
Contains null meter and 
control and sensitivity 
and automatic noise limiter 
controls. 12’ loop is mounted 
over rotatable azimuth 


con 
tlons 


sense 


NAVIGATOR 500 
Navigator 500 
danger of 

are 180 
It is 
with integral 
3 bands for beacon, 
broadcast and marine frequen- 
cies, plus 3 crystal-controlled 
frequencies. Portable unit 
measures 6” high, 11” wide and 
10'=” deep. Price: $249.95. 


HEATH CO 
BENTON HARBOR, MICH. 


TRANSISTOR PORTABLE 
RDF KIT 

The DF-2 is a self-contained, 

self-powered. six transistor 

superheterodyne two-band ra- 

dio direction finder. Receives 

aeronautical marine bea- 


RDF 
getting 
from 
fully 


rized, 


and 


cons as well as standard band 
broadcasts. Covers beacon 
band, 200-400 kc, and broad- 
cast band, 540-1620 kc. De- 
signed to take directional 
“fixes” on both aircraft and 
marine beacons as well as 
standard broadcast stations. 
Controls: Sensitivity knob 


knob 

an- 
tun- 
on-off 


gain; bearing 
the ferrite-loop 
volume; vernier 
ing; bandswitch; 
switch; dial light for night 
operation. Power is supplied 
by six standard flashlight bat- 
teries which last one year 
under normal conditions. 
Moisture and fungus-proofing 
lacquer supplied with kit. 914”"x 
8”x5”, weight 9 lb. Price, $69.95. 


controls 
rotates 
tenna; 


MARINER DIRECTION 
FINDER 
Three-band transistor 
tion finder is 
either kit or 


direc- 
available in 
wired model and 


covers Beacon band 
400 kc); Broadcast band (550 
kc to 1600 kc) and Marine 
band (1700 ke to 3400 ke). 
Features include 9-transistor 
circuit; 6 flashlight battery 
power supply and tuning unit 
with separate RF amplifier, 
mixer and oscillator 
Bearings are indicated on 6 

compass rose. Prices: DF-3 
(kit), $99.95; DFW-3 (wired), 


$169.95. 
c) 
NATIONAL RADIO CO. 


SUB. OF NATIONAL CO 
37 WASHINGTON ST 
MELROSE 76, MASS 


NATIONAL 
Portable shortwave 
and direction finder 
calibrated coverage of Conso- 
lan frequencies and includes 
boat frequency oscillator for 
positive Consolan identifica- 
tion. Unit covers marine and 
aircraft direction-finding bea- 
cons, standard AM broadcast, 
and shortwave bands to 23 mc 
It operates from 115 V AC or 
self-contained dry battery 
pack. Price: $139.95. 


RCA RADIOMARINE 
24 MURDOCK STREET 
CANONSBURG, PA 


RCA PORTAGUIDE RDF 
Transistorized portable 3-band 


(200 ke to 


tages. 


INC. 
INC, 


NC-66/RDF-66 
receiver 
features 


radio direction finder has low 
battery drain permitting 800 
hours continuous’ operation 
from self-contained batteries. 
Tune-Null meter gives accu- 
rate nulls and also provides 
check on condition of bat- 
teries. Is able to pick up sig- 
nals from Nantucket and San 
Francisco Consolan stations. 


ROBINSON & CO. 
BOX 213, GARDENA. CALIF. 


PORTABLE 
DIRECTION FINDER 
A jeweled 0-50 Microammeter, 
R.F. Type. Unaffected by noise 
and volume control. The Roco 


- 


303-NML model incorporates a 
magnetic compass. Also has 
pelorus sights, directional loop, 
plug-in jack for power supply 
and tuning control. 

® 


SONY CORP. OF AMERICA 
514 BROADWAY 
NEW YORK, N. Y. 


a 


| Smemcnne 


=> dé 


TD-81A DIRECTION 
FINDER 
Transistorized direction finder 
is portable unit that can also 
be used for marine communi- 
cations and as standard broad- 
cast band radio receiver. Model 
has two antennae, and a visual 
indicator to use as tuning 
meter, as direction finding 
meter and as battery checker. 
Three bands covered include 
Marine 16 MCc-4.0 MCc; 
Broadcast, 535 Kce-1605 Ke. 
3eacon, 200 Ke-400 Ke. 

$199.95. 


2 

SPERRY PIEDMONT CO. 

DIV. OF SPERRY RAND CORP. 
CHARLOTTESVILLE, VA 
RADIO DIRECTION 
FINDER 

All-transistorized radio direc- 
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TRITON MARINE PRODUCTS 
GREAT NECK ROAD 
GREAT NECK, N. Y. 


AUTOMATIC 

DIRECTION FINDER 
Unit is completely automatic 
finder which permits user au- 
illy to receive bearings 
on stations emitting als on 
either the beacon, 
or 2 to 3 megacycle band 


dio-telephone) 


tomati« 
y sign 

broadcast 
(T i- 
Directional in- 
snown on 


compass 


formation may be 
standard radio 


cator, or 


directly on 
netic compas 


furnis! 


Price: $895 


DEPTH FINDERS 


MARINE, INC, 


AEROSONIC 


K 549 EARWATER, FLA 


AEROSONIC DEPTH 
SENTRY 


ALLEN BRADFORD, INC. 
N. ELSTON AVE 


DEPTH-O-MATIC 
Portable depth-sounder 


op- 
pack 
combina- 


It battery 
Ha 
handle and 


1S 


DI-5 DEPTH INDICATOR 
ndicat ises transistors and 
raduated to 
fathoms, with 
t SY vlew- 
against 


a shelf or over- 


} 


uunted 


l thru- 
ith sep- 


provided 


COLUMBIAN HYDROSONICS 


CORP 
FREEPORT, N. Y 


\ Lae 


AQUA-PROBE 
Preci made, all tran 
depth and fish finde Fea- 
tures the largest diameter 
ile among all existing indi- 
h sounders. Ad- 
uit and fully 
lielded transducer cable vir- 
] inate confusing 
blips” caused by motor or ig- 


Priced at 


istor 


10n 


1 
ually elim 
nition interference 


S99 50 


EDO CORP. 
llith ST 
OINT 
ORK 56, N. ¥ 


EDO FISHCOPE 
1514 6"1546"x1813),.", weight 75 
Ibs. Operates on 12, 32 and 


110 DC voltage, and 115 AC 
voltage, 60 cycles. Model indi- 
cates depths from 0 to 400 
fathoms, and is accurate to 2 
per cent. It features expanded 
10 fathom scale continuously 
variable to 400 fathoms. Price, 
$1,200 


MODEL 555 SURVEY 
DEPTH RECORDER 
Unit operates on 12, 32, 110 
DC voltage and 115 AC volt- 
ge, 60 cycles. Indicates depths 

2 feet to 250 fathoms, 
accuracy to % of 1 per 
Equipped with record- 
device, this model has 4 
overlapping expanded scales 
in either feet or fathoms. 
Price, $2,740. 


eo 
ERA DYNAMICS CORP. 


67 FACTORY PLACE 


CEDAR GROVE, N. J 


MODEL DD180 
DEPTH/DISTANCE 
INDICATOR 

Indicator provides 

1 simultaneous re i 
distance from horizontal 
jects as well as depth of wa 
beneath the boat. Unit is 
contained in a non-magneti 
housing and provides simulta- 
neous indications of horizon- 
tal obstacles up to 180’ and 
depth of water up to 100’. It 
can be operated by self-power 
from internal mercury battery 
or from ship’s power using 6, 
12, 24 or 32 volt sources. Also 
available is Model DD300, pro- 
viding indications of horizon- 
tal obstacles up to 300’ ahead 
of boat, or depth of water to 
300’. 


MODEL SD215 SLANT 
DEPTH INDICATOR 
Depth sounder reads depth of 
water ahead of the boat up to 
215’, and will supply depth in- 
formation beneath the boat 
for depth to 300’. It is capable 
of detecting under-wate1 
tacles, contour of 
and schools of fish 
non-magnetic 


OD- 
bot- 
tom Unit 
has housin 
and can be operated with its 
internal mercury battery or 
from ship’s power using 6, 12, 
24 or 32 volt sources. 


GENERAL 


ELECTRONIC CONTROL, INC. 
8001 BLOOMINGTON FREEWAY 
MINNEAPOLIS 20, MINN 


ocean 


SONARETTE 

DEPTH METER 
Depth indicator uses sonar 
principle to provide depth in- 
dication, with meter showing 
depth directly in feet. It is 


fully 
two 9 
$89.50. 


transistorized 
volt 


and uses 
batteries. Price: 


HARTMAN 


MARINE EQUIPMENT CORP, 
30-30 NORTHERN BLVD 
LONG ISLAND CITY |, N. Y. 


SEA SOUNDER 
All-transistor sea sounder has 
basic range of 120’ and 
tended range of 240’. Sounder 
operates from its own 
contained flashlight cells or 
can be operated from 12 volt 
boat battery. Set includes ad- 
justable mounting bracket, 
transducer and 20’ of mois- 
ture-proof cable. Price: $99.50. 


HEATH CO. 
BENTON HARBOR. MICH 


ex- 


self- 


DEPTH SOUNDER 
MODEL MI-10 

Depth sounder is available in 
kit form or finished unit, and 
shows depth of water and type 
of bottom from 0 to 100 feet, 
as well as submerged obiects 
and their depth. Powered by 6 
flashlight batteries, sounder 
has hooded dial with rotating 
neon light, while transducer 
may be permanently or tem- 
porarily mounted. Adjustable 
mounting bracket is included 
Prices: MI-10 (kit), $69.95; 
MIW-10 (wired), $107.95. 


LOWRANCE ELECTRONICS 


MFG. CORP. 
205 N. MAIN 
JOPLIN, MO 


>> 


FISH LO-K-TOR 
Portable fish locator shows 
depth of water, type and con- 
tour of bottom, and fish and 
their depth below surface. It 
features.a no-glare dial cali- 
brated to 120’, and performs 
in fresh or salt water. It is 
complete with two standard 
6-volt lantern batteries, and 
power drain is less than 1/10 
amp. Price: $124.50. 

DEPTH SCOPE AND 
FISH LOCATOR 
All-transistorized combination 
depth scope and fish locator is 
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dash-mounted unit available 
in models for runabouts and 
small boats, and for cruisers 
and large boats. Depth scope 
has 5” diameter dial calibrated 
to 120’, and unit operates from 
12-volt boat electrical system 
Prices: Model 605, small boats, 
$189.50; Model 705, large boats, 


$239.50 
& 
MULTI-PRODUCTS CO. 


21470 COOLIDGE HWY 
PARK 37, MICH 


SEA-DEEP 
Three ranges 


nd 0 to 250 


DM-1 

0 to 10’, 0 to 50 
Meter calibra- 
lluminated 
r 12 volt 


RCA RADIOMARINE 
24 MURDOCK STREET 
CANONSBURG, PA 


DEPTH METER Ill 
Portable RCA ounder 
will operate l 
fi 


depth 
from it 


contal nt 


hligh 
pack or the 
tt Inclined 
} 


battery 
hood shade 


nea 
a batter, 


19 lt 
i2-VOl 


boat 
scale 
face of 
lare. Meas- 
deep and 


trunnion 


RAYTHEON COMPANY 
MARINE PRODUCTS OPERATIONS 
319 ROEBLING RD 


SOUTH SAN FRANCISC CALIF 


FATHOMETERS 
iepth sou 


I inaer des 


ala 
insta 
operation 


: ’ 
roduced by Rayth 


company 


other Fathomete1 


FEBRUARY, 1961 


ROSS LABORATORIES, INC. 
124 LAKESIDE AVE 
SEATTLE 22, WASH 





DUAL SOUNDER 
corde! 
n single 


and 
pac kage 
ithom basic 


1qa1n 


flasher i 
Flasher has a 100 


for 
e io 


ion re 
i 


Ingi 


f 


aeep sou 


recorader fe 


itures 

ange expandable in 4 

athom Ma 
in both 
Single 


1 f 
100 I 


rns flasher and marks 
s the recorder paper 
able in 6 , a 


$595 


SPORTSMAN TRANSISTOR 
T-80 

ansistorized single 

ned depth finder has 


power drain of 
available for 7 or 12 volt 
operation. Depth finder uti- 
lizes magnetic keying and has 
range of 80 feet, indica- 
alibrated in one-foot 
crement Fiberglass 
measures 7 


$128.50, le 


1/10th amp 


basic 
tor ¢ in- 
housing 

Price 


x5"x5". 
; battery 


SPORTSMAN TRANSISTOR 
“S-80" DEPTH FINDER 
Completely transistorized dual 
unit design finder water- 
proofed separate indicator, 1S 
chrome-plated and measures 
4%." high x 3 diameter 
Electronics unit stows out of 
the way, and portable 7 volt 
lantern-type battery provides 
300 to 500 hours operation 
Basic range of 80 feet, indi- 
cator ibrated in one foot 


Price: $148.50, less 


has 


increment 


battery 


SPORTSMAN PORTABLE 
“p-80” DEPTH FINDER 


Fully transistorized, portable 


depth finder comes in fiber- 


glass case 7”x5”’x9”, and con- 
tains its own batteries and has 
storage space for transducer 
Two types of transducers are 
available; portable flashlight 
type for rigging to side of boat, 
and through-hull type for per- 
manent installation, optional 
Basic range is 80 feet, indi- 
cator calibrated in one foot 
increments. Price: $148.50, less 


batteries. 


WILFRID O. WHITE & SONS, 
INC. 
178 ATLANTIC 
BOSTON 10 
TRANSCENTURY DEPTH 
SOUNDER 
Portable self-contained echo 
depth sounder has scale range 


ng 


AVE 
MASS 


of 100’, and actual perform- 
ance of 200’ and more. Fea- 
tures include transistor circuit 
use of standard flashlight cells, 
and cast anodized aluminum 
indicator case is weather- 
sealed. Duplex installations are 
available for flying bridge 
craft. Indicator has 6” diam- 
eter. Price: $155, less batteries 


MATIC PILO 


BENDIX-MARINE 
8211 LANKERSHIM BLVD 
NORTH HOLLYWOOD, CALIF 


¢: 4 


AUTOMATIC PILOT 
Model 125B Automatic Pilot, 
recently introduced in its mod- 
ernized form, features low cur- 
rent drain, 12 or 32-volt types, 
pilot house control panel with 
on/off switch and weather sen- 
sitivity control. Priced at 


$425.00 
& 


RAYTHEON COMPANY 
MARINE PRODUCTS OPERATIONS 
319 ROEBLING RD 
SAN FRANCISCO, CALIF 


AUTOMATIC PILOT 
The Model 360 automatic } 
is a transistorized unit 
dodging and course-changins 
controls in both the 
unit and remote hand control. 
It is priced at $715 


RICHARDSON CONTROLS 
CORP 
2563 POST ROAD 
WARWICK, R. I 


SOUTH 


) 
console 


MODEL GM MASTER PILOT 
Non-hunting automatic pilot 
has heading selec- 
tor, proportional steering and 
transistor amplifier. Remote 
control is available on the unit 
which weighs 18 lbs. and has 
electrically adjustable rudder 
limits $675 


gyroscopic 


MODEL B 
For boats up to 40’, with 12, 24 
or 32 volt systems, the Model 
B is non-hunting and has 
magnetic compass head and 
manually adjustable rudder 
limits. Price, $395 


MODEL MM MASTER-PILOT 
Automatic pilot features mag- 
netic heading selector, pro- 
portional steering, electrically 
adjustable rudder limits, tran- 
sistor amplifier and is non- 
hunting. Unit weighs 15 lbs 
Remote control is available. 
Price: $545. 


SPERRY PIEDMONT CO. 
DIV. OF SPERRY RAND CORP. 
CHARLOTTESVILLE, VA 


AUTOMATIC PILOT 6 
Automatic pilot 6 is a 12 or 32 
V DC automatic steering sys- 
tem that will turn to, and 
hold, a course set into its mag- 
netic compass. Slight changes 
in course are immediately 
sensed by the compass and 
corrections made through an 
electronic, hydraulic and me- 
chanical chain of command, to 
the rudder. Price: $1,460. 
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WILFRID O. WHITE & SONS, 
INC 
178 ATLANTIC AVE 
BOSTON !0, MASS 
AUTOMATIC PILOT 
Automati« teering is for 
its up to 55’ in length, and 
White “Cors compass 
a t ignal source. Features 
include built-in corrector mag- 


nets, transistorized circuit, re- sailboats 


Price: $20 
mote maneuvering control and also manufactures 
hermetically sealed photo cells line 
inside compass bowl to assure 
maximum sensitivity. Pilot 
non-hunting and may be acti- 
vated on any heading to steer 
iny course. It is available for 
either 12 or 32 volt DC opera- 

Price: $497.50, including 
all components and accessories 


Airguide 
a complete 
of clocks and barometers. 


tion 


RADIO ACCESSORIES 


AEROSONIC MARINE 


INC. 


CLEARWATER. FLA 


¥ SAD 
GROUND PLATES 
round plate kits im- 
periorm- 


elec- 


RADIO 


ve radiotelephone 
tect trom 

lin Kits are 

ill types of hulls 


recommended 


AQUADYNAMICS, INC 
4940 FARMDALE AVE 
N. HOLLYW CALIF 


RADIO GROUND PLATE 


Dynaplate achi maxim 


R. G. P. CO 
r AFETY HARBOR. FLA 
GROUND PLATES 


ound ite ire ivail- 


DE INSTRUMENT CO 
0 WABANSIA AVE 
CHICAGO 47 L 


RAINBOW DELUXE 
MARINE COMPASS 
rument has an internal 


t into tne 


COMPASS 


Glial wit! 


MODEL 77 
Direct readi five 
ae ce at Alt ; V mag- 
net ew plvot Removable 
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STIRRUP, INC 
MARINE DIVISION 
50 SILVER ST 
MIDDLETOWN, CONN 


No. 88B MARINE COMPASS 
Outside diameter, 312” outside 
height, 4%", card face diame- 
ter, 2 This model is suitable 
for mounting on bulkhead or 
dashboard of sailboats, run- 
abouts or small cruisers. Com- 
pass has wide angle of opera- 
tion, eliminating need for gim- 
1d is underlit red for 
Special features in- 
Alnico V magnet, built- 
ompensators for positive 
justment and jeweled move- 

it. Price, $15 


AQUA METER 
INSTRUMENT CORP, 
4465 EAGLE ROCK AVE 

ROSELAND. N. J 


and 


input 
a continuou 
| f any of 


trouble, 


1ually-operated 
m with varied pit n- 
Operator can talk or li Outboar¢ 
any part of the 
h a remote speal - deck of any outboard 
ividual inputs are pro- Fully-compensated 
connecting mikes. recision movement. Readings 
2-way card, 
remote é ra ‘ ides. Price, 
Price wit ight kit, $11.95 
$330 ight kits are available on 
most Aqua Meter products 


MODEL 80 COMPASS 
ler Compass Model 80 
flavor to the 


adds sea-going 


equipment, 
deck peaker, 
and headset 


$295; 32 volt 


JAPAN TRADE CENTER 
393 FIFTH AVE 
NEW YORK 16, N.Y 


) 


COMPASS 
lis at a glan Manufactured by 
being held on pret Marine Instruments Co., Ltd., 
urse. When boat of Tokyo, this hand bearing 
headed on desired compa is 10 in. high and 
course by regular compass weighs 2 lbs. The compass bowl 
Monitor adjusted t stores a battery and is lighted 
m below. The 7'% in. prism 


COURSE MONITOR 


iment ’ ( the Sura 


} 


has been 
index is 


nearest of slx targets on its irc 


) ; 
dial. Suitable for power and visible at any angle. 


MANHATTAN MARINE & 


ELECTRIC CO., INC. 
116-118 CHAMBERS ST 
NEW YORK 7.N. Y 


COMPASS 

A 2's in. card size hand bear- 
ing compass is imported by the 
above company. It is liquid 
damped and flashlight batter- 
ies illuminate the card from 
beneath 3earings are taken 
through a V sight. It comes 
in a wooden carrying case. 


R. J. McCALLISTER CO. 
4216 MARKET ST 
YOUNGSTOWN, OHIO 


HULL COMPASS 

A hull compass available in 
illuminated and non-illumi- 
nated models at $6.95 and $5.95 
respectively and in seven col- 
manufactured by the 
firm. According to the 
company, a dime can be used 
to compensate the instrument, 
and bouncing or jolting do not 
interfere with correct read- 
ings 


or 1S 


above 


MUSKEGON 
OUTBOARD SPECIALTIES CO. 
4386 AIRLINE RD 
MUSKEGON, MICH 


TRUSPEED COMPASSES 
Compasses available include 
Models C180 and C180-30, 
panel mounted marine units 
for angles to 15° and for dash 
inclined from 15° to 
30 Compasses have cunife- 
type magnets in both dial 
and compensator, and indi- 
vidually balanced dial assem- 
blies 


boards 


E. S. RITCHIE AND SONS, 
INC 
PEMBROKE, MASS 


MAGNETIC COMPASSES 
Complete line of magnetic 
compasses features internally- 

imballed compass available in 
5” and 6” diameter dial. It is 
designed for permanent in- 
stallation into the deck, and 
has flush-type mounting suilt- 

f 1g bridge installa- 


able for flyin 
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tion Company also makes 
other navigation instruments 


such as azimuth circles and 


pelo! uses 


SILVA, INC 
704 RIDGEWAY ST 
LA PORTE, IND 
NO. 33 SILVA MARINE 
nended for 


ure boats D 


Rec cruiser and 
il men- 
1 q 


AUTO-MARINI 


Comp $ 1S ae 


COMPASS 
signed for use il 


boats, witn 


liquid - filled hermetically - 
dome containing black 


iduations at 


nclude 


oe ile d 


50 intervals “eature 
twin Alnico 


compensa 


t1¢—% 
pullt-1n 

socket 
mounti1 wi 


mounting 


tained battery 
mMerat 1 
operates Dy 


nit uses stal 


or equivale1 


SPERRY PIEDMONT CO 
DIV. OF SPERRY RAND CORP 
TES 


CHARLOT VILLE. VA 


-ASS 


MARK 22 GYRO-COMI 


True yro-compass lds its 


WEEMS & PLATH, INC. 
229 PRINCE GEORGE ST. 
ANNAPOLIS, MD 
HAND BEARING COMPASS 


Compass for use on small boats 
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Site 

> 

Od 
> 


bearin 
sight on top of the 
prism to pin-point 
} Instrument 1 


etly li 


mounted I 


compass. Price: 


PLATH T-50 YACHT 
COMPASS 
commended for la 
diam. 9”, 
diam. of card face 
mounted on internal gim- 
bals. Can t yunted on dash- 
board, dec Spherical 
domed, gimballed. This 
ompass was designed especial- 
ly for sailing yachts and can 
be read even when inclined up 
to 90°. Lubber line is gimballed 
with the card. Is normally 
mounted flush in the cockpit 
but can be supplied in binnacle 
if desired. A heavy duty life- 
time compass manufactured of 
brass with a non-warping mica 
card. Price, $129.50 


< binnacle 


PLATH T-51 YACHTSMAN 
Recommended for all yachts 
1il and power. Dimensions: 
side diam. 5”, outside height 
: This model may be 
mounted on dashboard, deck 
binnacle. Diam. of card face 
3.2 internally gimballed 
Spherical dome all brass bow] 
mounting pedestal equipped 
built in correcting mag- 
Hood with light for night 
use. Internally gimballed, lub- 
ber line gimballed with card 
Floatless ring lagnet Im- 
ported from West Germany. 
Price, $49.50 


WILFRID O. WHITE & SONS, 
INC. 

178 ATLANTIC AVE 
BOSTON MASS 
CORSAIR COMMANDER 
COMPASS 


Portable binnacle 


compe 
adability dia 

; s on black an- 
ninum card, and 
ight inside dome. Light oper- 
ates from 6, 12, or 32 volts DC 
Over-all height is 5”, 

3) Binnacle is polis! 

minum with plastic coating, 
and die cast plate has 
built-in system and 
electrical perma- 
Price: $49.50 


odized 


ilt 


base 
corrector 
connections 


nently mounted 


BAROMETERS, TIME 
PIECES & BINOCULARS 


AQUA 
METER INSTRUMENT CORP. 

SUB. OF KETCHAM & 

McDOUGALL, INC. 

465 EAGLE ROCK AVE 
ROSELAND, N. J 
BAROMETER 

Aneroid-type precision instru- 
ment is calibrated with guar- 
anteed accuracy, with easy al- 
titude compensation. It is cali- 
brated 28 through 31 inches 
of mercury, and needle can be 
check rise and fall 
$9.95 


set to 


Price 


MARINE 
Precision it 
front-set 
metal cas 
with both 
ings. Prices 


CLOCK 
istrument 


front wind 


from $15.95 


FREDERICK GOERTZ, LTD. 
VANCOUVER, B. C 
MODEL STEPTRON 
Magnification, 8x Object 
Glass, 30 mm. Field of view 
at 1,000 yds., 144 yds. Exit pu- 
pil dia., 3.75 mm. Weight, ap- 

prox. 20 oz. 


MODEL STEPLUX 
fagnification, 7x. Oject Glass 
mm. Field of view at 1000 
s., 122 yds. Exit pupil dia., 


0 
d 
1mm. Weight, approx. 36 oz. 


N 
5 
y 

7 


KELVIN HUGHES ANEROID 
BAROMETERS 

These models have from 6” to 

8” dials, and come in brass or 

chrome cases 


KELVIN HUGHES MARINE 
MERCURIAL BAROMETERS 
To B.o.T. specifications, these 
models have Vernier reading 
in inches (or millimetres) and 
millibars, with thermometer. 
Weight, 5 lbs 


HAYDON INSTRUMENT CO. 
165 WEST LIBERTY ST 
WATERBURY 20, CONN 
PLANETGEAR CLOCKS 
These clocks have a 2-year 
guarantee and are available in 
two models at $75 and $155 
Instantaneous nap-over of 
numbers is accomplished by a 
nylon cam and roller compen- 
sating device, so that all digits 
are in full view at all time 


MUSKEGON 

OUTBOARD SPECIALTIES CO. 

4386 AIRLINE RD 

MUSKEGON, MICH 

TRUSPEED 
ELECTRIC CLOCK 
Illuminated 12 volt clock is 
wound by electrical impulse, 
and is set by front adjusting 
shaft. Sweep second hand is 
feature of clock Company 
also makes a variety of instru- 


ment panels 


ROGEL INTERNATIONAL, INC. 
575 LEXINGTON AVE 
NEW YORK 22, N.Y 
BINOCULARS 
Moderate cost, high 
glasses especially suited for 
marine use are now being im- 
ported from Japan at reason- 
able prices. LJ brand stamped 
on Japanese prism binoculars 
show glasses have met require- 
ments of Japanese Govt. 
Prices range from $30 to $70. 


AMERICAN ROLEX 
WATCH CORP. 
580 FIFTH AVE 
NEW YORK 36. N.Y 
ROLEX ZEPHYR 
Rolex Zephyr Oyster Perpetual 
is a 25-jewel waterproof, self- 
winding wrist chronometer. In 
stainless steel with 14 kt. gold 
liamond cut bezel $190. In 14 


gold case $350. 


SCOPUS, INC 
404 PARK AVE. SOUTH 
NEW YORK 16, N. Y 
BINOCULARS 
A stereoscopic image or three- 
dimensional view is afforded 
by this 7x40 binocular, the 
RISO-1 3-D. Made in Japan, 
it also provides high-magnifi- 
cation periscopic viewing 
Complete with case and strap, 
it sells for $145 


SETH THOMAS CLOCKS 
THOMASTON, CONN 


quality 


CLOCKS & BAROMETERS 
Helmsman clock-baromete! 
combination is available in 
either heavy polished solid 
brass or chrome. Both clock 
and barometer are equipped 
with moveable or dual-mount 
flange which permits surface 
or flush-mounting 


SOUTHERN PRECISION 
INSTRUMENT CO. 
DIV. OF OPTEX, INC. 
710 AUGUSTA ST 
SAN ANTONIO 2, TEXAS 
MODEL NO. 101B 
center-focusing binocu- 
coated optics and is 
with hard leather 
Price: $34.95 
MODEL 111B 
7x35 center focusing 
lar has coated optics 
complete with hard 
case. Price : $24.95 
MODEL 111FWA 
special wide angle bi- 
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binocu- 
ana 1S 
leather 


7x35 
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BAROMETER CLOCK 


Barometer is temperature- Ship’s bell clock strikes ap- 
propriate number of bells for 
each watch, and has 8-day, 
ye precision - jeweled movement 
: imported from West Germany. 
9 Case is available in brass or 
i chrome. Price: 60, plus 10% 
. FET. 
. SEA HAWK MARK II i 


cular h 11 ngular field CAS Jf Light weight, compact design 
nocular has angular he SFY and wide field Ss relatively 
papa fo an Id plus relatively , . 
of view, linear field of 578 feet a E ; objects are brought in 15 times 


it 1,000 yards and coated closer. Price is $79.50. Frame 
optic Hard leather case is compensated, and matched to is aluminum alloy and all op- 
included. Price: $49.50. “Constitution” clock in size, — tical surfaces are 100 per cent 
+. weight and choice of finishes. coated. 
M. LOW, INC. Price: $35. 
44 FULTON ST ' e 
NEW YORK 38. N.Y -* 
SHIP’S BELL CLOCK , 
Miniature ship’s bell clock is : 4 4 CARL ZEISS, INC. 
iniatur ; : ; 485 FIFTH AVE. 

sava.lable in two models. both NEW YORK I7, N. Y. 
with 7-jewel movements, 8- 


day vind bras screw-on 


ight bezel and brass low power make this a good ‘ 
hey sound a “ship’s : binocular for marine use 6X 
mn the half and full - Bs insures adequate magnifica- 
imensions are dial 3”, J tion plus steady image under 
ric $54.90 and , ° difficult conditions. Field, 460 
:pany makes match- feet, weight 17 oz., relative 
ters for $39 and $49 light efficiency, 41.2. Complete 
8 MARINER CLOCK with cowhide case, $72. 


SWIFT INSTRUMENTS INC 8-day, 7-jewel Swiss movement 2 
952 DORCHESTER AVE ensures accuracy, with engine- HENSOLDT DIASPORT 

BOSTON 25. MA turner di: showing th 1 UNITED BINOCULAR co. 8x20 binocular weighs 8% 
MARINER BAROMETER hour and 2 ur markings “CHICAGO ta tL ounces and is 3” long. It is 
Fully temperature mpensat- Overall diam ry i f - -. completely self-contained, with 
ed Er sh movement has 4” depth ‘ ric $33.5 Yor BINOCULAR all moving parts totally en- 
"al im curacy. pany also has available sk Variable power binocular has_ closed. Field of view is 120 yds 
iameter is 51/16’, mount for Mariner Barometer 9 powers contained in one unit at 1,000 yds. Price: $77 com- 
Price: $14.50 ind Clock. Price: $7.95 A flick of the power wheel and plete with case and neck strap. 


4 NEW KUHLS E¢aezce MARINE PRODUCTS 


ry BILGE-LIFE—THE DUAL PURPOSE BILGE CLEANER— 
) Cleans While It Preserves rty water is a y 





a 


fe 


Bilge-lite 


=~. 


EPOTEX — Now TECSTRIP MIRACLE RE- 
Tubs als : MOVER—Now in Spray Can 
Rebui — Non-Flammable—4 Times 
Faster—Use 1/3 Less. 
~<clgg ta et if nove paint 
Kuhlis Rub-R-Tex — Now in Squeeze Bottle — RUBBER t mn be Macnine ishe a er rellac, 
SEAM AND BEDDING COMPOUND—COLOR Natural, anded 1ed at ; xy or any 


AuB Ik Kuhis RUB-R-TEX builds up tensile strength when 

used as a bedding of wood on wood. It's absolutely 

waterproof, unaffected by oil, grease or gasoline—will a 

remain elastic under extreme temperatures after appli- pply he to be bonded, TEC TRIP CAN £ 
cation {or sired or silt TO BE COVER 


TO KEEP YOUR BOAT WATERTIGHT and TRIM 
KUHLS FULL LINE FREE BOOKLET! 


Seam Composition No. 1 for Decks No. 2 for Hulls “HOW TO ead — 

. HT" 
Canvas Preservative Trowelast Woodtex (Wood Plastic) _— 
Seamlast 3-Way Preservative Woodtex (Surfacer) a S2 CROAT soctes 
Bediast Brushlast Rub-R-Tex which one of our products to 
Seam Paint Patchlast Rub-R-Seam use, and where for best results 
Canvas Cement Double Plank Cement Epotex It a be, Miusivoten, and Gencrines 
‘ ” : ; , 2a as arine 
Avio” Aer-O-Nautic Sealtite Tecstrip Preduste ie a 
Liquid Marine Glue 


SINCE 65th ST. & 3rd AVE. At your DEALER or WRITE DIRECT 

1889 H. B. FRED KUHLS BROOKLYN 20, N. Y. VISIT OUR tg og 
World's Largest Manufacturers of Elastic Seam Composition @ Glues @ Cements @ Preservatives New York Show +C- 
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BOATING ACCESSORIES 


LARGE PART of the fun, convenience, and com- 
fort of your boating is supplied by the accessories 
carried aboard. Some of these are musts for safety, 
many will improve the appearance of your boat, and some 
will merely add greatly to the enjoyment of this sport 


of boating. 


How To Use This Section 


The following pages contain a 
listing of representative items 
made by outstanding companies 
in the mavine industry. Eacl 
product, 

example of ery large se use? 
I ries available 


from the company. Development 


engineering by these experts has 


produced articles built to stand can trust? 
up under marine use. When 
looking for a specific item, stud) 
these pages for something simi 
lar and then write directly to the 
companies concerned. They will 
be glad to forward your inquiry 
to the proper department and 
frequently may be able to supply 
you with a brochure or catalogue 
listing exactly what you want. It 
is the extremé folly to use shore- 
side products for marine use your area? 
[his is nowhere more true than 
in a choice of paint for your 
craft. Marine finishes are ex- : Demountable? 
posed to some of the severest 
conditions of wind, sun, salt, and 
weathering. Below the surface, 
new plastic base coatings and 
sealers have proven their worth peracid 
for the boating trade. I requently sharp edges? 
a new synthetic base product 
will solve that annoying coat- 
ing or sealing problem that 
has been bothering you for 


year©rs. 
Buying A Trailer 


The weight of your boat is an 
important factor in ordering a in this field? 
boat trailer Add to the boat 
weight that of motor, full fuel 


tanks, controls, battery, fishing. waters? 


camping and ground tackle, as _| Are the fiberglass and resin you are consider-. 
ing approved for marine use? 


well as safety equipment and any 
other items you habitually stow 


hoard. Then refigure the total 


load capacity of the trailer you 


will need. Trailer design has improved since the days when 
auto Wheels and an axle were salvaged from a junk yard. 
Today’s smaller diameter wheels can float a boat in rela- 
tively shoal water; trailers have tilting beds for launching 
where the beach or ramp 1s steep, and have sealed wheel 
bearings so that they can be run right into the water. Other 
conveniences are available also. If you frequently load and 
unload alone, a power winch which runs off the car’s battery 
can ease the task. Check the support that the trailer gives 
your boat’s hull. A trip over a rough road can dent or even 
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ACCESSORY CHECK LIST 


[] Is the article designed specifically for marine 


] Is it corrosion resistant and sturdy enough to 
function under emergency stress? 
| Is it a quality product whose performance you ~ 


TRAILERS 


‘| Will the load capacity of the trailer you choose 
take the weight of your boat plus motor, 
luggage, camping equipment, tackle, fuel, 
and leave a safety margin? 

_] Is the hull supported in a few small spots only? 

|] Does it have a tilted bed for launching? 
(_] Doesthe winch allow single-handed retrieving? 


SHORESIDE EQUIPMENT 
(| Has similar equipment proved satisfactory in 
(_] Can it compensate for changes in water level? 
(lls it suitably corrosion and ‘ice resistant? 
| Can sections be added at a later date? 
WATER SPORTS ACCESSORIES 


[] Do experts in your locale use similar equip- 
| Are the water skis well made and free from 


(| Is skin diving equipment you are considering 
too advanced for your present proficiency? 


MAINTENANCE EQUIPMENT 


_| Are power tools now available to make your 
job more easy? 

Are the paints, varnishes, and sealers you are 
considering made expressly for marine use 
by a reputable company? 

_] Do they incorporate new tested improvemenrs 


If you need anti-fouling bottom paint, is a type 
that has proven successful in your particular features of the handy '%-inch 


puncture the bottom if it only rests on a scant few braces 
or rollers. Are the number of tiedowns adequate to keep 
the craft from breaking loose, and is there a safety chain to 
the auto bumper? Check these points carefully. 


Buying Water Front Equipment 


For the boatman with limited docking facilities, the an- 
swer may lie in a patent dock 
or hoist, many of which are 
listed here. Designs are avail- 
able for a constant water level 
or a level with tidal fluctuation, 
for fresh water or salt. Study the 
type of mooring and docking 
equipment in use around your 
area, and compare with items 
available from these pages. 
Many of these docking facilities 
are sheltered and may be used 
for winter storage as well. 


Buying Water Sports 
Accessories 


Once again, consult your local 
experts. Neither water skiing nor 
skin diving are dangerous if they 
are practiced under the proper 
supervision. Never try to home- 
make SCUBA (self-contained- 
breathing-apparatus) yourself. 
Parts for this gear must be spe- 
cially engineered and it is point- 
less to gamble a life for a few 
dollars saved. If you are a begin- 
ner, try snorkeling at first with 
inexpensive plastic breathing 
tubes and flippers. Water skis 
can be kit made, or purchased 
ready to go. Inflatable belts 
should be worn even by experi- 


enced skiers 
Buying Maintenance Equipment 


Good power tools are the 
boatman’s best friend when it 
comes to the task of fitting-out 
Every boatman should avail him- 
self, at least, of the time-saving 


electric drill. With a few acces- 
sories your drill can become a 
circular saw, drill press, sander, 
polisher, and automatic screw 
driver. Pick a good one, rated 
for heavy duty use for it can be 
the most popular implement in your tool box. If you ever 
have. a job to do that calls for driving many screws, one of 
the combination drill bits will be worth its weight in gold. 
This type of bit performs three functions—it drills the 
small pilot hole for the screw, a larger hole for its shank, 
and countersinks to fit the shoulder of a flat head screw. 
Power sanders, too, take much of the work out of a refinish- 
ing job. Oscillating, orbital and circular sanders each are 
best for particular sanding applications. Check with your 
dealer to see which is best suited to your needs. 
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* LJ 

ALLOY MARINE PRODUCTS, 
INC 

ALGONAC 


MODEL FM-26 
Trailer is designed for 17’ and 
13’ boats weighing up to 1,500 
lbs. when fully equipped with 
Thi and company’s 
ther FM-model can be 
shortened or lengthened 12 
inches for desired boatload 
balance and tongue weight 

MODEL FM-12 

can be used with boats 

length, weighing up to 


AMERICAN BOAT TRAILER CO. 
12222 S$. WOODRUFF 


MICH DOWNEY 


CALIF 


motor 


Oo 


BOAT TRAILERS 
ned for ease in towing 
road. Tilting mecha- 
sms are standard equipment 
most of the ill trailer 
model: larger models ire 
available with controlled tilt 
action. Thirty models are avail- 
to fit any popular type of 
boat from the smallest out- 
board runabout to a 6,000 Ib. 
Trailers for cata- 


cabin 
ins are also available. 


Desi 


oO! iny 


able 


cruiser 


include step- 


sup- & 
ARNOLT CORP. 


WARSAW, IND 


insom 


rollers, 


AMERICAN EXPLORER 
BOAT TRAILERS 

MODEL FM-2: ine of equipment includes 

wheel trailer i . railers for boats ranging in 

, ht fr 350 lbs. to 1200 

Features include heavy 

rounded channel frames 

V-stern design, leaf- 

uspension, bunker 

) release and pull- 

vel release and _. locking 

inism for tilt action. All 

completely 

equipped, including dual tail 

toy turn lights and 

winche ind mas Prices 

fron 

+ 
; 3.000 Ibs.. and O. C. BAILEY CO. 
* 521 S. WATER ST 

1djust on CORPUS CHRISTI, TEXAS 
longitudinal 
rd against 
Company 


om 


d-leve1 
mecn 
trailer ire 
p ind 


$120 up 


m models 
s from 1,800 
ome with V- 


MODEL FM-30 
wheel V-frame 


irda oO! 


trailer 
out- 
n length 
ity from 
V-f 


+ 4 
Keel boat 


ame 


ACE MODELS FD-M9-T9 
SAILBOAT TRAILERS 
Sailboat trailer is designed for 

nsom sup- ise with Flying 


nd keel rollers Mobjacks and Thistles 


ravity of 


ie padded 


rew nread ind 


exact hull ACI 


MODEL “K” SAILBOAT 
TRAILER 


Ww, 


—— 


MODEL A-1100 


lel trailer is for 


f 


proviae 

Also of- 

n Model 

100 for 14’ and 1] oats, load 


capacity 900 | 
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s intended for use with 
sailboats with a max- 


imum of 200 lb., including 
Sunfish, Sailfish, Tridents, 
Snarks, Penguins and El To- 


ros. 
e 


BALKO, INC. 
LADYSMITH, WIS 


BALKO TRAILERS 
One-man straight line winch- 
ing is offered on the new Bal- 
ko Interceptor V. According 
to the company, resilient rub- 
ber rollers on pivotal mounts 
conform to the contours of the 
boat and guide it onto the 


trailer 
* 


BILT-WELL BOAT TRAILER CO. 
82ND AND BREWSTER AVE 
PHILADELPHIA 42, PA 


1961 LINE 

A complete line of A frame 
trailers designed to load and 
unload boats without submerg- 
ing the trailers in water. A 
feature of the line is extenders 
used to extend the trailer or 
be reversed to an off-set posi- 
tion for added support 


BURNHAM PRODUCTS 
4203 WEST HARRY ST 
WICHITA. KANS 


INC. 


TILT-FRAME TRAILERS 
3urnham trailers feature ad- 
justable 30” support bolster, 
heavily padded with rubber to 
provide ised degree of 
cradling support for the boat 
Available in 14’, 16’, and 18’ 


models 
L) 


CALCINATOR CORP. 
28TH & WATER STS 
BAY CITY, MICH 


incre 


SEA-CAL TRAILER 
MODEL SC-41 
All-steel A-frame trailer is for 
boats from 14’ to 16’, and it 
has 1,000 lb. capacity. Features 
include tilt action, safety walk, 
8” demountable wheels with 
4:80-4:00 x 8-4 ply tires, ad- 
justable bunk cradles, winch 
and winch stand. Power brakes 
and power winch are available. 


SEA-CAL TRAILER 
MODEL SC-51 

Trailer is for boats to 17’ in 
length, and has capacity of 
1,500 lbs. Features include all- 
steel “A” frame, tilt action 
mechanism, safety-walk, 12” 
demountable wheels, adjusta- 
bunk cradles and 9” tran- 

roller supports. 18” tilt 
padded bunks are optional in 
place of transom rollers. Pow- 
er brakes and power winch are 
available. 


ble 


son 


e 
E. L. CALDWELL & SONS 
BOX 2050 
CORPUS CHRISTI, TEXAS 


GIANT TIPPER 

TRAILER LINE 
Line is highlighted by two 
new models, the GT-18-1500 
and the GTT-20-2400, for 
larger boats. GT-18 accommo- 
dates boats 16’ to 18’ weighing 
to 1800 lbs., and other is tan- 
dem model for boats 18’ to 20’, 
with maximum weight of 3,000 
Ibs. Frames of both models are 
made of 3” channel steel, and 
transom support rollers serve 
as loading guides 


COX TRAILERS INC. 
GRITTON, N.C 


TRAILERS 
Employing steel channel 
frames, wood walkways, step- 
on fenders, adjustable winch 
stands and non-marking keel 
rollers, Cox trailers for 1961 
include the CT 13 for 14 ft. 
boats, CT 15 for 15 ft. boats, 
CT 217 for 17 ft. boats and 
CT 317 for 17 and 18 ft. boats. 


CROWNLINE, INC. 
ONARGA, ILL 


CROWNLINE TRAILERS 
Line of boat trailers features 
double tongue tilting action 


ELECTRIC WHEEL CO. 
FIRESTONE TIRE & RUBBER CO 
QUINCY, ILL 


AIR-BUOY TRAILERS 
Ten new models are available 
this year. Five of them feature 
the Cantilever air-suspension 
and five models feature coil 
spring suspension. Capacities 
range from 600 lbs. to 3,000 Ibs. 
igths from 14 to 20 ft. 


a 
ESCO BOAT TRAILERS 


23 W 


DIV 


and lei 


ESCO 500 SERIES 
Series features drive-on model 
trailer for inboard or outboard 
boats 12’ to 24’ in length, with 
weight capacities from 1200 to 
4000 lbs. Features include wide 
entrance guide with built-in 
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elevator, adjustable running 
gear, 4-way adjustable winch 
stands and Drive-On guide. 
Structural steel frames are 
electrically welded Prices: 
from $224.50 


ESCO 300 SERIES 
» of trailers is available in 
and non-tilt models, all 
structural steel frames, 
entrance guides, adjustable 
running gear and 4-way ad- 
justable winch stands ‘rail- 
ers are available to fit boats 
14’ to 17’ in length, and have 
ies from 1000 lbs. to 
lbs. Prices: from $169.50 
ESCO 600 SERIES 
vy-duty trail 
in si 
to 24 
] lude 
; electri- 
nat tilt 
djust- 
\ id- 
and 3:1 
Prices: 


trailers 


ired winches 
33.50 Other 


anit 


FLEET CAP'N TRAILERS 
NEW BERN, N. C 
MODEL 1134 
for boats 13’ and 14’ 
with capacity of 750 lbs. It is 
equipped with fenders, 480 x8 
4 ply tires and demountable 
wheels, winch and _ winch 


Trailer i 


stand. 
MODELS 1145 & 

1145 DELUXE 
Trailers are for boats 14’ and 
15’ with motors, and have ca- 
pacity of 900 lbs. Features in- 
clude fenders winch and 
winch stan2 with bow stop 
480 x8 4 ply tires and 

emountable wheels. Deluxe 
model also has adjustable run- 
y tilt tongue and 


ller 
roel 


nin gear 
transom lift 
MODELS 1167 & 
1167 DELUXE 
Trailers for 16’ and 17 
with motors have capacities of 
1200 lbs. Equipment includes 
fenders winch and _ winch 
tand with bov roller 
stop and tail light . 12 tires 
with chrome covers. Deluxe 


model also hi idjustable run- 
and 


boats 


nin it tongue 
+ 


MODEL 
for 18 
motor 

1600 lbs 


fender 


1189 


and 19’ boat 


600 x § 
ires have 
Model i also available 
tandem axle 480 x 12 


ity of 2400 lbs 


lrome 

with 

tires 

and capac 
MODELS 1121 & 1123 
TANDEM 

1121 Trailer is for 20’ 


boats 


Model 
and 21 motors, is 
x 12 tires and 
2700 lbs. Model 
1 23’ boats 
pped with 
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600 x9 4 ply tires with a ca- 
pacity of 300 lbs. All tandem 
trailers have heavy duty winch 
and winch stand, adjustable 
bow and transom. bunkers, 
lights, keel rollers, transom lift 
and tilt tongue 


FOREMAN MFG. CO. 

DIV. OF MOTOR WHEEL CORP. 
5353 S. STATE ST 
CHICAGO 9, ILL 

SINGLE AXLE TRAILERS 

Line of electrically welded 

steel boat trailers includes 

trailers with capacities from 

2.000 lbs. to 5,000 lbs. All trail- 

ers are equipped with bail and 

socket coupler, third wheel 
jack and heavy duty safety 
break-away chains shassis 
completely wired and comes 

stop light as- 


with tail 
bracket 


and 
sembly with license 


Prices: from $28 


TANDEM AXLE TRAILERS 
Line of tandem axle trailers is 
available with 3,000 lb. to 10,- 
000 lb. capacities, all with all- 
steel construction, electrically 
welded. All tailers have ball 
and socket coupler, third wheel 
jack, heavy duty safety break- 
away chains, complete wiring 
and tail and stop light as- 
sembly with bracket 
Prices: from $330. Optional 
equipment includes electric 
brakes, tie down bolt assembly 
and tires, tubes and tubeless 


tires. 


HOLSCLAW BROS. 
408 N. WILLOW RD 
EVANSVILLE, IND 


license 


INC, 


Nf 


HOLSCLAW TRAILERS 
1961 line includes trailers with 
capacities ranging from 400 
3000 Ibs., for handling 
boats up to 23’ in 

can be ordered 
} or tilt tongue, 
hed with either 8” or 


Box frame accessory 


lbs. to 


it possible to 
Straight or tilt 
in this line box 
or A frame type trailer 
are standard on 


convert 
tongue 
into a 


i accessories are 


e 
IMPERIAL BOAT TRAILER CO. 


802 N.E. 29TH ST 
FORT WORTH, TEXAS 
IMPERIAL BOAT TRAILERS 
Line includes 13 basic models 
to handle boats from 600 Ibs 
to 2,400 lbs., inboard or out- 
board. Features include ad- 
justable support rollers, steel- 
lined rollers, square mounting 


holes in frame to assure rigid 


positions for all brackets, steel 
channel frames with multiple 
mounting positions. All deluxe 
models also have tilt-action 
easy loading, with brakes 
available as extra equipment 
on all models. 


KINGFISH BOAT TRAILERS 
119 E. MARTIN ST 
SAN ANTONIO, TEXAS 


MODEL 1050 
KINGFISH BOAT TRAILER 
Trailer has maximum capacity 
of 1,250 lbs., and can be used 
with boats up to 17’. Struc- 
tural steel pipe and channel 
iron are used in welded con- 
struction. Tire size is 18x5.50 
x8 4 ply or 4.80x4.00x12 4 ply, 
optional, with dolly wheel 
standard equipment on all 
models. Price: $279.50. Com- 
pany also offers line of trailers 
for boats 14’ to 21’, with capac- 
ities from 750 lbs. to 3000 Ibs. 


LITTLE DUDE BOAT TRAILERS 
802 NE 29TH ST., BOX 4513 
FORT WORTH, TEXAS 


LITTLE DUDE BOAT 
TRAILERS 

Line of trailers includes 15 
models to handle boats 
ranging in size from 600 Ib 
runabouts to 2400 lb. cruisers, 
either inboard or outboard. 
Features include adjustable 
winch posts, steel-lined rollers 
extra wide, new square 
holes in frames to 
assure rigid positions for all 
brackets steel channel 
frames with multiple mount- 
ing Gravity-action 
loading system is standard on 
all except economy models in 
the line. Other equipment in- 
cludes extendable-length 
tongues, transom support re- 
lease, cross-wind loading guide 
amd tie-down chains. 


basic 


some 


nounting 


and 


positions 


LONE STAR BOAT CO. 
GRAND PRAIRIE, TEXAS 
BOAT TRAILERS 

Line includes nine models, fea- 
turing 700 lb. capacity Road 
Valiant model and 850 lb. ca- 
pacity Road Knight model. 
Accessories are available. 


F. A. LONG CO. 
BENTON HARBOR, MICH 


LO-LOADER TRAILERS 
Trailers are available for boats 
from 12’ to 20’ in length, all 
featuring adjustable winch 
stand, winch, stop and tail- 
ights, electrical wire with re- 
ceptacle and license plate 
bracket, as well as “elevator 
action” hydraulic power to 
lower trailer bed to water or 
ground level with low angle of 


incline. 


MASTERCRAFT TRAILERS, INC. 
MIDDLETOWN, CONN 


nal ~ ’ 


set 


ECONOMY-LINE TRAILERS 
Low-priced series consists of 
three trailers with load capac- 
ities from 600 lbs. to 1200 lbs 
for boats up to 16’. Features 
include heavy-gauge steel con- 
struction, free-spinning keel 
rollers and adjustable, padded 
bunks, automotive-type de- 
mountable wheels and quick- 
locking coupler and_ safety 
chain 


CRUISERLINE TRAILERS 
Series consists of three trailers 
with load capacities ranging 
from 900 lbs. to 1600 lbs., for 
boats up to 18’. Features in- 
clude Ultra-Matic ramp, for 
loading and launching in diffi- 
cult areas, such as uneven ter- 
rain or sea walls. Trailers also 
have fully adjustable keel and 
cradle rollers and automotive 
type wheels 


MODERNLINE TRAILERS 
Series includes three single- 
pole trailers with load capac- 
ities ranging from 300 lbs. to 
750 lbs. for boats to 16’. Fea- 
tures are multi-position run- 
ning gear, anti-shock spring 
suspension, adjustable bow 
rest and keel rollers and cradle 
support with rollers or bunks 
Ultra-Matic ramp is optional 


287 





BUYING GUIDE DIRECTORY 





VOYAGER TRAILER 
Deluxe addition to heavy-duty 
trailering is the tandem-wheel 
Voyager, designed to bring 
efficiency and speed to big- 
boat handling. The Voyager 
can transport a 2-ton, 25’ long 
craft and has adjustable keel 
and cradle rollers giving a 
sedan cruiser secure, evenly 
balanced support. A 2-wheel 
version is also available. Mas- 
tercraft now offers 5 separate 
series of trailers, with full 
complement of accessories and 
combines span load capacities 
ranging from 300 to 6,000 lbs. 


CADRELINE TRAILERS 
consists of six break- 
trailers for boats from 
21’, weighing from 600 
Ibs. to 2500 Ibs. Features in- 
clude ramp lock, full-length 
channel support for the tow 
bar, Ezy-Vee automatic load- 
ng guides, adjustable padded 
bunks and keel rollers, total- 
tilt steel frame, automotive- 
type demountable wheels, ad- 
justable running gear and tow 
bar, and ¢ I 


Series 
frame 
14’ to 


MARINECRAFT 
P. O. BOX 16! 
BRIGHTON, MASS 
TRAILER KITS 
Models available include par- 
tial and full kits, with capaci- 
ties from 900 Ibs. up. 


MARINECRAFT TRAILERS 
Line of trailers includes mod- 
els for boats from 12’, 14 or 
16’, with from 900 
lbs. up. Features include easy 
dissembling, port ibility, and 
trailers are also available in 
tandem units, and for inboard 
boats and sailboats. Prices, 
from $139.50 up. 


e 
MONTGOMERY WARD & CO. 


618 W. CH AGO AVE 
CHICAGO 7, ILL 


capacities 


SEA KING TRAILERS 

model 1100 boat 

1,100 lb. capacity 

traller carries 

7 in length and 

feature: ind bunks with 
tilt bed to facilitate loading 
Priced at less than $200, the 
model 1100 is one of the 5 trail- 
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i aa, 
rollers 


ers offered in 650 to 1,800 Ib. 
capacity. Trailer comes with 
demountable wheels and tube- 
less tires. 

* 


MOODY MFG., INC. 
MABEN, MISS 
MODEL A C 16’ TANDEM 
Trailer construction and de- 
sign accommodate both in- 
board and outboard cruisers, 
and is available tilt or non- 
tilt in 16’, 17’ or 18’ lengths, 
with 2,500 lb. capacity. Axle 
and wheel assembly are fully 
adjustable for boat balance, 
with rear crossmember adjust- 
ing for inboards. Boat rack is 
also available for this trailer. 


MODEL VT 16’ 
Trailer is especially designed 
with tilt to accommodate 
double hull boats, and is avail- 
able in 14’, 15’ and 16’ lengths, 
with 1,200 lb. capacity. It is 
equipped with adjustable bol- 
sters and two sets of adjust- 
able rollers. 


MODEL A C 20’ TANDEM 
Construction and design ac- 
commodate both inboard and 
outboard cruisers, and trailer 
is available in 20’, 21’, and 22’ 
lengths, with 3,500 lb. capacity 
Axle and wheel assembly are 
adjustable for boat balance, 
and rear crossmember adjusts 
for inboards 


MODEL E 16’ TANDEM 
Trailer is available in 16’, 17’, 
or 18’ lengths with adjustable 
bolsters and 2,500 lb. capacity 
It is also offered in single axle 
with or without tile, and 1800 
lb. capacity. Company offers 
complete line of trailers. 


os 
NORJACK, INC. 


600 S. 108th ST 
MILWAUKEE 14, WIS 


HEVI-DUTY 
TANDEM TRAILERS 
Tandem trailers are available 
in 4,000, 6,000, 8,000 and 10,000 
lb. capacities, for boats from 
20’ to 30’ in length. Trailers 
are sold under trade names of 
Tip-Top Line, Norjack Line 

and Matco Line. 


PACEMAKER BOAT 
TRAILER CO. 

622 E. GLENOLDEN AVE 
GLENOLDEN, PA 
AUTOMATIC TRAILER 
Aside from the conventional 
line of boat trailers, Pace- 
maker offers the Automatic 
Trailer. This model has a con- 
trolled tilt action which makes 
launching and loading easier. 
Models range from 700 to 1,800 
pound capacity and are priced 
from $177.80 to $459.95. Cata- 
maran and sailboat trailers for 
production models are avail- 

able also. 


RAMSEY TRAILERS, INC. 
P.O. BOX 147 
SHARPTOWN, MD 
1961 MODELS 
The company has eight models 
of “A” type break-frame trail- 
ers with built-in tilt boom in 
capacities from 600 to 2,500 Ibs 
in single and tandem axles. 
Also available are five models 
in the Aqualand Skipper line 
of heavy duty cradle-type 
transport trailers ranging from 
a 20 ft. unit with 3,500 lbs. ca- 
pacity to a 30 ft. model with 

10,000 lbs. capacity. 


SEARS, ROEBUCK AND CO. 
925 S. HOMAN AVE 
CHICAGO 7, ILL 


ae 


A 
~~ ~ 


r 


ELGIN TRAILERS 
Line includes three trailers, 
one for boats to 14’, with load 
capacity of 700 lbs., and two 
heavier trailers with carrying 
capacities of 900 lbs. to 1200 
Ibs. Smaller model has auto- 
motive-type leaf springs, up- 
holstered bunkers, winch stand 
and standard keel guide roll- 
ers. Heavy trailers have tilt 
bed with adjustable bunkers, 
and other equipment. All trail- 
ers are equipped with 400 x 8 


tires. 
& 


SELMA TRAILER AND MFG. CO. 
BOX 120, SELMA, CALIF 


BOAT TRAILERS 
Line of trailers includes 6 bas- 


ic model trailers to fit most 
boats, interchangeable parts 
and adjustable undercarriage, 
optional suspension, standard 
leaf springs or Selma Tork- 
Elastic Suspension, full float- 
ing rubber sprung axle with 
wide capacity range, and all 
are equipped with 8” adjust- 
able keel rollers. Prices: from 
$146. Manufacturer also has 
custom-built trailers up to 
6,000 lb. capacity. 


SIMEK MFG., INC, 

122 WATER ST 
JOHNSTOWN, N. Y 
SHIPMATE TRAILERS 
Model 1861 Shipmate boat 
trailer has a capacity of 1800 
lbs. and is priced at $298. De- 
signed for boats of 16 and 18 


foot lengths. Trailers avail- 
able include models up to 2950 
lbs. capacity. 


STERLING BOAT TRAILERS 
P.O. BOX 322, SALEM, OHIO 


1961 LINE 
With the addition of the new 
Cadet “600”, the above com- 
pany offers “A” frame trailers 
for boats from 14 to 22 ft. in 
length and weight capacities 
of 600 to 7,000 lbs. The “T” 
frame line includes trailers for 
boats to 16 ft. in length and 
weight capacities from 350 to 
800 lbs. 
a 


TEE-NEE TRAILER CO. 
YOUNGSTOWN, OHIO 


1961 LINE 
Eleven models this year pro- 
vide a carrying capacity of 
from 400 to 3,400 lbs. and can 
handle boats from 12 to 25 ft. 
New design features include 
pyramid shaped frame sec- 
tions, adjustable winch stand 
with telescoping post, adjust- 
able center rollers and a new 
baked enamel yellow finish. 
Prices range from $104.95 to 
$840 f.o.b. factory. 


« 
TENNESSEE TRAILERS 


313 E. MAIN ST 
CHATTANOOGA 2, TENN. 


TENNESSEE TRAILERS 
Complete line of boat trailers 


POPULAR BOATING 








A 16 FT. RUNABOUT WITH LAPSTRAKE BEAUTY, 
LAPSTRAKE STRENGTH, LAPSTRAKE PERFORMANCE! 


You’ll have to look hard and long to find a boat that matches 
the beauty and speed of the new aluminum lapstrake designed 
Viking. This 16 ft. runabout is O.B.C. rated to handle motors 
from 10 to 75 hp; and Starcraft engineered to make your motor 
act as if it had double the horsepower. 

The aluminum lapstrake hull is responsible for its remark- 
able speed and distinctive beauty. This Starcraft pioneered 
design, plus the lowered spray rails, provide the stability neces- 
sary for flashing down the straightaway without a hint of 
fishtailing and taking the sharpest of turns with sure-footed 
grace. The horizontal strakes also sharply accent the sweeping 


contours of the boat, especially the bow which is flared for 
maximum speed. Lapstrakes mean greater hull strength, too. 
Combine this feature with other Starcraft construction stand- 
ards and you have the most solidly built runabout in the in- 
dustry. In fact, the Viking is so well constructed, it is guaran- 
teed 15 years in writing! See your Starcraft dealer. 

NEW STARCRAFT VIKING—Deluxe equipment includes 20-inch wrap- 
around windshield, complete steering rig, four back-to-back seats with 
buoyant life saver cushions upholstered in red and white, plywood interior 
floor with slipproof vinyl! covering, aluminum and vinyl hull bumpers, alumi- 


num gunwales with vinyl bumpers, bow and stern running lights, plus many 
other practical pieces of equipment. All for the low price of $796.* 


*Plus freight and handling. 


STAM GH 


STARCRAFT BOAT COMPANY 


FEBRUARY, 1961 


WRITE FOR COMPLETE COLOR CATALOG 
Department P.B.2 * Goshen, Indiana 
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2500 lb. tan- 
to a 350 lb 


trailers for 


vith winch 
winches 
avail- 


cable, 


WESCO STANDARD 
BOAT TRAILERS 
nt includes 11 
from 10’ to 


ed bea 
rollers, 
ustable 


stor 
t 


WESCO 
BOAT 


DELUXE 
rRAILERS 
moa re ava 
mm 10 


AIR LIFT CO 

LANSIN M H 
LIFT AIR SPRINGS 
Saal 


slip in 


AIR 


co 


ACHINE 


RR 


rRAILER LICENSE 
BRACKET 


Equipment includes 
standard 


rope and 


Same as 
models, plus winch, 
safety hook, water- 
proof tail light kit 
with harness for trailer and 
ir, and chrome covers. Price 
$165 


comple te 


i 
from 
WESCO HEAVY 
DELI aE 
Trailers are 


| ae 


DUTY 
beac ERS 
tilable In 
from 1 
ling from 900 
Equipment 
luxe models 


models 
- 


zi welg 
3.000 Ibs 


f ts 
} 
i 


on de 


from 


$229 


WEERES PONTOON BOAT CO. 
T. CLOUD, MINN 
CARRY-ALL TRAILER 
Trailer is designed for usé 
with Weeres Pontoon 

supports boat in 
balance. It is of all 


ed construction with heavy- 


30ats 


prope! 


weld 
Weia-~ 


ings ear-winch and 
Shipped complete 
tires and light 


ex- 


ZIEMAN PRODUCTS 
P.O. BOX 698 
WHITTIER, CALIF 
1961 LINE 
known 


this 


BIG BOY PRODUCTS DIV. 
DALTON FOUNDRIES, INC 
WARSAW. IND 


FIXT-HITCH 


SAFE-A-WAY 


C.L.B. CO 
P.O. BOX 603! 
HOUSTON 6, TEX 


UNIVERSAL 100 

No wire needed with this 
completely self-contained bat- 
tery-powere 
stop, tail and 
light. Just clamp the TraiLite 
to the trailer, turn on the 

vitch and the fully automatic 
Nertia switch goe action 
to operate the when- 
ever brakes are applied. Price 
$9.95. C.L.B. Co. offers other 
models, which operate off the 
boat battery 


combination 


license plate 


into 


stoplight 


DICO CO 
DES MOINES, IOWA 
TRAILER BRAKES 
irg-O-Mati« 
operatin 


ton 


Si brakes are s 
. “* 
compietel 


hydraulic 


for 

ub- 
ber diam 
to 1.000 


oads up 


DRAW.-TITE MFG. CO. 
BELLEVILLE, MICH 
TR AILER HITCHES 
ine of hitches inc both 
mod- 
welded-one - 
iction. Hitches are 
vailable for full-size 


iudes 


regular and he v-duts 
; 


els, and feature 
piece const! 
cars 


compacts and most imports 
uaranteed fo1 


up to 


ross 
5.000 lb Wincl 
available. 


coupiel are aiso 


RAL LOGISTICS DIV. 
AEROQUIP CORP. 

2929 FLOYD ST., BURBANK, CALIF 
AEROQUIP TIE-DOWN 
Can be is boat-to-trailer 
tie-down, water ski tow, and 
outbo rd motor } 


Attacl 


GENE 


used 


embly 


1 on request. 


GROTE MFG. CO. 
MADISON, IND 
TRAILER LAMP 


re avaliaD! 


KITS 


able “clamp-on” stop, tail and 
turn signal lamps, as well as 
lamps for permanent attach- 
ment to trailer. Kits are com- 
a with lamps, brackets, wir- 

ng harness, hardware and in- 
rn Bars 


HALYBURTON CO. 

5 CARLL RD 
MIDDLETOWN, CONN 
TRAILER TIE DOWNS 
Tie downs are made of extra 
heavy 2” webbing, either nylon 
or cotton, and have hot-dipped 
galvanized or Everbrite-plated 
hardware. Tie downs are avail- 
able in 10’, adjustable 9’ to 14’ 
and 16’ lengths. Company also 
offers Ratchet-Tite, made only 
of nylon, with a new design 

buckle 


® 
HAMMER BLOW TOOL CO. 


WAUSAU, WIS 
AXLE ASSEMBLIES 
A variety of straight, drop, 
and Torgless single and tan- 
dem axle assemblies. Complete 
xle and running issem- 
blies available and include ax- 
lub: bearings, wheels, 


zs and all mounting ac- 


LONG TRAILER CO. 
TARBORO, N.C 

KEEL BRACKET 
A feature included as stand- 
ard equipment on larger 
models of Long and Tow-Rite 
Trailers is an adjustable, 
double rocker, roller keel 
bracket. The adaptation re- 
portedly makes loading and 
unloading simpler and pro- 

protection af ist acci- 
hull damag 


LAKEVIEW MFG. CORP. 
4920 N. WOODBURN ST 
MILWAUKEE 17, WIS 
KEVLOK FASTENERS 
Kevlok fasteners are available 
fr wid l webbing 
500 Ibs. to the 1 4 

with or without 


vides 


dental 


hook, with webbing 


10.000 lbs 1 per 


705 Kevlock f 

boat tie-down ki 1% 

vide, with tensile strength of 

6,600 lbs. and 13’ long is priced 
at $13.95 


S- 


M & B SALES CO. 
2615 LOVE FIELD DR 
DALLAS, TEX 

NYLON TIE-DOWN STRAPS 
The trailer tie-down straps 
h | tie- 
lon webbing 
djuster. Price, 


MOODY MFG.., INC. 
MABEN, MISS 
TRAILER ACCESSORIES 
Line of ludes 
winches safety bol- 
sters 
lings 


wheels 


equipment in 


bumper amps, coup- 


lende 
rollers 


POPULAR BOATING 





Live better electrically stem to stern 
with Onan’s NEW 205-MAJ Electric Power Plant 


BATTERY 


TELEVISION CHARGER 








SPACE PROBLEMS? Not with Onan’s new 
205-MAJ. Unusually compact, it fits in 
many formerly unusable places. Nobigger 
than a couple of suitcases! Full 2500 watts! 
Here, mechanic completes 205-MAJ 
installation under deck of the Gizmo. 


FEBRUARY, I961 


RADIO 
TELEPHONE 


hal 
L 


A 


REFRIGERATOR LIGHTS 














LIVING’S EASY ELECTRICALLY, with new Onan aboard Norman Bradley’s 
34-foot Gizmo on Lake Erie. New 205-MAJ generates electric power 
for all Gizmo equipment indicated. Starts automatically whenever 


any load is switched on. 


Put an Onan on your boat! 


Why not enjoy complete mod- 
ern electric living afloat? It’s 
easy with an Onan plant — purr- 
ing smoothly under deck. 
Onan gives you the same ever- 
faithful electricity you get out 
of the outlets at home. No need 
to buy special equipment. Use 
standard low cost appliances 
even to the extent of bringing 
yours from home .. . if you like. 
The TV, air conditioning, radio, 
toaster, hi-fi, phonograph, flood- 
lights and so forth—all to make 


WORLD'S 
LEADING BUILDER 
OF ELECTRIC 
POWER PLANTS 


boating easier, safer, more fun. 

Find out all about all the 
Onan gasoline or diesel-powered 
Marine Electric Plants. Such 
as the new gasoline-powered, 
water-cooled, electric-starting 
2500 watt 205-MAJ. Compact. 
Powerful. Economical. And it 
carries the exclusive Onan Per- 
formance Certified Tag. Your 
assurance of getting all the power 
you pay for. 

Write Onan for complete 
details! 


LOOK FOR THIS 
TAG ON THE 
ELECTRIC 
PLANT YOU BUY. 


ONAN Division, Studebaker-Packard Corporation, 2741 University Ave. S.£., Minneapolis 14, Minn. 
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* float dock and rafts. Can be has steel frame and corru- 
cut and shaped with conven- gated aluminum top, and is 
ICH CORP. . , tional wood-working or power’ designed for boats with not 
CONN T tools over 5’ beam and total weight 
ETHAFOAM of boat and motor not over 
A new product which is being 400 lbs. Unit has system of 
used for boat bumper strips, counterweights and _ pulleys 
boat fenders. ski belts. etc that lift boat out of water as 
Dow also manufacturers Poly- top is closed, and lower it as 
ethylene foam top opens. Boathouse can be 
hitched to dock, shoreline or 
S anchored. Drums for floating 
are optional. Price: $410. 
HUSSEY MANUFACTURING Other floating boathouses are 
» of trailer ac- CO.. INC available with frame lengths 
ered including 17 RAILROAD AVE in varying sizes up to 41’, 
-light trans NORTH BERWICK, ME 
FLOATS AND PIERS * 
A variety of lightweight steel 
fr ume og = piers are of- ROYAL MARINE PRODUCTS 
fered by the above company Vv Ss 
TRAILER PRODUCTS co INC. Sections car be pele to Gomaeaas Gon any 
BOX 176, KINGSPORT, TENN form anv lavout. Prices range : 
BOAT TRAILER KIT from $96 to $220 per section. BROOKLYN 34, N.Y 
No a eee ee te ie’ and ree catalog available. CORNER BOAT 
a in ned neat e DOCKING WHEEL 
ionals and standa1 ize pi} Rubber wheels are installed to 
. - dock and extend out to & 
ang elie peta le ear oe ga ao ae Re KLEIN STEEL CO. make docking easier. " 
ions in 01 l l ri 9.50. ¢ , BUCKEYE ST 
PWH 712, $99.5( Ist nodels V nh ipa CLL JE OHIO 
i 6, Sat nd i ranging fr : rubber with 
base. Price: $20.65 
able is dual docking and boat 
fender wheel, similar construc- 
tion which eliminates need for 
fenders while docked. Price: 
$31.35. 
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“ complete lin 
POWERWINCH 71 Ores 15 


des PWH 712 and Winches, tal 


i 
off 
1 


drain 


3864 FLATLANDS AVE, 


non-Markin 


AMIDON ENGINEERI 
3.349 VELAND R 


IG CO. 


D is al FREDERICK-WILLYS CO., INC. 

RIA HIO 2233 UNIVERSITY AVE 
PORTABLE DOCK ee eh en 
FITTINGS 


> ‘Dp T PJ 
— FLOATING BOAT HOUSES _ eS Sees 
for us ‘ Kleeco Steel Floating Boat Bumpet consists of a soft-face 
‘ ; iis wheel mounted to a heavy steel 
Hous¢ a constructed of 11 fork frame to be attached to 
corner of dock with wheel re- 
volving around a vertical axle, 
to protect boat from dock cor- 
ners. Bumpers may also be 
attached to dock end with 
wheels in upright position, to 
| SG seis el with al aid in lifting boat from water 
sizes, 9’x21’, 9’ x 24’, sue : : Sanka - to dock surface by rolling boat 
and 11'x24 ther conn posed beta saggy tye <i over the bumpers. Price: $9.95. 
lable upon req ception onnections to be ? —— 
: made during erection. Models DOCK BUMPERS 
t range from 20- to 40-foot Dock bumpers are 
MFG. CO DELWELD CO., INC. sizes ne ee. > eee S * 
vse 495 FIRST ST 4” half-rounds, and 1 
AVE eo MILWAUKEE 4, WIS & of 3” half rounds, both 
) FORK N D 


STEEL PIERS tic foam which is resistant to 
DRY DOCK KIT Steel piers are 42” wide and MASCO CORPORATION corrosion from chemicals and 
imp Kit n handle n installec nd rem DRI DOCK PIER KIT DIV salt water. Each style is com- 


auge steel with galvanized 
eel for roof. All models are 

} 1 ( y » lecsio?T 

moved into place over the i ‘ n ame design 
All steel ] V ich S two steel pontoons 

s L i A, . 3 

truction \ with watertight bulkheads 

istru¢ 1Oon Witn . 
tubing cut to exa n ulldin ructure 1s com- 


; 1 frame lade 
; needed. Canopy come: posea I { 1 frames ma 


» ca 


12} N. BROADWAY plete with nailing washers to 
MILWAUKEE 2, WIS ers to dock. 
DRI DOCK PIER KITS Prices: 9’, 3” style, $3.95; 9’, 4 
Kits al mplete hardware stvle, $4.95: and 1’ style, $1 per 
: ally pur-_ pair. 
pipe and 


- All cast parts e 


i 
attach bump 


ly WISCONSIN MARINE CO. 
. ¢ “A Mei E E WIS 
DOW CHEMICAL COMPANY linimize ru rices: “A” kit PEWAUKEE, WI 


M ANE MICHIGAN 


NORTHWE i 
ENTERPRIS : METAL PIERS 
P.O. f 266 , isconsin Marine t 
OME available 
wood decking 


of 


PERMA-DOCK BOAT 
CANOPY 
approximate- wide 


ating boathouse $34.50 less wood decks 
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BOAT HOISTS 


ACME MARINE HOIST, INC. 
658 ROCKAWAY TURNPIKE 
NORTH LAWRENCE, N. Y 


BOAT HOISTS 
Features three point suspen- 
giving maneuverability 
Winch power is fed by exten- 
sion line. Optional at extra 
cost is gas powered generator 
Four ton model, $3600; 

12-ton, $6500. 


$4200; 
e 


FULLER FLORIDA Ears 
ROUTE |, BOX 2 
MOUNT DORA, FL 


FULLER BOAT LIE TS 
Electric boat lift will ! ep boat 
out of water 
protection. Mant 
boat lifts 


sion 


mple te 
operated 
also at 


KING MANUFACTURING Co. 
3139 W CAGO AVE 
CHI caeO 2 LL 


ELECTRIC HOIST 

act unit used to pull 

into dry dock or boat 
equi pped with a 


rsible for paying out cable 
Thi model 


controlled 


push-button 
o that operator can 
ide boat while it is 

¥ pulled in. Brake on mo- 
tor "hold the load when cur- 
rent is off so no mishaps occur. 


Price, $570. 
+ 
LANG E LIFT CO. 


N. 124th ST 
MILWAUKEE 10, WIS. 


BOAT LIFT 
The portable Lange Lift is ad- 
justable to any lake or river 
bottom contour and can be 
installed or removed on 
like runners. The boat is float- 
ed over the lift frame and the 
boat is raised onto the lift by 
a hydraulic le ver placed on the 
It is available in models 
for boats ranging in size from 
500 to 6,000 Prices start 


at 
it 


sled- 


dock 


$195 


& 
REIMANN AND GEORG 


52 HARLEM 
“BUFFALO 


_ INC, 
NEW. YORK 


BOAT LIF T 
no-rail lift, especial- 


that 


A new m 
ly useful ‘tor a be 

has been buil on 
commercial boat 


available from the 


t house 
shore or a 

livery, is 
above com- 
pany The mechanism is 
mounted on a tubular support 
which carries the complete 


hoist, hooks and pulleys. 


e 
ROL FE PRODUCTS co. 
>HTH ST. S.\W 
MASI N CITY, IOWA 
BOAT LIFTS 
Marina Special Lift 
an automatic safety 
new model is the 
3oat Lift which 
Fulton -Win 


Cc 
components f 


features 
winch. A 
Pontoon 
employs a 
h All Marina 
rom basic Mari- 


‘ 


FEBRUARY, I1961 


6-ton, 


na Special Lift to docks, 
ing, gates, and roofs are 


able 
* 
TRAVELIFT & ENGINEERING 


NAUTICAL DR 
STURGEON BAY, 


fenc- 
avail- 


WIS 


TRAVELIFTS 
Travelif a free-traveling 
vertical carrier, with hy- 
draulic steering, lifting and 
propulsion. Turning radius is 
short and maneuverability ex- 
Travelift offers 17 dif- 
ferent models in self-propelled, 
and rail mounted equipment. 
Capacities in models up to 
100,000 lbs. Openings for masts 
on larger models 


WALL MANUFACTURING, 
HUTCHINSON, MINN 


cellent 


INC, 


BOAT HOUSES 
This company offers portable 
boat houses made with a light- 
weight iron base and a corru- 
gated aluminum cover. The 
canopy is made up into 6 
ft. sections and assembled in- 
to any length desired. 


& 
WISCONSIN MARINE CO. 


PEWAUKEE, WIS 


WISCONSIN MARINE 
WINCHES 

Heavy duty winches have 
cable capacity of 150 feet of 
5/16 inch cable. Cable drum 
can be disengaged and con- 
trolled by manual brake on 
free spooling model. Will pull 
boats up to 22 feet on a 10 per 
cent grade. Price on Model 
2000 FS is $449.50. 


WATER SKI EQUIPMENT 


THE AMERICAN PAD 
& TEXTILE CO. 
GREENFIELD, OHIO 


TAPATCO WATER SKIS 
Line of skis and ski accesso- 
ries. Skis constructed of ash. 
In beginner’s, children’s, and 
advanced Prices start 
at $27.50. Catalog on request. 


AQUASPORT WATER SKIS 
BOX 245, LACONIA, N. H 


WOMEN’S COMPETITION 
SKIS 

Line of water skis includes sla- 

lom, jumping and light-weight 

turnarounds, designed for and 

by the national champion, 

Norine Bardhill. 


styles 


JUNIOR COMPETITION 
SKIS 

Skis are sized for use by 

dren from the 

and _ include 

short lightwe 

skis and 


chil- 
5 to 12, 

jumping _ skis, 
ight turnaround 
junior slalom 


ages ol! 


MEN’S SKIS 
Equipment available includes 
complete line of men’s tourna- 
ment skis and two new slalom 
skis. Deluxe Tournament 
lom has long, severe taper for 
fast turns, and the Master’s 
slalom is available in gold- 
sprayed plastic. 


B & E MFG. CO. 
333 EXCELSIOR BLVD. 
HOPKINS, MINN 

TOW ROPE REEL 
Skee Reel offers water skiing 
enthusiasts a convenient and 
easy way to reel and store ski 
ropes. Reel consists of a high 
impact plastic drum with 
crank handle mounted to a 
rubber-handled, all-aluminum 
reel rod. Eliminates tangled 
ski ropes, $4.95. 


BARNES BOAT CO. 
| MITCHELL DRIVE 
MANCHESTER, CONN 


SPORTA-JUMP 
Water ski-jump is designed to 
satisfy American Water Ski 
Association specifications. Top 
of platform measures 12’ x 24’ 
and is made of special plastic 
impregnated plywood. Super- 
structure is made of extruded 
aluminum. Weight is 1000 lbs. 
and is priced at $1925. 


FUTURITY, INC. 
BOX 827, JOLIET, ILL. 
SKI HITCH 

Ski hitch is designed for 750 
Ibs. of pull, and is available in 
three models. Regular model 
will fit all motors except 6- 
cylinder Mercurys Heavy 
Duty model is recommended 
by manufacturer for all mo- 
tors of 50 HP or over, exclud- 
ing Mercury 800, and Futurity 
800 is for use with Mercury 
800 only. Hitches place tow 
rope 3 to 4 feet above the wa- 


sla- 


ter, straddle the motor, mount 
on transom and are hinged to 
tilt forward in the boat. Prices: 
$19.95; heavy duty, $24.95, and 
Futurity 800, $29.95. 


HEALTHWAYS 
3669 7TH AVE 
LOS ANGELES 18, CALIF. 


WATER SKIS 
Aquaflite banana type 
skis feature hardwood full- 
length lamination construc- 
tion. Company also offers Ta- 
hiti II Surfrider, beach mat- 
tress made of rubberized fab- 


ric. 
a 


HEDLUND MFG. CO. 
NOKOMIS, ILL 


JOE CASH SLALOM 
New slalom ski in line is 
called the Joe Cash Slalom 
Its shape, balance and flexi- 
bility qualify it for tourna- 
ment use. Endorsed by slalom 
champ Joe Cash, the ski is of 
natural ash with polished alu- 
minum fin. Company offers a 
complete line of water ski 
equipment also. 


JET-SKI COMPANY, INC. 
ROUTE 3, BOX | 
GRAND RAPIDS, MINN 
WATER SKIS 
This company stocks a 
plete line of skis, tow 
water ski harnesses surf 
boards, water ski wax and wa- 
ter toboggans, plus other 
cessories. 
J 


K & D ENGINEERING 
2310 S. 7 ST 
LINCOLN 2, NEB 


POWER SKI-REEL 
Power Ski-Reel will retrieve 
rope while boat is under way. 
Eliminates dangerous hazard 
of dragging ski ropes. Oper- 
ates by push button switch 
located on control panel. Cor- 
rosion-resistant. Price $44.90. 


KIMBALL MFG. CORP. 
HARBOR AND MILL STS 
SAN RAFAEL, CALIF 

KIMBALL WATER SKIS 
Fiberglass water skis are 
available in three models: de- 
luxe, for regular and slalom 
skiiing: slalom, and regular 
skis. All skis feature a ma- 
rine engineered curvature and 
sand-free, ratchet-action bind- 
ings. Prices: from $37.95. 
FIBERGLASS WATER SKIS 
A complete line of standard 
and slalom skis are offered 
made of light, sturdy fiber- 


glass. 
a 

LAUDERBACK INDUSTRIES 

7533 NE KILLINGSWORTH 
PORTLAND 13, ORE. 

SEA SKI WATER SKIS 
Line includes Caravelle skis, 
available in pairs, Slalom and 
a combination pair. Skis are 
of mahogany with contrasting 
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handles 
two 7 


have 12” wooden 
II bar rope 
dle Company 
; Goldlin 
wit} 
LEE'S FEATHERWEIGHT 3 
PRODUCTS 


NE HEIGHTS 


SKI BELT 


"vy 
— RON-VIK, INC 

MINNEAPOLIS. MINN 

SKI BINDINGS 

proce I 


TEX 


NYLON SKI TOW HARNESS 


r k ; feature 


SUPERIOR SPORTS SPECIALTIES 
207 N. GLENDALE AVE 
GLENDALE 6, CALIF 
GLAD HANDLI 


; 


SKI TOW ROPES 


thelene skKl line 


THOMPSON SKI CO 
CRIVITZ, WIS 
WATER SKI LINE 
BOAT AND SKI FINS 30 models in 3 popula! 
Aluminun t tion. Thr 


Y 
t t 


-Tow rope 
& 
WHITE BEAR WATER SKI CO 


5 BALD EAGLE BLVD. W 
WHITE BEAR LAKE MINN 


| ter ski WHITE BEAR WATER 
t the SKIS 


Co. 


WATER SKI ROPES 


i 


TOOLS FOR BOATMEN 


Nee mKIC 
DEBS INST 


AND TO 
rOOL KITS a. ri 


M CORP 


EN 


“8 ELLIPSENI 


e aral 


W. L. FULLE 
WARW 
WARW ~ 
PLUG CUTTERS 


CONTOUR SCRIBER 


chipper 


MAX KLEEMAN 
2433 N. MASCHER ST 
PHILADELPHIA 33, PA 

TOOL KIT 


res 12 


wide by 18 
of carefully 
tools Kit 
wall and is 


RATCHET WRENCHES 
Trenches feature hin 
ndles and detachable ha 
Other! 


} 


ial jobs are avail 


MARTINDALE ELECTRIC CO 
BOX 617, EDGEWATER BRANCH 
CLEVELAND 7, OHIO 
SEAM-ROUTER 


Seam Router 


ches for spe 
} 
I 


dle on order 


naaie 


sides 

I wood 
new materla Driven by 

HP Universal a.c. or d.c. motor 


Price with and 5 


MITERITE, | 


CAMPBEL 


MITERITE CALCULATOR 
Automatically calculates c 


R. MURPHY CO 
AYER. MASS 


BOAT SCRAPERS 


Temperite brand 


PORTER-CABLE MACHINE CO. 
SF yl 


YRAC J 


MARINE TOOLS 


eq pment include 


SKIL CORP 

50 ELSTON AVE 
CHICAGO 30, ILL 

ORBIT/ LINE 


dut 


SANDER 


rditail 


and motor is heavy-duty in- 
dustrial type. Non-slip rubber 
delivers stroke for both 
inding actions, and all ball 
construction 


belt 


and roller bearing 
used throughout. Dust pick- 
optional, with hose 

to any vacuum 

$69.50 sander 

with dust pick- 


POWER SCREWDRIVERS 
Positive clutch drivers are 
available in Model 139 and re- 
versing Model 140. Positive 
clutch delivers powerful torque 
engaged as long as 

applied by opera- 

Both models have trigger 
vitch pin for locking in “on 
position, die case aluminum 
housing, quick change finder 
ball thrust and sleeve bearin 
3oth also 


No. 10 


na tay 
ana ays 


nave capacity ior 
wood and self-tapping 
and No 12 
nuts. Price 
Model 140 


STANLEY TOOLS 
DIV. OF THE STANLEY WORKS 
! ELM ST 
NEW BRITAIN. CONN 


machine 
Model 
$49 50 


SCREWDRIVER 
ATTACHMENT 


vit} fri 


portable 
Jnit drive 
to ali 
with unive 
to chuck of 
power drill 


STARRETT CO. 
THOL, MASS 


TOOLS 


line of 


ine maln 
available fron 
Items ir 
precision 


hacksaw microm- 


tools 


protractors, and ¢ 
t Micrometer depth 
2 in. base 


? 
TRULINE SALES CO. 


BOX CALIF 


i 


FLASHIGHT 
SCREW DRIVER 


scre arly 


STRIPING TOOL 
to-use Master Paint 


curved, 


Easy- 
Striper draws straight 


circul 


pen al 
lacquers 
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WELLER ELECTRIC CORP. 
601 STONE'S CROSSING RD 
EASTON, PA 
WELLER POWER SANDER 
MODEL 700 
Sander and polisher has recip- 
rocating type motor giving 
14,400 strokes per minute, and 
never needs lubricating. Fea- 
clude push-button 
low design for easier 

rubber in- 


po 


ontrol 


Price: 
of assorted 


WETZLER CLAMP CO., INC, 


; 


LONG ANI TY 


CLAMPS 


WITHERBY PRODUCTS DIV 
JOHN H. GRAHAM & CO., INC. 


N15 DIAN 


r T 
+ > 


NEW YORK 8, N. Y 
ADJUSTABLE WRENCHES 
of Japanese-manufac- 


: £.4) 
r 


is fully-drop 
me polybdenum 
itter? Wrenches 


ALEXANDER LAMPORT & BRO. 
SAIL FABRIC DIV 

55 LEONARD ST., NEW YORK, N. Y 
SAIL FABRICS 

“Drisail” silicone finished, wa- 

ter repellent dacron; “Super- 

Dac dacron sail fabric; 

“Zeta” nylon spinnaker fabric 


YACHT SAIL CO. 
38807 HARPER 
MT. CLEMENS, MICH 
SAILS 
gest se- 
including 
30ston 


iterial 


DUPLAN CORP 
1407 BROADWAY, NEW YORK, N. Y 
SAIL FABRICS 


and dacron sailcloth 


P. EVANSON BOAT CO 
4110 FREELAND AVE 
PHILADELPHIA 28 PA 

SAILS FOR CELEBRITY 
CLASS 


cotton 


Nylon 


Siiv 


Egyptian 
and jib, 
$50, Genoa 


Genoa +2 


FEBRUARY, 


$155, main, 
#1 (57 ’ 
(76 sq. ft.) $75. Cus- 


1961 


tom-made 
Woven 
Genoa 


$6, $7 


cockpit cover, $50 
cotton, main, jib and 
sheets with thimbles, 
$8 respectively 

& 

FISHER & PERNAS 
MAIN ST., PORT WASHINGTON, N. Y. 
SAILS 


made sails 


SS 
HARD SAILS, INC. 
204 MAIN ST., ISLIP, N. Y. 
SAILS 


sails 


& 
HATHAWAY, REISER & 
RAYMOND INC. 


84 SELLECK ST 
STAMFORD, CONN 


SAILMAKERS 
Marine hardware and rigg 
@ 
FRED E. HOOD 


ITTI 
ITTLE 


SAILMAKER 
HARBOR WAY 
MARBLEHEAD. MASS 
and finishers of 
sails 
HOWE & BAINBRIDGE 
220 COMMERCIAL ST 
BOSTON, MASS. 
SAILCLOTH 
“Dynalite” da 


INC. 


cron 


MEL JONES THE SAILMAKER 
812 W. STATE ST 
MILWAUKEE, WISC 
SAILS 


ide sails 


LARSEN & SONS 
WARREN ST 

/ YORK 7, N.Y 
SAILS 
specializes in de- 
building racing 
sails for all types 


Company 
signing and 
and cruising 


ana 


sizes of yacht 


e 
MANCHESTER YACHT SAILS 
INC 
BOX 203, S. DARTMO 
SAILS 
’ custom yacht sails 


MERRILL SAILS 
DELANCO, N. J. 
SAILS 


made sail 


MURPHY & NYE SAILMAKERS 
4721 NORTH KEDZIE AVE 
CHICAGO 25, ILL 
DOUBLE DOWNHAUL 
A “double downhaul” jib en- 
ables the sailor to regulate 
both the luff wire tension and 
the jib luff itself. The use of 
this company’s jib reportedly 


offers the 


P.O UTH, MASS 


“BolTape 


Custom 


} 
sailor a de 


under 


cree of 
jib ac all wind 


circumst 


justment 
ances 


KENNETH A. NELSON CO., INC. 


4725 N. DAMEN AVE., CHICAGO, ILL 
SAILS 
made sails 


Custom 


Summer 


and winter suits for small boats 
a specialty 


RATSEY & LAPTHORN, INC. 
CITY ISLAND 
NEW YORK 64, N. Y. 


SAILS 
Excellent sails for all boats 
from 12 metre class yachts 
down to racing dinghies. 


ROLLER WIDER SPINNAKERS 
RT. L, NEENAH, WISC. 
SAILS 

Parachute spinnakers 


WELLINGTON SEARS CO. 
| WEST 40th ST.. NEW YORK, N. Y 
SAILCLOTH 
Dacron sail 
fabrics 


fabric: other sail 


THURSTON SAILS 
WARREN, R. | 
SAILS 

made by Thurstape 
controlled sail construc- 
method to keep tension 
throughout entire length of 
the hoist and the foot. Multi- 


Sails are 
draft 
tion 


ple strips of stabilized Dacron 
fabric are crafted to leading 
edge and foot of the sails, and 
take the place of bolt ropes. 


UNITED STATES RUBBER CO. 
MISHAWAKA, IND 


COVER FABRIC 
“Fiberthin” boat cover 


CHARLES ULMER, INC. 
CITY ISLAND, N. Y. 


SAILS 
Custom made sails. 


G. W. VALLENTINE & SON 
135 CITY ISLAND AVE 
CITY ISLAND. N. Y 

SAILS 


made sails 


® 
KENNETH E. WATTS 
TORRANCE, CALIF, 
SAILS 
made sails 


WILSON & SILSBY 
MARBLEHEAD. MASS 
SAILS 
Custom made sails 


fabric. 


Custom 


Custom 


PAINTS, SEALERS & 
FIBERGLASS PRODUCTS 


Alroy Process Corp., 333 
Hudson St., New York 13, N. Y. 
Alroy-707 No-cotton caulking, 
Alroy-711 Epoxy marine coat- 
ing in 8 colors plus clear, Al- 
roy-703 heavy duty Epoxy ma- 
rine coating and adhesive in 4 
colors plus natural, Alroy-706 
marine adhesive for canvas 
and fiberglass. Alroy Epoxy 
Fix-Kit, adhesive and repair 
kit, and Alroy non-skid pow- 
der 


Ames Laboratories, Inc., 132 
Water St., S. Norwalk, Conn 
Paint-Sav, eliminates neces- 
sity of straining paint or re- 
moving skin 


Baltimore Copper Paint Co., 
501 Key Highway, Baltimore 
30, Md. Epoxydure White Un- 
dercoat rounds out line of Re- 
gatta Epoxydur Finishes. Can 
be used directly on new wood 
and has advantages of ex- 
treme adhesiveness, water and 
chemical resistance and leaves 
smooth surface 


The Borden Chemical Co. (a 
division, The Borden Co.), 350 
Madison Ave., New York 17, 
N.Y. Elmer’s waterproof glue; 
Cascophen (industrial quanti- 
ties of waterproof glue), and 
Elmer’s Epoxy Glue, for boat 
building and boat repair appli- 
cations. 


Howard F. Borroto, 1245 Van 
Buren St., Hollywood, Fla 
Kno-Rust anti-corrosive com- 
pound 


Briggs Bituminous Composi- 
tion Co., 225 W. Cumberland 


St., Philadelphia 33, Pa. Far- 
bertite is a super corrosion- 
resistant coating that can be 
applied on all surfaces such as 
pier structures, water tanks 
ship bilges and exposed metal 
work. 


Andrew Brown Co., P.O. Box 
22066, Los Angeles 22, Calif 
A flatting solution has been 
developed for use with Z-Spar 
Enamel and Z-Spar Varnisl 
Known as Z-Spar M-525 Flat- 
ting Solution, it produces two 
products in gloss and 
Satin. 


one, 


The Chemical Products Div. 
of Service Industries, 2103 East 
Somerset St., Philadelphia, Pa., 
is the manufacturer of Ferox, 
a chemical rust remover and 
Foil, a germicide detergent 
deodorant 


Chemiseal Co., 353 N. West- 
ern, Chicago 12, Ill. Products 
offered are wood preservatives 
which control all types of dry- 
rot; Phemerol Concentrated 
controls fungus growths; Var- 
nishes named Yankee Clipper 
Spar Varnish; and Yankee 
Clipper Poly-Urethane Clear 
Finish. 


The Chem Seal Corporation 
of America, 12910 Panama St 
Los Angeles 66, Calif., now has 
available its complete line of 
Thiokol polysulfide-based 
products for sealing, caulking 
and coating and its epoxy re- 
pair kit for fiberglass boats. 


Coast Mfg. Co., 
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Benjamin Moore & Co.. 548 
producti spe and Fifth Ave., New York 36. N = 
l Available in Line of ar and boat fin- 

sh nts, var 

for all 


Oo! fiber- 


Fybrglas Industries, j 
Montrose Ave., ¢ 01 ] 


pa 
me 


Colorizer Associates, Knox Soap Co., 


Westert Chica Tl r metal, woo lass, ceram Cern Rd., Chica 


Napko Corp., 5300 Sunrise 

Houston, Texas. Sea-Fast Ma- 
Finishes for hull and top- 

t Deck and Can- 

é i Sea-Fast pre- 
chilled high solids varnish, 
e. Sea-Fast anti-fouling com- 

Copper Research Associates, Polyurethane, a chemi un Hi oe ; pounds in regular, vinyl and 
In 728 Market St., Camder il refinisher 1 rtedly ew nee od si . — copper type Sex st wood 
: -— 2 a and fiberg] 


Fast red lead 


Garghill, Inc., nd Ex _Krylon, Inc., Ford an 
nee. Minne V hington Sts Norristow 


i- 


National Casein Co., 601-619 

80th St., Chicago 20, IIl.: 
; Ae er: H.B.Fred Kuhls, 65th St.and *Y!er, Tex.; and Riverton 
x \ i-A- Corp., 666 Mair n l ‘ A ve Brooklvn 20 ; N. J. DR powered resin lu 


Dakoline Chemical Co., 
At] ive., Br clyn 1 General Latex and Chemical 


1] & iUe 
39, Ma Vultafoan pe - ' ms é ie nd R3 Resorcinol resin glue. 


Neehi Protective Coatings, 
Inc., 340 W. Hoffman Ave., 
Lindenhurst, N. Y. Neehi fi- 
Glass Plastics, Corp berglas du include Fi- 

Defender Textile Corp., 38 ; roducts it , R Lure Products, 2 
1 . . k13N ¥ alge 7 : Blu-Sheet1 Ave., M 


( et f } ly nda eCak dé 


Paint Products Laboratories, 

Magna-Bond,Inc., Bala 1018 N. Clark St., Chicago 10 

‘ynwvd. Pent B baited 1] bin, 
t-Bond l t fin ciean 


Dixon Corp 


quel ing ceram irtaces 
Compal é ; Bill's 
pra oy sest ttom Paint and Bill's 
’ -foulin tom int Bes 
ident ; i *y Marine Division Puro Chemi- 
u a d “ ago con cals, Inc., 1643 St lair Ave., Pecora, Inc., 300-400 W 
= ) l ; | 0 5) ‘ . . : Cleve ! } ) ro Boat Sedgley Ave Phila , Pa 
: ; ; Thiokol liquid 
Liant 


Ri 


Dolphin Paint and Chemic: 


The Gloucester Co., - 
e St., F Klin, M 

D. J. Peterson Co. P. O 

Marine Products, Inc., Box 181 Sheboygal! Wist 

rl Ave Oshkosh ‘is Poly-Epepoxy fiberglass patch 

900, liquid rubber leak- nd plastic putty kit; Poly-Ep 

, . . lar sact nh- aes 1} ; ri 7 

Henderson & Johnson, Inc., ; ‘ge _— ; bs sh nag vice emg = a 

I. Du Pont de Nemours & Glouceste Ma tel mpound a pl er ee ee — cS 


liquid neo- 


1000, Marprox Pettit Paint Co., 
t, Metal Mastic wy pettit 


+ 


Belleville 
s marine pain f 
‘ven ncludes paint 
compounds f¢ 

John W. Masury & Son.,Inc.,  , ; 
Ferro Corp., Fiber Glass Di- Hermes Distributing Co. 1799 Bavard s ) 30 P 


vision, N I ! Fi- / I heco S$ San I ! - 1 +} . 
Monte-Crist Sins RIE Ma aaah in Plastic Sales and Mfg. 
os — —_— McGee Trafficway, Kan- 
sity 8, Mo. Glass-Kote 


proviae 


Fibre Glass-Evercoat Co International Paint Co., Inc., ’ : ) . . ‘ y 
In I 1, Cincin West St.. N York 6. N.Y , can y } ; : , = = . 


Pratt & Lambert, Inc., 


; ++ 2 Fal 
nda § Buffalo 


Miller-Stephenson Chemical 
Co., Inc., Si ! . So 
x I I 


Fiske Sr Refining Co ¢ ll na hon Epoxy Fibere): resil Poly Preservative Paint Co., : 
Lubriplate Div I kw i ter Fiberegl: i fil +1 Airport Way eal 


varnil 


Modern First Aid Necessities 
johns-Manville. Textile Co.. W. Randolph St l Protective Coatings, Inc., 
Glass Section, 1810 1] n } 1] istix ick ] N. Fremor a, 
: I at ‘ l AA s I Ai se es | . ius lint ai li Pi ] 


ypped ran irticles i ( aintin Proc 
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colored Epoxy 

isylimarine 

] and 

vinyl boat coating kit, Transyl- 

marine ‘‘Liqid Tile’’ epoxy 

coating, Transylmarine Liq- 

uid Neoprene and thinner and 

Cardoglas. Also all forms of 

Epoxy marine coatings and 
1anesives. 


Red Hand Compositions Co., 
Pleasure Be Dept., One 
Broadway, New York 4, N. Y. 
Red Hand offers Fifty Bottom 
Paint which is anti-fouling 
and Red Hand Hull, Deck and 
Cabin in full range of 
attractive colors 


ating 


Schramm Fiberglass Prod- 
ucts, Inc., 3010-12 W. Montrose 
Ave., Chicago 18, Ill. Plastishel 
fiberglas overing kits, poly- 
resins, Fybrglas repair 
kits and epoxy resins and ad- 
hesives, Bondzall polyester 
filler Ider, and Twinweld 
epoxy adhesive, filler and sol- 
der. 


ester 


and 


Skipper’s Pride Marine Div. 
of Liquid Glaze Inc., 704 Sheri- 
ing, Mich. Skipper’s 

7e, Fibrecleen, 

leaner, alu- 

nd plexi 
for 1961 

lish with 
<leen All, 

re ing Sham- 
narine 


( 
ce} y ° 
rnisn remover. 


“eee 


] y I 


erosol al 


Sonneborn Chemical and 
Refining Corp., Amalie Div., 
k] Amalie Pennsyl- 
Oil for two 
lie Out- 


utboard 
ycl zine nd Ama 
board Gear Oil 


Stay-Tite Products Co., Inc., 
Cleveland 4, Ohio 
Neoprene All S« 
Fiberclean, Anti St: 

hield cleaner, Instant 
clean Marine C; 
Compound sutyl aulking 
Compound, Neoprene Caulking 
Compound, Marine Adhesive, 
Canvas Tightener and Filler, 
FAS Wood Crack 


ment, Rubber- 


Sudbury Laboratory, Sud- 


bury, Mass. 365 Bottom Paint 


Laboratories, 223 
Boston 28, Ma 

repair 
pate h- 


Travaco 
Yondor S$ 
eX epoxy resin 


cit for plugging holes 


ing cracks, making permanent 
repairs to fuel tanks, fittings, 
and Surf-Tex, an epoxy pro- 
tective coating. 


United States Rubber Co., 
Rockefeller Center, New York 
City, N. Y. Expanded Royalite 
is a five-ply laminate consist- 
ing of foamed or expanded 
toyalite core with a ply of 
hard Royalite bonded to either 
side of the core. The expand- 
ed core gives material built-in 
flotation, insulation and sound 
deadening properties. Many of 
the leading maufacturers of 
boats use the material in con- 
struction. 


U. S. Yacht Paint Co., Rose- 
land, N. J. Superyacht Spar 
Varnish, Superpoxy Clear, and 
Superyacht colors. Many other 
items for preparing and finish- 
ing yacht surfaces. 


Wilbur & Williams Co., 650 
Pleasant Street, Norwood, 
Mass. Marblehead Outboard 
Flash-Dry Boat Paint is a syn- 
thetic enamel which dries in 15 
minutes and allows your boat 
to be launched in half an hour. 
$1.95 per pint, $3.75 a quart 
Also available in anti-fouling 
copper bottom finish, $2.25 per 
pint, $4.25 a quart 


Wilhold Glues, 
Clover St., Los 
Calif. Wilhold Plastic Resin 
Glue, Plastic Resin Modifier 
and Waterproof Glue. 


Inc., 678 
Angeles 31, 


133 
Newark 5, N. J. Won- 
der Paint Remover washes off 
with water. Non-flammable 
Cling to upright surfaces 
Harmless to wood, metal and 
canvas. Also Imperial Rapid 
Brush Cleaner. 


Wilson-Imperial Co., 
Chestnut 


Woodhill Chemical Co., 1390 
East 34th St., Cleveland, Ohio. 
Darn, all-purpose fabric 
mender is non- 
flammable, and will withstand 
washing, ironing and boiling. 


non-toxic 


C. A. Woolsey Paint & Color 
Co. Inc., 205 E. 42nd St., New 
York 17, N. Y. “Nauticolor” 
colorant system, “Cawlux” ma- 
rine finishes, “Vinelast” bot- 
tom pain “MFP” catalyzed 
epoxy ating and “Sealux” 
Super Lustre, Res-N-Glas res- 
in and fiberglass cloth 


SKIN DIVING EQUIPMENT 


e 
DACOR CoRrpP. 


BOX 551, EVANSTON, ILL. 


DACOR DEPTH GAUGE 


“Thin e” depth gauge has 
l dial, chrome-plated 
se and soft 

at all deptl a 
auge is available in 100’ a 
200’ models. Price: $9.95 
DACOR DIVING LUNGS 
Regulator ha double 1 
phragm and two stage 


struction To! qoupie 


FEBRUARY, I1961 


Qlae- 


con- 
ife ty 


and better performance. 
“Dial-a-Breath” provides ad- 
justable breathing. Other fea- 


tures include D-Pak harness 
to prevent tank from rolling 
cn back. Prices: Single tank 
lung, standard valve, $139.50; 
single tank lung, reserve valve, 
$159.50, and double tank lung, 
reserve valve, $224.50 


DACOR STREAMLINE FINS 
Swim fins are of floating, 
lightweight rubber, available 
in either black or yellow. 
Prices: small (6-8), $9.95; me- 
dium (8-10), $10.95 and large 
(10-13), $11.95. 


HEALTHWAYS 
3669 7TH AVE 
LOS ANGELES 18, CALIF. 

SCUBAIR 
Scubair single hose regulator 
is available in three models, 
and features a depth-compen- 
sated, automatic precision air 
reserve. High-test nylon and 
neoprene hose features swivel- 
joint connection to demand 
regulator, with center opening 
to diaphragm enabling diver to 
clear water from unit instant- 
ly. Entire unit is made of 
chrome plated brass with 
stainless steel springs. Prices: 
Model 1663, $52.50; Model 1664, 
$32.50; and Model 1665, $42.50 

DELUXE SCUBA 
Scuba self-contained under- 
water breathing apparatus in- 
cludes Scuba regulator, tank, 
Scuba non-return valve, high 
pressure valve and Scubapak 
harness complete. Unit fea- 
tures pressure -compensated 
exhaling valve to assure equal- 
ilized exhalation in any posi- 
tion. Price: $114:50. 
PNEUMATIC SPEARGUN 
Speargun features adjustable 
power, ease of charging and 
high efficiency and accuracy, 
and operator can interrupt 
charging without loss of ac- 
quired energy. Price: $93.75 
RONDINE FINS 

Swim have instep lock- 


fins 


Strap, and are made with a 
combination of rubber tex- 
tures. They are available to 
fit shoe sizes from 7 to 16. 
Price: $13.95. Company also 
offers Pinocchio professional 
Swim masks, stainless steel 
knives in sheaths and auto- 
matic underwater watches. 


SAMPSON-HALL CO. 

22350 PACIFIC COAST HWY, 
MALIBU, CALIF. 
CAMERA HOUSING 
The Professional Underwater 
Motion Picture Camera Hous- 
ing for 35mm or 16mm is made 
of high-grade aluminum al- 
loy, heat treated and anodized. 
All control seals are run on 
precision chrome surfaces in 
removable retainers. Salt wa- 
ter corrosive resistant. Exte- 
rior fingertip starter switch, 
F-stop and focus controls. 
Price available on request. Also 
available is an underwater 

television camera housing. 


SO-LO MARX RUBBER CO, 
LOVELAND, OHIO 


SKOOBA-TOTES 


Pure gum rubber suit designed 
for professional skin divers for 
warmth and 100 percent water 
protection. Can be used by 
water skiers for skiing in the 
winter. Price is $19.95. 


W. J. VOIT RUBBER CORP, 
2945 E. 12th ST 
LOS ANGELES 23, CALIF. 

VOIT CORVEL TANK 
Safety diving tanks feature 
Corvel Vinyl Fusion Bond 
Finish to resist corrosion, 
chipping and peeling. White 
vinyl coating is fused to the 
tank to eliminate disadvan- 
tages found in galvanizing and 
painting. 


ACE BANNER & FLAG CO. 
224 HADDON RD 
WOODMERE, L. I., 
MARINE FLAGS 
A quarter million flags, ban- 
ners, pennants and accessories 
are in stock. If not in stock, 
company will quickly fill your 


request 
a 


ABRAX INSTRUMENT CORP, 
179-15 JAMAICA AVE 
JAMAICA 32, N. Y. 

THERMOMETER MODEL 

‘ TAB-8 

Wall-mounted thermometer 


has 614” diameter dial, and is 
2 in depth. Operation is by 
metallic element and percent- 
ge of accuracy is within 1 
over entire range. Range of 
the dial is from 30° F. to 
230° F. Price: $24.85. 


ACTIVE SCREW AND MFG, CO. 
4250 N. PULASKI RD 
CHICAGO 4}, ILL 

SCREW DESCRIPTOR 

Device supplies correct no- 

menclature when needed for 

purchasing screw products 

Descriptor identifies heads 
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ind threads by means e 


yh showing 
‘inne correct. AMERICAN HARDWARE CORP. 
CORBIN CABINET LOCK DIV. 


NEW BRITAIN. CONN 


qaiais 


AIRGUIDE INSTRUMENT CO. 
4 0 WABANSIA AVE 
CHICAGO 47. ILL 
FLAGSHIP 
for those who 
the tradition 
Authentic signal 
ntly fired in full 
porcelain 


de 


BRASS KEYLESS LOCK 
Made of solid brass, lock gives 

INDUSTRIES. INC choice of 10,000 lockin 
E, TENN mbinations Model 436N 
shackle is priced at 


$5.00. 
e 


AMSCO 
BOX 195 
OCONTO, WIS 
MOBY-DECKS 
Moby-Decks are nylon stitched 
hoe made ot top-q lalit 
white and nat 
¢c leather. Available ir 


women ize Priced 


, 1 
nable 


regular or £ 
n ASHAWAY LINE & TWINE 
MFG. CO 
ASHAWAY. R. | 
FISHING EQUIPMENT 
‘omplete line of fishing equip- 


lent for every need and type 
I 
I 


fishin 
. 
B-T COMPANY, INC. 
| N. BROADWAY 
MILWAUKEE 2. WIS 
TAIL-WIND RIDE 
STABILIZER 
cast aluminum alloy 
is designed to fit 
most boats of aluminum 
or glass. They add 160 sq. in 
ol effective bottom surface aft 
of transom, and extra liftins 
force puts boat into a plane 
BUOY quickly and reduces porpoising 
HOLDERS to a minimum. Price: $13.95 
pped with two pair, including mountings 
for use in dif- 


Available are . 2 


No. DH295, - 

ind DH- . BAKER ENGINEERING CO. 

: 4717 YUMA ST., N.W 

ted bra WASHINGTON 16 D.C 

STORIZE 

ize is sprayed into a run- 
yr engine through the car- 
buretor and distributed to 
combustion reportedly 
living rust protection during 
Stor-Gun is another 
product offered by the com- 
ny for use on metal sur- 
Twelve oz. aerosol cans 
the two products sell for 


25 each 
» 
BEMIS BRO. BAG CO, 


408 PINE ST 
ST. LOUIS 2, MO 
BAGS 
equipment 
ic, burlap 


open-mesn 


OUTING KIT 


ALADDIN LABORATORIES, INC. 


620 E >t 


MA 


NNt 


Pair of 
after planes 


wot id 


BAR 
DRINK 


re qul 


ALCORT INC. 
BOX 45 


areas 
WATERBURY NN rea 


SCUTTLEBUTTS 


. 4 torage 
ome.ly sored 


ALLAN-JERVIS MARINE 

25 DUFFY AVE in yf 
HICKSVILLE, N. Y 

DRINK HOLDER 


der 


ncludes 
paper 
bags, outdoor 

disposable 
and laundry 


cotton, 


has 
ind will hold 


a Cans 


Plastic drink h 


lt-swivel act 


covers, 
bags 
es bottle 


e It floats. Gold embossed with 
nautical design. Available in 
B-LINE PLASTICS, INC. red, white, blue. Price about 
nea cng na $1.98 each. Lid comes in white 
only, priced at about $.89. 
FISH BOX 


Fiberglass fish boxes have ma- sd 
hogany or teak lids and are "KLEETS" DIVISION 
available in 3 sizes, 38”, 56” CAMBRIDGE RUBBER CO. 
and 84” in length. Boxes are CAMBRIDGE, MASS 
insulated and two larger mod- 
els have live bait wells. Prices: 
from $119.95. 

o 


JAMES BLISS & CO., INC. 
342 ATLANTIC AVE 
BOSTON 10, MASS. 


“KLEETS” FOOTWEAR 
Ship and shore shoes are 
available for men, women and 
children, made of elk tanned 
leather or nylon-sailcloth with 
DecKork and nylon 
stitching throughout. Uppers 
are water repellent Prices, 
men’s leather’ shoes $9.95 


i] ; ] i? 
family sizes, of nylon-sail- 


ANI cloth, $6.95 


Imported set is of stainless bd 
steel, with one-piece knife CAPCO PRODUCTS 
blade extending through the BOX 507, COLUMBUS 16, OHIO 
YOO ndle vather shez - 
zy oa handle — te - ith, 20LLA-MOTOR 
t i are include rice: 
wad Op art clue A Easy semi pneumatic, 
95 rubber-tired wheels with bear- 
® ings are mounted on hardened 
steel axle of the outboard 
BRAINCON CORP. egrectonpral 
P.O. BOX 312 motor carrier. Price is $29.95. 
MARION Company also offers boarding 
ladders, baskets, boat 
hooks, and a water glass for 
viewing underwater 


MIGHTY-MAC DIVISION 
CAPE ANN MFG. CO. 
GLOUCESTER, MASS 


soles 


DANISH KNIFE 
SPIKE SET 


rolling 
-rollin 


MASS 


waste 


12 METER MODEL 

12 meter fiberglass mod- 
el incorporates transistorized 
circuitry and radio control 
equipment giving the operator 
control of the rudder, jib and 
main sheet. She weighs 
lbs. and carries 7.84 sq. ft. of 
sail 


A 5ft 


27.5 
MARINE JACKETS 
Line of jackets includes regu- 
& lar waterproof nylon jackets, 
and wind-resistant poplin jac- 
kets duplicating pattern of 
i letter from 


BURROUGHS S ¢ 
MANUFACTURING CORP, code flags, in any 
3550 TYBURN S A to Z 
LOS ANGELES 65, CALIF 8 


CARLSON PRODUCTS 
BOX |4I 
CINCINNATI I! 


ul 
. 7 


OHIO 


i 
> 


BOAT PAIL 

bucket for all marine 
purposes. Will not rust, cor- 
rode nor scratch any surface. 
Unbreakable. 12 qt. capacity. 


Utility 


THINGAMAJUG 


1p mounts almost 


POPULAR BOATING 


any- 
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Pr 


CASCADIAN | MF 
A 
VANCOUVE ER 6, BR TISH COLU 
TOPPER 
Topper car-t boat 
constructed of aluminum 
ings and tubular steel I 
pendable lance, and of- 
boa 


m 
assem 


SPRING BOAR D 
D Springboard bolts 


float house 


CLAI 


NAUTICAL GIFTS 


NATHAN COHEN 
1S17 NORTH ' 


PH ADELPHIA 2 PA 
NAYCO MARINE 
AC CESSORIES 


rine 


INC 


equip- 


COLEMAN 
WICHITA 


MARINE JUG 


Snowlite Marine 


COMMERCIAL RESINS COR?. 


PA MINN 


FOAM SYSTEM 


TENDER 
1961 


BOTTLE 


FEBRUARY 


= 


colorful seafarer 
) minimize tip-over 
favorite beverage 
tightly clasp 
g up for bottle in- 
on and removal. Tenders 
erve tle holders f¢ 
Price per figure, $6 
*» variety of na lit 


o available 


CONTEMPORARY CREATIONS 
P.O. BOX 546 
PALM BEACH 
SEA-MARSHAL 
YACHTING CAPS 
ire individua de 
iered Price 
5. Also 


rures 


for 


as bot 


CONVERSE RUBBER CO 


MALDEN 48. MASS 


SKIDGRIP 
earin elf-« 
colored ol 
vamp oxford 
offered 


omen 4 


blue 
yn ircular 
odel boating 
1Z€ 4 to 14, 


about $7.95 


® 
CORDOMATIC 


7TH AND INDIANA AVE 
PHILADELPHIA 32. PA 
ELECTRIC CORD REEL 
Reel retracts electric cord au- 
tomatically into reel housing 
use. It operat 


stop action 


lded 

a 
shoe i 
n men’ 


» 10 for 


THE brig the NEST 
NEW RK 6, N.Y 


NAU TICAL ITEMS 


quipment ana acces- 


fold- 


lude pe ible 


ver providing con- 


ltered, recirculate 
shower on one 
water; 19” portabl 
that operates on 
f-enclosed 


steel 


ers or Great Lakes, $44.50; 
Model P, panel-mounting unit 
available in 6, 12, 32, 110 Volts 
D.C. or 110 Volts A.C., $69. 


DISPOSA-WARE CORP. 
811 N. 19th ST. 
PHILADELPHIA 30, PA. 


board that provides 
illumination; a wat 
and other items 


reques 
= 
HENRY DAHMER 
KEYPORT 6, N. J 
HURRICANE LAMPS _. DOB FRYING PAN 
Kerosene lamps have ras tnrow-away trying pan fits 
steel and chrome hold- 
er 


bases which are b 
with burner of brass plate and will hold up to 10 Ibs 
steel. Lamps hold 1 pint fluid Holder is 10” x 16”, disposable 
and are 10” high. Price: $7.70 Pan is 10”x1 deep. Price 
$14.75 pair holder, $3.50 with 8 refills; 
Extra refills, $1.80 for 20 
& 


i 
DAVIS-HOWLAND OIL CORP. 
ra Sg Ry cig DYER SPECIALTY CO. 


13019 LOS NIETOS RD 
MARINI ane SANTA FE SPRINGS, CALIF 
Line of motor oils includes 


. : ; E-Z-PLY 
DSI Outboard Motor Oil, LETTERS AND NUMBERS 
DSL-X Motor Oil 


sor im- 3” numbers and letters are 

boards and 4-cycle automotive made of Scotchlite and 

engines) and DSL Outboard scotchcal and comply with 
Hypoid gear oil. U.S. Coast Guard receul 

Material is 

& tion to apply 


BROTHERS, INC, _ bers reflect at 


SBORO, VA 


INC. 


nsic 


0 


itions 
pressed into posi- 
Scotchlite num- 
night, Scotch- 
numbers do not reflect at 
Prices: Scotchlite, 20¢ 
Scotchcal 10¢ each. Also 
polyethylene 1 , 4 2 ] and solid 
ylene rope ) c gold Mylar 


DAWBARN 
WAYNE 


} 


ROPE FIBERS night 


y produces olefin fibers 


MARINE SAFETY THREAD 

Tread i non-slip 

INC material with pressure-sensi- 
| adhesive backing that will 
SARASOTA, FL adhere permanently to any 

FIS SHING ROD HOLDERS mooth, clean, dry surface. 
Troll-Rite fishing rod holder Tread can be cut to any shape 
are constru ted of anodized ith scissors Company also 
Z-Ply marine name 

identifying switches 
and controls, boat registration 
certificate frames, reflecting 
Scotchlight afety barricades 


fleet, club or 


surfacing 


JCTS 


ENTRAL AVE tive 


DESIGN PRODI 


mari alloy luminum and f E- 

desig aa to fit all deep 

rod handle Price: $5.95 pe 

pair comple Also chrome 

plated brass, $9.95 pair. De- 
n Products offer i numbet and custom made 
items for emblems 


oaters 


plates for 


fishermen company 


‘ 
DEVELOPMENT ENGINEERING EARINIART (OFS. CO. 


CcO., INC ELKHART, IND 
9 CROSS ST rn mn Er @ 
NORWALK CONN OUTBOARD MOTOR LOCKS 
Three locks ire 
ivailable: Model KE-1 fits all 
25, 30. 35 and 50 HP motors 
with rubber bumper! Model 
KE-?2 fits all motors without 
rubber bumpers, and Model 
KE-3 fits all small motors 
Features include cadmium- 
plated steel nd brass cap 
locks and spring tension to 
I tampering Prices: 
TIMERS from $4.95 
1utomat - ot 
ev prescen EMCO INSTRUMENT CORP. 
in accoraance OAK DRIVE & MAPLE PLACE 
ning SYOSSET, N. Y 
el raws TELESCOPING 
le] OUTRIGGER 
Made of an anodized alumi- 
num material with a base that 
fastened to either the 


299 


models of 


revel 


FOG SIGNAL 


timer 


il requirements f 

g on any wat 
atts. Price ] I 
Model U, for sailboa 
and vessels which operate in 


Inland Wat- can be 


10 WwW 
$39.50 


nternational or 
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inwale Swiv- 
turned 180 

rom I to af of 
Telescoping poles 

;} to 17 ft. Con- 

re positive 

lock for 
on both 
it metal to 
h strength 
ind 


ing clea 


tion 


heavy 
t 
machined 
» facilitate 


INE ACCES 
MFG. CO 
BEVERLY BLVD 

LOS ANGE ft CALIF 
GOLD 'N CHROMI 
PLASTIC METAL 


ENTERPRISE 
PRODUCTS 


METAL 
INC 


1 AVE 
NEW HYDE PARK, N. Y 


—_——— 


MARINE LAMPS 


nclude table 


features 


9TH 


HICAG 8 IL 
WATER PURIFIER KIT 
he pure Yachtsman Wa- 
| onsists of 
r, 100 
ts and a 
elim- 


f 


inates unsafe water from 
tionable watering 

ends handling and 
bulky water bottles 
Water is alway 


and pure 
e 
FILTROS, INC. 


EAST ROCHESTER, N. Y 
DRINKING WATER 
FILTERS 
available with 
remove almost 


ques- 
sources and 
storing of 
and jug 
dependable 


Filters are 
ments to 


objectionable t 


ible taste and 
drinkin : 


hlorine, phen igh ul- 


odors 
from includ- 
ing ¢ 
phut! 
well as remove 

othe 
pended matter from the 


bacteria-removal 


rust particle or 


iter-borne 


FLEX-TRIM 
WHITESTONE 57 


PLASTIC-CHROME 
t trim will not 
durable m 


n be 


rust 
yl y 
haped to almost 


rve. Screws not 


neces 


ary in width priced 


$19.95 for 50-feet. 100 feet fo 


$34.95 
* 


FLORIDA NAIL & WIRE CORP. 
04 MAPLE ST 
CLEARWATER, FLA 
GATOR-GRIP NAILS 
Non-ferrous marine fa 
with double grips o1 
holding 


n head 


tener 

for 
Also 
alu- 
trim 


barbs 
greate! quality 
countersink 
f 


num nails for rubrails 


unun 


FOAMLAB CO. 

22 W. INTERSTATE RD 
ADDISON, ILL 
CONTOUR PILLOW 
A versa ilti-purpose pil- 
wm of durable foam 

Zippered corduroy 
choice of 
entifically igned for 


tile m 
] ide 
pl 


} . 
coiors oCl- 


FOREST CITY PRODUCTS, INC 


CLEVELAND |5, OHIO 

FIRST AID KIT 

Kit includes watertight 

ethylene case that will 

dropped overboard 
" 


A Dé 


poly- 
float 
i and 
ndage, scissors, plas- 
ps and other bandages 
intment, and first aid 


Price: $1.79 
s 
THE FULTON SUPPLY CO., 
INC 
23 FULTON ST 
NEW YORK 38, N.Y 
DECORATIVE 
ACCESSORIES 
line of n 


" | " 
autical acces- 


sories including fish netting, 
cork floats, lanterns, glass float 
kits, glass floats, shrimp traps, 
starfish, sea shells ash trays, 
hammocks, sword fish gear 
and miniature life rings. 


GATTONE ASSOCIATES, INC. 
1445 CITY LINE AVE 
PHILADELPHIA 31, PA 
LIF-O-GEN 
Portable oxygen unit is 
signed to supplement 
to-mouth 
Under pressure, a plastic bag 
inflates with oxygen and forms 
a reservoir which supplies the 
rescuer with pure oxygen with 
each inhalation. The kit can 
also be adopted for use with 


any source of ox 


de- 
mouth- 


rescue’ breathing 


cygen. 


e 
GEORGIA-PACIFIC CORP. 
EQUITABLE BLDG 
PORTLAND 4, ORE 
GPX MARINE PLYWOOD 
Plastic overlaid marine 
rior plywood is available 
a choice of tough plastic 
both sides 
tic overlay on one side 
natural hardwood on the 

plastic overlay on one 
and marine grade Douglas 
on the back It is offered 


es from 1 to 


exte- 
with 
over- 
plas - 

and 


oth- 


lay on one or 


in thickne 
thicker on request, in 3, 5 or 
7 plys. Widths are availabl 
to 60 lengths to 36’ 


a 

GLAR-BAN CORP. 

259? GLAR-BAN BLDG 

3807 HARLEM RD 

BUFFALO I5, N. Y 

MINIATURE LIGHT 

A new visual identification 
light is available from the 
above company. The minia- 
ture indicator light is 1.6 in 
n length with a back lighted 
rectangular plastic head. A 
midget flanged bulb is used 
and designed for an electrical 
system of 6, 12 or 28 volts 
Prices range from $1.10 to 


$1.75 
s 
GOLDSTEIN-SCHWARTZ 
927 TYLER ST 
ST. LOUIS 6, MO 
RUBBER HOSES 

Line of hoses includes rubber 
hose, fire hose and marine 
coupling hose. Company alst 
makes rain clothing 


° 
B. F. GOODRICH 
FOOTWEAR CO 
DIV. OF B. F. GOODRICH CO 


WATERTOWN 72, MASS 


a ee 


+ 
> 


“2 pF -~ 


"ee 


oon 


YACHT SHOE 
Yacht shoe has ventilated and 
sanforized duck-backed, army 
duck upper and features 
“Curve-Grip white molded 
non-skid outsole Shoe has 
cushion-insole with addition 
cushion heel and posture foun- 
dation. Prices: approximately 
$8.25 for men, $7.95 for women. 


HAMMACHER SCHLEMMER 
145 E. 57th ST 
NEW YORK 22, N. Y. 

MARINE ACCESSORIES 
Line of equipment includes 
glass, china, linens and acces- 
for yachts of all sizes 
Featured items include Air- 
guide Ski-Talkie for 2-way 
communication between skie1 
and boat, “Sea-Beam” 
Spotlight,$12.35; White Weath- 
er Watchers; Compact Cook- 
ing Kit by Revere, and Hoover 
Pixie vacuum cleaner, $49.95. 


HAWKEYE INDUSTRIES 
98 SOUTH MAIN ST 
LONGMONT, COLO 
BOAT DISPLAY DOLLY 
All welded steel 
non-marking ca 
justing hardwood chocks fit all 
and are covered with 
polyester plastic foam to prt 
tect boat. Other 


models avai 
* 
HIMALAYAN PAK CO 


MONTEREY. CALIF. 
DUFFLE BAGS 
Marine duffle ba are mad 
of plasticized plaid 


waterprool interior 


sories 


$65; 


frame has 


sters. Self-ad- 


boats 


ble 


INC. 


duck 
ana are 
ssorted sizes and 


$3.95 to 


available 
hapes ‘ices: from 


$6.95. 


HIS LORDSHIP PRODUCTS CO. 

245 SEVENTH AVE 

NEW YORK |, N.Y 

NAUTICAL JEWELRY 

Creators of fine three-dimen- 
sional jewelry which are min- 
iature reproductions distin- 
guished by their authenticity. 
Last addition to line 
dog cuff links available in ster- 
ling silver or 14K gold 


HODGMAN RUBBER CO. 
TRIPP STREET 
FRAMINGHAM, MASS 
DRAG-'’N-FLY 
TOW FLOTE 
I-Beam construction 
reinforcement features 
for the starts and 


are Ssea- 


Using 
with 


stress of 


the Hodgman Tow Flote 
can be used in a reclining, 
kneeling, sitting or standing 
position. Two models are avail- 
priced at $19.95 and $25. 
offered because of the 
ing use of Balsa wood as a 
core material 


pulls, 


able 


increas- 


9 
INTERNATIONAL BALSA CORP. 
87 BOYD AVE 

JERSEY CITY, N. J 

BALSA PANELS 
The above company now offers 
balsa panels of any size cut to 
dimension, turned, shaped or 
fabricated. According to the 
company, this service is being 
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offered bec: 


I uSeé woo 
core material. 


JOHNSON ‘& 


JOHN 
NEW BRUNSWICI 


N 


FIRST 
J Marine First Ai 


inkproof and rust 


JUBILEE 
MAHA. NEBRAS 
FOG HORN 


Y 
rie 


KNAPP MONARC 7H 
BENT & POTC i. a 
ST. LOUI 6 “MO 
THERM-“4-CHE 
irribe 


A-Che 


mon KIEFER & 
LENVIEW, ILL 
WATER SPOR’ 
EQUIPMENT 


sui 


ras 


Kboa 


STANLEY 


of the inc 


AID KIT 


les : 
an aiuml 


S ¢ qui pme nt incl 


JUG 


dripproof, safety: lock 
d as a_ spigot and chrome plated brass 

One gallon model is 
iced at $37.95 two gallon 


* $51. 
® 

LEFLAR ENTERPRISES 
1426 S.W. 2ND AVE 

PORTLAND !, OR 
CATAPULT TRAMP OL INES 
Poolside trampolines for use 
living platforms made 
ilvanized frames 
) web bouncing mats 
ampolines have -down 
tachments g to 
thick 
avail- 
Prices: 


and 


SON 


INC, 


are 
steel 
yion 
bolt 
for 
docks, a 
ty pads. They 
able in two models 
$149.50 and $189.50 


; Kit i ® 
f LIBERTY ENGINEERING 
“i CO., INC. 
MILWAUKEE 
LIBERTYVILLE. ILL 
YOT-LOC 


» has coiled 


its and 


are 


pro 
mea- 
prompt 
the | 


100 S AVE 


spr 
allowing boa 
wate r 


wall 
Sweils 


imll 


MFG. CO 


LILY-TULIP CUP CORP. 
NEW YORK IT N_Y 
CUPS AND PLATES 
service in blue 


«oy? 
Gull aesigi 


plasti 


hot and cola 


e 
A-B ELOF MALMBERG 
GAVLE WEDEN 
“STORMED JAC KET 
life jacket 


Swedl 


c-coate 


1 both 


co. 


by the 
ciety. It 


ST 


tt 


on-web 
mold and 
ilable in 


-rices: 


MARINE PRODUCTS CO. 
1224 S.W. MORRISON 
PORTLAND, ORE 
PORTA-SHOWER 


Self-contained, portable 


CO. 


rs shower use onls one 
of 


ide Ly ¢ 


hot water, heated galley 
culated through 
12-volt pump, 
ship ba ttery. 


s ipPt I 


on 
ove and re-cit 
filter by a 


operated from 


MARTIN STEEL CORP. 
LONGVIEW AVENUE 
MANSFIELD. OH ra) 

SPART AN BOAT HOUSE 
Pre-fabricated boat house cal! 
be built ! 
water. It 


array) 


7 
MICHIGAN 
MODERN ENGINEERING CO, 
232 N. VERLINDEN 
LANSING, MICH 
STO-A-WAY BASKET 
Plastic basket for holding 


on piles 
able ir 


and sizes 





utdoor 


equly ped 


items such watches, 
t papers and cigarets 
hes under dash, seat 
on side of the boat. Container 
fits snugly in support bracket 
and opens easily. 


& 
H. MONTEATH CO, 
2500 PARK AVE 
NEW YORK SI, N.Y 
HARD WOOD 
Company offers a 
line of air dried lumt 
dried lumber, plywo 


veneers for marine 1 


& 

NOBLE PRODUCTS CO. 
BOX 327, CALDWELL, OHIO 
MARINE ACCESSORIES 
Line of marine equipment in- 
cludes ant life 
jackets, duffle covVv- 
boat 
motor 


small 
walle 
attac 


as 


or 


cushions, 

reel 
fender ins 
plastic 


buo\ 
bags 
ers llated 
bags 


UlLS ana 


covers, 


rmen’s 


¥ 
PERMUTIT 
WATER CONDITIONING, 
53 WEST 43rd ST 
NEW YORK 36, N.Y 
WATER SOFTENER 


Lisii€ 


INC, 


tedly 
low 
$39.95. 


repo! 
repotl 


on 


opel 


pressure 


PIEL CRAFTSMEN 
307 HIGH ST 
NEWBURYPORT. MASS 


CLIPPER SHIP 
RED JACKET MODEL 
Handmade mode! of 1853 Clip- 
per et is 21”x 14”, with 
high-Black and antiqued cop- 
per hull painted spar ] 
mahogany finish base 


,iki 
moa¢ 


OLISHES IMPORTED LTD. 
156 W. BOSTON POST RD 
MAMARONECK, N. Y 
PI METALPOL ISH 


Polishe 


] 


and protect 

al including aluminum 

nium, nickel, bra 

per, pewter, gla and 
gold. Polish is non-inflamma- 
ble 


hand 


safe on 


4 OZ. 


and 


Price 


tube. 


PRESTO MARINE SUPPLY CO, 

DIV. OF 

PRESTO BEVERAGE CORP, 
45 JOHN ST 
YONKERS, N. Y 
SHARK CHASER 

Shark repellent is combination 
of blue-black dye and odorous 


chemical salt, both offensive 


to sharks. Variations 
chemical pack are 
Company also makes 
dye markers. 


of the 
available. 
a line of 


PRICE ASSOCIATES, INC, 
1387 MAIN ST 


SPRINGFIELD 3, MASS 
CHART TABLE TOPS 
Government maps and charts 
are welded onto birch plywood, 
and covered by several layers 
of alcohol-proof, heat st- 
ant plastic. Product is avail- 
able in 4 of construc- 
tion, laminated map, $19.50; 
laminated map bonded to birch 
plywood, $59.50; table top, 
$79.50, and table with 15” legs, 
$89.50. All master area naviga- 
tion charts are in stock, with 
localized charts available on 

special order. 


resl 


stages 


© 
RCA RADIOMARINE 
24 MURDOCK ST 
CANONSBURG, PA 
RCA BOAT VICTROLA 

RCA record player will play 
up to fourteen 45 rpm records 
providing almost 3 hours of 
recorded music Suspension 
mechanism keeps needle in 
yve in spite and 
pitch. Unit can ted 
amplifier and speaker of 
ther radio equipment 


RANDOLPH SHOE CO 
32 SOUTH MAIN ST 
RANDOLPH, MASS 


gro of roll 
be connec 


to 


RANDY BOATSHU 

has perimeter trac- 
action to grip the deck, 
available in various 
tvles and sizes for men, 
and children. Price: 


RAY-O-VAC CO. 
DIV. OF ELECTRIC 
STORAGE BATTERY CO. 
212 E. WASHINGTON AVE 
MADISON 10, WIS 
FLASHLIGHTS 
hlights of every descr 
need are offered by 
company. One model of- 

continuity tester 
used as a fla 
Flashlight 
offered. 


30at shoe 
tion 
and is 
colors, s 
women 
$6.95. 


ip- 
and 


i a 


asn- 
ac 


can be 
tester 


1 
aiSO 


& 
ROYAL STAIN CUSHION CO., 
INC. 
3864 FLATLANDS AVE. 
"BROOKLYN 34, N. Y 
CUSTOM MADE 
STEP PLATES 
plates are available in 
black or brown rubber, 
either chrome-plated 
stainless steel frames. 
is available and can 
with name of boat 
layed. 


are 


Step 
white 
with 
brass or 
Any size 
be had 
rubber-in 
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RUBBERMAID INC. 
WOOSTER, OHIO 
NO-TIP LITTER BASKET 
9 x 5%" x 10” polyethylene 
basket has weighted base to 
prevent tipping, and built-in 
bracket for mounting on gun- 
wale backs, galleys and 
annot rust or 


seat 
cockpit Cc 


rice: $3.95. Company 

polvethylene boat 
ith double spouts, 
nd galley pail, $4.98 


ay 
E SEA CHEST 
NT ROYAL AVE 
ORE 17, MD 
ACCESSORIES 
t of nautical 
nen is avail- 
nautical jewel- 
uipment, and 
and cabin 
itie A 75 page catalog 
offered by the company 


e 
SEACRAFT 
Ox 


BOX 4 
WEYMOUTH LANDING, MASS 
DOWN EAST LAMPS 


» of lamps includes nauti- 
igns on bases including 

I irker and cork; 
rull and piling; lobster pot 
kers and fish 
Prices: $13.95 


t t 
On, 


trap m 
sea 
and buoy mar 


shack and dory 


ch 
8 
SHIPS STORE, INC. 

32 BARTON AVE 
BARRINGTON, R. I 
NAUTICAL GADGETRY 
Complete line of nautical 
items ranging from marine 
flags to jewelry, clocks, out- 
board motors and charm 


bracelets 


SINKO MFG. AND TOOL CO 
7310 W. WILSON AVE 


CHICAGO 31. ILL 


CIGARETTE LIGHTER & 
CHART LIGHT 
mbined unit is weather 
roof nd complete with 
ound wire. It ivailable 
r use with 6 or 12 volt opera- 


e 

SOUTH BEND TACKLE CO., INC 

CHICAGO. ILL 

CAMP KIT 
Complete with a woven vinyl 
carrying SpinCast 
vamp Kit contains scaler, 
spoon hooks 
sinkers 
the 711-2 
and reel 
kit sells for 


cast the 


snelled 

and swivels 
pra ing and 
Spin Cast (R) rod 
combination. The 
$15.95 
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* 
SOUND YACHT SUPPLY 
72 DANBURY RD 
WILTON, CONN 
MARINE ACCESSORIES 
Line of equipment available 
includes Hoover 12 volt vac- 
uum cleaner; plastic, rust- 
proof clothes hangers Kic- 
Key for loosening deck plates 
with holes not over 3” apart 
174” owl replica for frighten- 
ing seagulls: “South Sea” in- 
sulated tumblers and pitch- 
ers: magnetic soap gripper; 
Danish knife and marlinspike 
kit, and a hardwood serving 


platter 
® 
SPERRY TOP-SIDER 
BOX 338 

NAUGATUCK, CONN 

YACHTING SUITS 
Variety of suits available for 
men, women and children in 
nylon ind cotton fabric 
with Horcolite. Colors 
blue, orange and yel- 
Priced from $18.95 to $28 


coated 
include 
low 


J 


Fo. \ 


=? 


KLING-TITE 
Canvas shoe with special dia- 
mond-cut sole, is designed to 
motorboat and sail- 
boat users with non-slip foot- 
wear protection. Available in 
white or navy colors in men’s 
ind women’s sizes. Made by 
makers of Top-Siders, it sells 
for $6.95. Company also offers 

line of foul weather gear. 


» 
SUNBEATER MFG. CO. 
415 S. LAMAR 
DALLAS, TEXAS 
MARINE HATS 
Line of headwear includes 
boating and hunting hats, 
some waterproof, mildew- 
proof, and lined, in a variety 
f and styles 


oO! sizes 
B 

SWIM PACK 

175 ATLANTIC AVE 

COHASSET, MASS 

SWIM-PACK 
Unit snaps on child’s back 
iid him in learning how to 
swim safely. Price is $4.95 


N. A. TAYLOR CO 
14 W. 9th AVE 


provide 


INC. 
GLOVERSVILLE, N. Y 


FLAGS AND PENNANTS 
Nylon flags are “perma-print” 


dyed for weather-fastness, 
available in 12” x 18” size. Cot- 
ton pennants with novelty and 
precise nautical meaning, are 
printed on sail cloth, available 
in 10” x 16” size. Prices, flags, 
$2.35 and pennants, $1.10 


THERMO PRODUCTS CO. 
3727 N. PALMER ST 
MILWAUKEE 12, WIS 


AQUA-TEMP INDICATOR 
The Aqua-Temp Indicator 
contains a large direct reading 
weep needle type temperature 
gauge, graduated from 32 to 80 
degrees. A sensor element is 
attached to the end of 35’ of 
wire which is color marked to 
indicate depth. Lowering the 
sensing element into the water 
gives an immediate reading of 
temperature on the dial indi- 
cator. Ideal for the fisherman 


® 
TRANSFER. MONOGRAM CO., 
INC. 


184 W. WASHINGTON ST 
CHICAGO 2, ILL 


LETTERS AND NUMBERS 
Letters and numbers are avail- 
able as decals, or of vinyl and 
mylar pressure-sensitive mate- 
rials, both types 3” high. Prices, 
decals, 10¢ each; vinyl and 
mylar, 20¢ each. 


* 
TROPICAL MARINE PRODUCTS 


BOX 3 
DELRAY BEACH, FLA 


INLAND WATER WAY 
PLAQUE 
A beautiful embossed bronze 
medallion to commemorate 
navigation of the Inland Wa- 
terway is now available. En- 
graved with the boat name 
and year, it is available at 


$7.95 
& 
TYER RUBBER CO. 
ANDOVER, MASS 


DECK SHOE 
Ropeez deck shoe is a 
white circular vamp oxford 
with a special anti-slip sole 
made of jute impregnated with 
neoprene. The sole is inte- 
grated with a white rubber 
border. Available in whole and 
half sizes from 6 to 13 at a 
suggested retail price of $6.95 


CHARLES ULMER, INC. 
CITY ISLAND 64, N. Y 


YACHTING EQUIPMENT 
Line of marine gear includes 
AllDri rainy weather suits for 
men and women, Light’n Dry 
foul weather suits for men and 
women, and Ulmerwarm 
Dyvyn blanket, 100° water- 
proof. 


The 


® 
UNION CARBIDE 


CONSUMER PRODUCTS CO, 
100 E. 42ND ST 
NEW YORK 17, N.Y 


4 


HYDRO-LITE NO. 250 
Eveready” lantern works un- 
der water and floats in sealed 
case made of orange plastic 
Sealed-beam lamp is protected 
by heavy-duty Neoprene rub- 
ber gasket, and push-button 
switch is rubber-covered. Ny- 
lon cord allows lantern to be 
hung or tied. Lantern uses 
“eveready” six-volt No. 510S 
weather battery or “Eveready” 
Energizer No. 2746 Price: 


$13.45 
@ 

UNITED STATES 
MINERAL WOOL CO. 
STANHOPE, N. J 
CELLOFOAM 
Cellofoam is closed cell poly- 
styrene board product for flo- 
tation elements in boats, 
docks, floats and piers. It is 
available in block or board 
form of maximum 12’ lengths 
It may be readily fabricated 

to size and shape. 


& 

UNITED STATES RUBBER CO. 
MISHAWAKA, IND 
CABIN CARPETING 
Vinyl carpet is designed to 
bring color and soft cushion- 
ing to outdoor living areas or 
onboard your boat. Available 

in 9 colors. 
& 


UNITED STATES TREASURE 
MAPS 
EVERGREEN, COLO 
TREASURE MAPS 
Maps available include chart 
covering area from Gloucester 
to Delaware Bay, showing 217 
wrecks, and map _ covering 
Florida, Gulf of Mexico and 
the Caribbean, showing 175 
wreck sites, with a key ex- 
plaining the wrecks accom- 
panying each map. Maps are 
17” x 24”. Price, $5 per map 
e 
UP-RIGHT SCAFFOLDS 
DIV. OF UP-RIGHT, INC. 


1013 PARDEE ST 
BERKELEY 10, CALIF 


HYDROFOILS 
Hydrofoils are said to increase 
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ALAXY 32’ 





1961 


From the moment Galaxy 32 was 
conceived, she was destined to 
advance yachting tradition to an 
extraordinary degree. She offers a 
remarkable combination of incom- 
parable comfort, unmatched 
cruising and unrivaled speed. 
Fiberglass construction trims 
maintenance dramatically, and 
Galaxy 32’s craftsmanship is 
unmistakably the finest. Galaxy 32 
... setting the standard of a new 
era in yachting adventure. 


These popular models are also 
available: 


The Tech 12’ Dinghy 
The Swan 12’ Trainer 
The Falcon 16’ Day Sailer 


And of course the distinguished 
Block Island 40’ . . . winner of 6 of 
the first 11 places in the 1960 
Bermuda Race. 


Inquiries are invited and full 
information is available. 


AMERICAN 
BOATBUILDING 


CORPORATION 


WARWICK, RHODE ISLAND 





BUYING GUIDE DIRECTORY 





boat speed from 12 mph to 35 
mph when with 35 hp 
motor on boat weighing 2000 
Ibs., fully loaded. Complete in- 
stallation templates and in- 
structions included with 
the set of hydrofoils Price: 
$325 


Se 


used 


are 


WATER SHOES, INC. 
1807 ELMWOOD AVE 
BUFFALO, N. Y 


WATER SHOES 

illow user to walk 
irface of watel They are 

made of fiber and plastic 

are 5 long and can support 

up to 250 lbs. Water shoes can 

al for water skiing 


Jater shoes 


lso used 


WHELAND CO 
SIGNAL M¢ NTAIN ROAD 
CHATTANOOGA, TENN 


OUTBOARD MOTOR HOIST 
Hoist has 500-lb. lifting 
ity and three-point suspension 
for stability. Fr include 
hand crank with ratchet, rub- 
ber-tired main wheels, tubular 
steel all-welded construction 
and heavy wood plate to hold 
motor and serve cross brace 
Price: $89.50 


CcCapac- 


tures 


WINGS MANUFACTURING CO. 


3-5 W. FIRST ST 
CLIFTON, N. J 


NON-RATTLE GLASS RACK 
Glass rack is of transparert 
plexiglas and holds 6 glasses 
Can be mounted on bulkhead 
or cabin ceiling. Price: $8.75 
Company also offers models 
for holding single glasses, beer 
cans, 4 glasses and paper cups, 
as well as ring buoy or chart 
holder, boat hook or antenna 
holder, and rod rack, all of 
plexiglass. 


MARINE FUELS 
& LUBRICANTS 


Armstrong & Galbraith, Inc. 
Bardah! Mfg. Corp. 
Bromfield Mfg. Co. 
Commercial Solvents Corp. 
Continental Oil Co. 

Crown Chemicals Co. 
Dixson, Joseph, Crucible Co. 
Esso Standard Oil Co 

Fiske Bros. Refining Co. 
Freedom-Valvoline Oil Co. 
Gulf Oil Corp. 

Huron Industries 

Kendall Refining Co. 
Kiekhaefer Corp. 

Koppers Co., Inc. 
MacMillan Petroleum Corp. 
Magnus Chemical Co. 

Mill River Products 

Nassau Laboratories 

Otis Oil Co. 

Pennsylvania Refining Co. 
Pennzoil Co. 

Phillips Petroleum Corp. 
Pyroil Co., Inc. 

Quaker State Oil Ref. Corp. 
Sea Foam Petroleum Corp. 
Shell Oil Co. 

Sinclair Refining Co. 

Skelly Oil Co. 
Socony-Mobil Oil Co. 
Sonneborn, L., & Sons, Inc. 
Standard Oil Co. 

Stay-Tite Products Co. 

Sun Oil Co. 

Texaco 

Union Oil Co. of Calif. 
Valvoline Oil Co. 

White & Bagley Co. 

Wolf's Head Oil Ref. Co. 
Wynn Oil Co. 
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OUTBOARD 
BOATS 











BLUE MFG. CO., INC. 
BOX 946 


MIAMI, OKLAHOMA 


BLUE STAR LINE 
ind seven alu- 

angin in 

$1,875 are 

The 17 ft 

seats four 

and is offered in eight stand- 
ard priced at 
$1,295 inc indshield, 
il wirlng 

Switch, deck hardware, 
hatch 
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colors She 
luding w 
steering, lights, and 


deck 


and custom upholstery 


A. CALVERT AND SONS LTD. 
27, MARKET PLACE, HEYWOOD 
LANCASHIRE, ENGLAND 


1961 LINE 

The 17 ft. outboard cruiser is 
this company’s most popular 
model and will be offered 
again this year. The Calvert 
model is available fully built 
or in a kit form. She has a 
beam of 7 ft. 4 in. and can 
accommodate four adults. Also 
offered is a 15 ft. speedboat 
which can seat six persons 
The company is seeking agents 
in the U. S. and Canada 

of 

COMMANDO BOATS 
DIV. OF 

CLAUDE MILLER ENTERPRISES, 

INC. 

BOX 9546 TULSA, OKLA 

U-2 
Length 14’, beam 73”, fiberglass 
construction. Ski-race boat is 


equipped withinstrument 
panel with speedometer. Latest 
speed test gave top speed of 
61 mph with 78A Mercury en- 
gine with speed prop. Price is 


$995. 
6 
CRAIG SYSTEMS, INC. 
MARINE DIVISION 
MARINE DIVISION 
LAWRENCE, MASS. 
SPITFIRE 
15’ speedboat is fiberglass con- 
structed and takes up to 80HP 
engine Equipment includes 
deck hardware, bow ring, ski 
tow rings, drain plugs, and up- 
holstery. Other models offered 
are Clipper II, an 18’ hardtop 
sedan cruiser, 14’ fiberglass 
runabout, and other models. 
8 
JOHNSEN BOATS, INC. 
LEESBURG, FLA 
1961 LINE 
Five fiberglass models 
available from Johnsen 
year. Leading the line is the 
16 ft. Star Fisher with two 
bait wells and a motor well 
Other models are the 14 f 
Starlina, 14 ft. Starfisher, 
ft. Startop, and the 8 ft. Star- 
shell. Prices range from $129 


to $695 
& 
LOVE CORP. 
BOX 197, HENDERSON, TEXAS 
HERCULES 16 
16'4” x 74” x 34” boat is offered 
in two models, Hercules, runa- 
bout, and Viking cruiser with 
hardtop or convertible top 
Boat is of fiberglass and rated 
for use with 80 HP motors 
Equipment includes foam rub- 
ber upholstery, triple-chromed 
hardware and custom fittings 
and molded-in motor well. 
SATURN 14 
14’ x 63" x 31” runabout is of- 
fered in Saturn and Explorer 
models, both rated for use 
with motors to 50 HP. Saturn 
features hardtop, and both 
models have foam-rubber 
vinyl seating, aluminum trim, 
molded-in splash-well aft and 
a triple-chromed hardware 
and custom fittings 


FISHERMAN 14 

x 23” fiberglass 3-seat 
utility boat is rated for use 
with motors to 18 HP and 
weighs 210 lbs. Equipment in- 
cludes built-in seat flotation, 
extruded aluminum gunwales 
and aluminum motor mount 


pad. 
o 
MAGNOLIA BOAT MFG. CO. 
VICKSBURG, MISS. 
SEVEN SEAS 
12’4” x 92” x 52” outboard cruis- 
er has one-piece fiberglass hull 
with soft chine bottom, and is 
rated for use with dual power 
installation. Features include 
flying bridge, forward cabin, 
upholstered berths, sink and 
pump, marine toilet, ice chest, 
twin helmsman’s chair and 
completely rigged steering. 
19’ SERIES 
186” x 87” x 42” soft-chine bot- 
tom fiberglass boat is available 
in Tampico, Tradewind and 


are 
this 


14’ x 60 


Tropic models, all rated for 
use with dual outboard power. 
Tampico features high cabin, 
sliding windows, forward 
hatch, rigged steering, marine 
head, helmsman’s chair and 
two forward cabin bunks. Fly- 
ing bridge windshield is in- 
cluded. Tradewind is sedan 
cruiser model with bunks, and 
Tropic is runabout with Plexi- 
glass wraparound windshield 
and upholstered back-to-back 
seats folding out to form two 
berths. 
@ 


NEWPORT PLASTICS CORP. 
NEWPORT, VT. 
OUTBOARD CRUISER 
A line of 21 ft. 6 in. molded 
fiberglass outboard cruisers is 
available from the above com- 
pany. The boat has an 8 ft. 
beam and weighs 1,700 Ibs. 
She has standing headroom, 
galley, bunks and a motor 

hood to reduce noise. 


ORLANDO BOAT CO, 
521 ELWELL ST 
ORLANDO, FLA 


1961 LINE 
This company’s new line in- 
cludes 12, 14, and 16 ft. deluxe 
runabouts in aluminum and 
and 15, 16, 17 and 19 ft. runa- 
bouts in fiberglass. Also avail- 
able in fiberglass are 17 and 
19 ft. cruisers. The aluminum 
line also includes a 10 ft. pram 
and 12, 14, and 16 ft. utility 


boats. 
e 
PERE MARQUETTE 


FIBERGLAS BOAT CO. 
SCOTTVILLE, MICH, 


VACATIONER BOATS 
Fishing boats are available 
in 12’, 14’ and 16’ models and 
are recommended for use with 
motors up to 35 HP for the 16’ 
size. Fiberglass construction 
is featured. Company also 
makes “Cartopper” model, for 
use with motors to 5 HP. 


s 
RICKBORN INDUSTRIES, INC. 
93 U. S. HIGHWAY 46 

CALDWELL, N. J 

SEA PRINCE 
14’ x 63” x 30'+” fiberglass runa- 
bout is rated for use with mo- 
tors to 40 HP, and standard 
equipment includes windshield, 
deck hardware, upholstered 
seats and back rests, transom 


POPULAR BOATING 





—LATE ARRIVALS 





gear installed 


JAGUAR 
15’ x 64” x 30” lap-strake 
minum runabout weighs 
Ibs., and can be used 


alu- 
350 
with 


motors from 10 HP to 50 HP 
It is complete with bow cleat, 
windshield, upholstered front 
and rear and backrests 
and steering gear installed. 
Price: $615 


seats 


SCOTTIE-CRAFT 
BOAT MFG. CO 
DIV. OF INDIANAPOLIS 


WIREBOUND BOX CO. 
1300 BEECHER ST 
INDIANAPOLIS, IND 


SPORTSMAN 20 
19’'2” x 8’ x 43” boat has stand- 
ard equipment including 
helmsman seat, deck hard- 
ware, SteerMaster steering 
and live bait well in stern. It 
features over 9’ of usable cock- 
pit area with bunk area for- 
ward. $1,995 


PLAYBOUY 19 
17’9” x 76” x 40 boat 
approximately 900 lbs., and 
is equipped with helmsman 
seat, deck hardware, wind- 
shield with center opening and 
SteerMaster steering Price: 
$1,495 


weighs 


SCOTTIE-CRAFT 18 
16/10” x 81” x 40” boat is avail- 
able as Key Largo 18, sport 
cruiser, and Biscayne 18, run- 
ibout with optional converti- 
ble top and curtains. Key 
Largo 18 is equipped with 
helmsman seat, bunk cushions, 
deck hardware, running lights, 
flying bridge and SteerMaster 
steering. Biscayne 18 has bow 
light with flagpole, deck hard- 
ware, windshield and Steer- 
Master steering. Prices: Key 
Largo, $1,895: Biscayne, $1,295. 


SEA MAC BOAT WORKS 
RIVERSIDE, N. J 


1961 LINE 
Outboard boats from Sea Mac 
this year are available from 
14 to 20 ft. Now offered is op- 
tional seating arrangements in 
the 17 ft. runabout. The com- 
pany also has available wood- 
en windshields of the ventilat- 
ing type 


FEBRUARY, 1961 


* 
SHOUP BOAT CORP. 
AHOSKIE, N. C 


18’ PRINCESS UTILITY 
Length gunwale 19’4”, beam 
8612”, depth 37”, weight 900 
lbs. Boat comes complete with 
steering, upholstered seats, 
lockers, running lights, full set 
hardware, and _ step plates 
Price is $1,395. Other utility 
boats are available. 

e 
STANDARD BOAT DIV. 
INTERAMERICAN STANDARD CORP 
10 EAST 40TH ST 
NEW YORK 16, N. Y. 

LAPSTRAKE MODELS 
African mahogany lapstrake 
outboard boats which measure 
19 ft. 6 in..overall are avail- 
able in three models, the 
sportsfisherman, hardtop and 
cabin cruiser. All feature stow- 
away seats and underdeck 
sleeping bunk. Will take up to 
80 HP outboards. 


STARFIRE BOAT CORP. 
TULSA, OKLAHOMA 
1961 LINE 
A line of 15, 17 and 19 ft. 
molded fiberglass boats are 
available from this company. 


e 
THOMPSON BROS. 
BOAT MFG. CO. 
PESHTIGO, WIS 


THOMPSON BOATS 
Thompson’s line of lapstrake 
hulls range in size from 14 to 
22 feet. Crash padding has 
been added to outboard Off- 
Shore. Also offered are models 
with inboard-outboard drive. 

& 

THORNES BOAT DIVISION 
FABRICATED STEEL PRODUCTS 
(WINDSOR) LTD. 

1537 MERCER ST 
WINDSOR, ONTARIO, CANADA 
CRUSADER 12 
115” x 54” aluminum cartopper 
seats 3, and is rated for use 
with motors to 10 HP. Flota- 
tion is Dow Styrospan. Also 
available is the Crusader 14, 
for use with motors to 18 HP. 


THORNES SERIES 14 
Series consists of utility and 
runabout models with dimen- 


sions of 13’8”, 56” all of alu- 
minum with full length splash 
rails, bow handle, transom 
handles, syphon bailer and 
Styrofoam flotation. All mod- 


els can be used with 


to 25 HP 


MODELS 154 & 155 
15'3” x69” aluminum models 
are utility and runabouts, rec- 
ommended for use with mo- 
tors to 50 HP. Boats seat 5, 
and have Dow Styrospan flo- 
tation. Long shaft 20” tran- 
soms with self-bailing trays 
are available. Standard is 154” 
transom motor height. 


* 
WAGEMAKER CO. 

201 HAYNES ST 
CADILLAC, MICH 
JAVELIN 
Aluminum runabout has 
length of 14’714” beam 70”, and 
weight of 300 lbs. Approved 
for motors up to 50 HP. Avail- 
able in 14 and 15-foot models. 

Price is $895. 


motors 





INBOARD BOATS 











« 
ADVENTURER YACHT CO. 
1100 E. § ST 


AUSTIN, TEX 


EXPLORER 
EXPRESS CRUISER 

26’ Cruiser will sleep six on 
full size berths and still has 
ample galley and full size, full 
height head. 6'1” headroom. 
Company also offers the Sa- 
berflight runaround, Fiber- 
glass construction. 


ALUMINUM CRUISERS, INC. 
STANDIFORD FIELD 
LOUISVILLE 13, KY 


MARINETTE 
new Marinette 
cruiser is 30 ft 
9 ft. 2 in. beam. She is con- 
structed of aluminum and 
weighs 5,000 lbs. The boat 
sleeps six and has a galley, 
complete head and screened- 
in windows and door. A single 
engine reportedly pushes her 
at 30 mph. Prices start at 
$8,695. 

s 


MARINE DIVISION 
CRAIG SYSTEMS, INC. 
LAWRENCE, MASS 


CRAIG CLIPPER II 
18’ x 7’'9” fiberglass sedan cruis- 
er has power option of Volvo- 


The express 


overall with a 


“equipment 


Penta inboard engine with 
outboard drive.Standard equip- 
ment includes deck hardware, 
ski tow and lift rings, safety 
glass windshield and side 
wings, walk-through back-to- 
back upholstered seats and 
sliding side windows. 


EGG HARBOR BOAT CO. 
412 BOSTON AVE 
EGG HARBOR CITY, N. J 


1961 MODELS 

Egg Harbor this year will build 
its 36 ft. model offering three 
deck plans. In addition to the 
cruiser and sedan models, a 
sportfisherman has been added 
to the line and sis available 
with a large cockpit, gin pole 
and flying bridge. 


HIGGINS, INC. 
SUB. OF NEW YORK 


SHIPBUILDING CORP. 
BOX 8001, NEW ORLEANS 22, LA 


CHANDELEUR 33 
33’ x 11'4” x 2’4” sports cruiser 
sleeps 5, and power options 
in twin screw engines are 
available to 550 HP and 35 
mph speeds. Standard equip- 
ment includes clutch (Morse 


controls), fuel tanks with over- 
board vent, ice box, instru- 
ments, electric lights, stainless 
steel sink and 2-burner alco- 
hol stove, dinette table, toilet 
and ventilating windshield 
Flying bridge is optional 
Price with 215 Dearborn 
(twin), $15,679. 


CATALINA 25 
25'3” x9’ family cruiser has 
botton and hull sides of 5-ply 
marine mahogany faced ply- 


wood, and sleeps 4. Standard 
includes 90 amp 
12-volt battery, single lever 
hydraulic control, dinette, 
foam mattresses. stainless steel 
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lights, toilet, ven- 

windshield and 

ge windshield 

with 188 Gray, $5,839 

225 Gray, $5,894, and with 
Dearborn $5,849 


we 
HUBERT JOHNSON 
BOAT MFG., INC 
BAY HEAL N 
BLACK JACK 


nker-t 


bur! on ?% 
power op 
ler Crow! 
pilot seat 
berth 
> volt batter) 
t horns, Monel 
elias, mano 
ockpit, nav} 


t 


bronze 


é 


BOAT CO 
NA NC 
NY AVE 
\ j N. MAS 
BASS BOAT 


OUT O'GLO 
ENTERPRISE 


E ER MA 


O’Glouceste 


NEW MODEL 

ter | added 
mode to its 1961 
jle-planked hull 
Yokusuka, Japan, and 


itted Glou- 


rt Lauderdal 
Cal 


a the 


CUSTOM 
SPORT FISHERMAN 


t 


wood construction with fiber- 
glass reinforced bottoms. Boats 
are built to meet individual 
needs. Range in 36 to 40 feet 
in length. Company also main- 
tains boat yard which supplies 
excellent repairs and main- 


tenance 
STANDARD BOAT DIV 
NTERAMERICAN STANDARD CC 
0 EAST 40TH ST 
NEW YORK 16, N. Y 
LAPSTRAKE MODELS 
iree models, sportsfishe1 
rdtop and cabin 
ible i 19 ft 
trake boats powered by Vol 
Pent r Graymarine inboa! 


The boats al ynstructed 


RP 


cruise! 


6 ln 


WHEELER 
GLASS BOAT 
450 ZEREGA AVE 

NEW YORK 72, N. Y 
26’ SEMI SEDAN SEA SKIFI 
26’ fiberglass sea skiff feature 
self bailing 


tain 


FIBRE CORP 


cocKpit an 
i peeds up to 30 
Forward ca has twe 

toilet and hangin 
and optional equipment 


ludes convertible dinette 


lley and steering seats 


30° FAMILY EXPRESS 
CRUISER 
fiberglass cruise! 
ith soit or hard 
equipped wi 
I flying bridge 
powered with twin 
177 HP Sea Vee engi 
equipped with large f 
K I iK Mail 
equipmen 
ocKplit 


otnel 





SAILBOATS 











BOAT CO., INC 
CUSHNET AVE 

ORD, MASS 
TECH SAILING DINGHY 


12'6” x 5’ x 20 fiberglass sail- 


A 


BEETLE 
67 » 
NEW 8 


dinghy has sail area of 
72 sq. ft. and can be used with 
outboard motors up to 3 HP 
Dinghy seats 4. Equipment 
cludes fiberglass rudder 


centerboard, aluminum 


) 


ile 


$774 


ROY M. BLOOM INC 
274 MAD N AVE 
w Y RK 6 N.Y 
FLITE FISH 
ite F.sh is 11 


! ft 
ii 


BROWN, CATAMARANS 
WASHINGTON, D 
PROUT LIN 


Cc 


MK III, 18 ft. 9 in. overall 
with a fiberglass hull, alumi- 
num spars and swing-up cen- 
terboards and rudders. Kits 
are $1,800 and the finished 
boats with sails, $2,150. The 
company offers a full line of 
the Prout catamarans ranging 
from 14 to 36 ft. The largest 
import is the 36 ft. Flamingo 
1 twin-hulled cruiser which 
sleeps eight and is available in 
the $18,000 price range 
2 
GRAVES YACHT YARDS 
MARBLEHEAD, MASS 
BARNEGAT 20 
20’ sloop features plywood con- 
truction complete with 
dacron sails, 5 HP 
ockpit cover, toilet and com- 
is Price: $2,699 
SAILBOATS 
ne includes International 
110, 23 plywood sloop; Inter- 
1ational 210, 29’ plywood sloop 
ind Explorer, 40’ mahogany 
planked auxiliary ketch 
8 
HAMPDEN 


WOOD PRODUCTS, INC 
55 RIVER ST 


WEST SPRINGFIELD, MASS 
SAILING PRAMS 
8’ and 10’ Vee with 


respective beams and 


motor 


sailboats 


7 and 
19 


NTERNATIONAL 

MARINE CORP 
31 STATE ST 

BOSTON 9, MASS 
INTERNATIONAL 

MARINE 35 
-cruising auxiliary slooy 
CCA rating of 
22.4 on a waterline length of 


25'8 Provides 


Racin 


has measured 


generous cruls- 
ommodations for six, 
headroom through- 
a 
LUDERS 

MARINE CONSTRUCTION CO 

TAMFORD,. CONN 

L-27 STORM 
40'x 9110" x 5'5 molded ma- 
vacht is avall- 
with 
accommodation ar- 
with optional 


hoganv plywood 
able in tnree 


flexible 


versions 


rangements and 
power and 
& 
MERCER 
REINFORCED PLASTICS CORP 
623 PROSPECT ST 
TRENTON 8 N. J 
MERCER 44 
44'x 119” x 43” all-fiberg 
centerboard was designed by 
William H. Tripp, Jr., and is 
1ed with auxiliary powe! 
model 163, 63 HP 


hydraulic trans- 


iasSS 


Sary 


; 
1 
7 


bronze 


fiberglass 
alley, and in- 


f Honduras 


OCEAN YACHTS, INC 
441 BROADWAY 
EW YORK !8 N.Y 
SEA WITCH 
2’ aux ry sloop is of 


fiberglass with twin keels, and 
reverse sheer and cambered 
decks. Boat sleeps 4, and has 
working sail area of 180 sq. ft 
with 235 sq. ft. genoa. Stand- 
ard equipment includes alu- 
minum spars, roller reefing, 
Stainless steel rigging and 
chromed bronze or stainless 
steel deck fittings. Accommo- 
dations include convertible 
dinette, foam mattresses, gal- 
ley space, recessed stove and 
stainless sink. Head is 
fully enclosed. Choice of Brit- 
ish or American synthetic sails 
is offered, as well as choice of 
3ritish or American inboard 
engines. Price: standard mod- 
vy $4.000 


steel 


® 
GORDON MUNRO CO. 
2 HANCOCK ST 
QUINCY 71, MASS 
DUOFORM MOTOR SAILER 
334 x 10’7” x 2/11” (5’9” board 
down) motor sailer displaces 
12,000 lbs. and has working 
ail area of 462 square feet 
Standard power is Chrysler 
Ace 95 HP engine with 2:1 re- 
duction gear. Standard equip- 
ment includes Dacron working 
sails, instrument panel includ- 
ing tachometer, alcohol stove 
1d foam rubber berth cush- 
Price: $18,885 


ions 


* 
RICKBORN INDUSTRIES, INC 
93 


U.S. HIGHWAY 46 
CALDWELL, N. J 
CORVETTE DAGGER 
12’ x 50” x 20 may be 
rowed, sailed or powered with 
outboard Boat weighs 
159 Ibs. including sailing rig 
It is lateen rigged, and em- 
ploys dagger-type centerboard 
and removable rudder. Sailing 
rig fits hull fon 
Price: $395. Company 
also offers “Corvette Deluxe, 
fiberglass motor-sail boat with 


same pec tions. Price 


$595 
® 

REISINGER YACHTS 

INTERNATIONAL 

TAPPAHANNOCK, VA 

SIREN 30 

30’ shoal draft auxiliary sloop 
has 3’ draft, and no center- 
board Features include 2 
cabins, divided by private 
dressing room, and toilet 
Self-bailing teak cock- 
pit is 7’2” in length. Features 
include nking with full 
length select hard mahog- 
with bottle-tight construc- 
tion. Price: $12,500 with sails 
and 30 HP Atomic Four en- 
ine. Diesel engine and mast- 
re optional 

c 
SILHOUETTE MARINE 
50 SPRING STREET 
NEW YORK |2.N. Y 
NEW MODELS 

ao ilit 


vu 


poat 


motor 


Inside easy 


storage 


room 


LTD 


s.0o0ps, the 21- 

nd the 17-ft. fi- 
ver have beer 
his vear by Sil- 
irine Ltd In 
ompany will con- 
et the Silhouette 
1e Silhouette 
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specifications including self- 
bailing cockpit She sleeps 
four. The boat sells for $4,085 


without sails 


VAN BREEMS 
INTERNATIONAL CORP. 
SEAVIEW AVE 
STAMFORD, CONN 
CALYPSO 
Centerboard cruising ketch is 
one of the yachts imported by 
the company from Holland 
Measures 42’4” overall and has 
draft of 4'3 Company 
offers Vitesse 40 
yawl, Vitesse 35 

Maid 30 


also 
centerboard 
and Dutch 


YOUTH ADVENTURE 
3215 i7th AVE.. W 
SEATTLE. WASH 
SAILING DINGHY 
Monty Morton's 10’ Sea Scout- 
er sailing dinghy has a fiber- 
aluminum mast 
priced at 


lass 
nylon sails and 
$295 freight prepaid 





SPECIALTY 
CRAFT 





a 
ALUMAKIT CO. INC 
SHETLAND INDUSTRIAL PARK 
SALEM, MAS! 

CAPTAIN HOOK 
The Captain Hook is 11 ft. by 
46 in. wide and weighs only 60 
lbs. Designed for cartopping 
the hull is factory finished 
from a single sheet of alumi- 
num. Priced at $85 f.o.b. Sa- 


lem, Mass 
& 


CATALINA 
AMPHIBIOUS HOMES 
303 S. HOWLAND AVE 
ELKHART NDIANA 


HOUSEBOATS 

This company has a full 

of aluminum steel 
structed houseboats. Avail 

ire the 26 ft. Mainline: 
Dixienpelle models, the 31 
Customliner, the 34 ft. South- 
ernbelle, the 38 ft. Delta Line 
and the 42 ft. Commodore 


CRAIG-CRAFT 
TONAWANDA IA. N.Y 


KIT BOATS 
Company offers over 50 models 
of kit boats, preassembled 
Models include runabouts, 
cruisers, fishing Acces- 
sories also available including 
fiberglass products, trailers, 
paints, and marine 
equipment 


INC, 


ana 


boats 


other 


DESIGN ENTERPRISES 
GEORGETOWN, ONTARIO, CANADA 
8'4” x 41” craft is basically a 
pontoon with wings that are 
airfoil-shaped to give almost 
instant planing. Construction 
fiberglass and marine 
plywood, with each bulkhead 
sealed and foam-filled. Hydro- 
plane type of safety throttle is 
installed, and re- 
tracting fin for use in shoal 
water. Also available is a plan 
kit, priced at $7 per set 


FEBRUARY 


is of 


has 


af 
cralt 


1961 


OLCOTT MACHINE WORKS 
P.O. BOX 1115 
PADUCAH. KY 

STEEL HOUSEBOAT 

A 36 ft. by 17 ft. houseboat 
powered by twin outboards is 
available from this company 
The boat comes fully equipped 
and retails for $13,500. Other 
models and steel hulls are of- 
fered from $3,250 up 


RIVER QUEEN BOAT WORKS 
6655 E. DUNES HWY 


Ohio model houseboat features 
V bottom, large forward deck, 
new bow, increased galley 
space, and numerous other 
improvements. Length is 34’, 
beam 11’, draft 8”, sleeps 6 
Company also manufactures 
43’ Mississippi Su- 
wannee 


and 28 


8 
SKI-REIFF MFG., INC 
717 AVENUE T 
BROOKLYN 23 N.Y 
SKI-REIFF 
Buoyant water sled is made of 
Philippine mahogany, and di- 
mensions are 8'x4' x9 Sled 
can be used with outboard 
motors from 5 HP to 35 HP, 
with standard controls. It is 
driven in standing position, 
and steered by shifting of op- 
erator’s weight from side to 
side. It can be used for tow- 
ing water skiers, and attains 
in excess of 35 mph. Price: 
$249, F.O.B. Rhode Island 


& 

U-MAK-IT PRODUCTS 
DELAND, FLA 
FIBERGLASS BOAT KITS 
Every kit contains complete 
mold of boat to be built. Forms 
are made of composition 
boards and are easily 
embled. Models available are 
8’ pram at $89, 12’ rowboat at 
$118, 14’ rowboat at $129, 14 
runabout at $286, and 17’ de- 
runabout at $398. Com- 
also offers a complete 

wooden kit boats 


ENGINES & 
ACCESSORIES 


as- 


Seen 
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pany 
line of 











€ 
AUTOLITE 
TOLEDO |, OHIO 
BATTERIES AND 
SPARK PLUGS 

Autolite builds a complete line 
of batteries for every inboard 
engine starting and lighting 
plant service. The sta-ful bat- 
teries have extra liquid reserve 
above the plates and reported- 
ly need water only as often 
Marine spark plugs are avail- 
able for both outboard and in- 
board engines. According to 
the company, a cut-off side 
electrode on Autolite small 
engine spark plugs aids in 
Starting and reduces a gap- 
bridging tendency 


CAPITOL GEARS, INC. 
343-A NO. HAMLINE AVE 
ST. PAUL 4, MINN 
REVERSE & 
REDUCTION GEARS 


Model EF full reverse is easy 
to install and easy to control 
112, 2, and 3 to 1 reductions 
available. Also offered is the 
Model 2HE reverse and reduc- 
tion gear. Full forward and 
full reverse. Designed for gas 
engines to 250 HP at 4,000 rpm 
and diesel engines to 150 HP 
at 3,000 rpm 


CHAMPION SPARK PLUG CO. 
TOLEDO |, OHIO 
MARINE SPARK PLUGS 
Dependable Champion marine 
spark plugs are used by a 
number of racing boat drivers 
Proper sizes of plugs to fit al- 
most every outboard engine. 
Marine plugs by company give 
sure performance at a_ slow 

troll or fast jaunt 


@ 
CONTINENTAL MACHINERY 
P.O. BOX 5309 


LONG BSACH 5. CALIF 
YANMAR DIESEL 


‘ A compact, light weight line of 


4 cycle diesel engines is avail- 
able in the 2 to 8 BHP range 
driving auxiliary generators, 
pumps, compressors and simi- 
lar equipment. Known as Yan- 
mar, the engine is equipped 
with an integral heat ex- 
changer and operates in the 
1,800 to 2,000 rpm range. Japa- 
nese imports, they are avail- 
able in fouy basic sizes 


FEDERAL PROPELLERS 
GRAND RAPIDS 2, MICH 
PROPELLERS 
Marine propellers are avail- 
able for almost every applica- 
tion from outboard runabout 
to ocean-going vessels. Cus- 

tom propellers also offered 


GENERAL CONTROLS CO. 
8989 McCORMICK BLVD 
SKOKIE. ILL 
CONTROLS 
Crown Hydra-Trol remote con- 
trols are self-contained, man- 
ual-hydraulic positioning de- 
vices for throttles or 
operating winches. The com- 
pany has available its 
Standard MAR type and 
Standard MAT type controls 


JOHN H. GRAHAM & CO. 
WITHERBY PRODUCTS DIV 
105 DUANE ST 
NEW YORK 8 N. Y 
BRITISH SANDPIPER 
Lightweight, air-cooled Brit- 
ish made outboard is good mo- 
tor for fishing or trolling and 
for auxiliary power on sail- 
boats. Features recoil starter, 
single cylinder, 2 stroke, 4250 
rpm, and 6” prop. Weighs 24 
Ibs. and delivers 1 HP. Price 


is $125 
& 

HYDROJET MARINE CORP. 
1501 EUCLID AVE 
CLEVELAND 15, OHIO 
HYDROJET PROPULSION 
The standard Hydrojet unit 
can be used on boats up to 65 
ft. in length with applications 
for larger vessels on special 
order. The unit eliminates the 
need for a propeller, rudder, 


use as 


also 


shaft, strut, stuffing box, 
clutch, reverse gear or hydrau- 
lic assists. According to the 
company, the Hydrojet pro- 
vides 360 degree power steer- 
ing and runs at a low overall 
operating cost 


MORSE INSTRUMENT CO. 
HUDSON. OHIO 
BATTERY CHARGER 
Compact marine battery 
charger for 6 or 12 volt bat- 
teries can be carried at all 
times since it is compact. In- 
dicator light glows when 
charging Price complete is 
$16.50. Morse offers complete 

line of marine equipment 


PARAGON GEAR WORKS 
TAUNTON, MASS 
PARAGON TRANSMISSION 
WITH WALTER V-DRIVE 
New unit consists of Paragon 
Reverse Gear in combination 
with Walter V-Drive which 
can be attached to transmis- 
sion and correctly aligned. It 
is available in direct drive and 
all reduction ratios up to 3 to 
1. Also available is an op- 
posite rotation unit to fulfill 
need for right and left wheel 
rotation in twin screw appli- 

cation 


PRECISION GEARS & 
PRODUCTS, INC. 
132 IOWA AVE 
PATERSON 3, N 
V-GLIDE MARINE 
Company has added two 
V-Glide models to its line of 
marine drives. The two new 
models make it possible to use 
the V-Glide system of stern 
installation with engines of all 
power and rpm ranges. A 
heavy duty model V-6500 can 
be geared to handle large gas- 
oline and diesel units 


STICKELL-FLANAGAN 
MARINE CORP. 
1616 MOUNT ROYAL AVE 
BALTIMORE 1!7, MD 
CONVERTER 
The Stickell converter has two 
separate and independent op- 
erations as the light circuits 
are brought into the converter 
and then when the switch is 
thrown to shore current, the 
switch also throws the boat’s 
lights on the lighting convert- 
er which goes direct to shore 
current 


J 
DRIVES 


new 


TELEFLEX 
INDUSTRIAL PRODUCTS, INC. 
MARINE PRODUCTS DIV 
BOYERTOWN, PA 
SINGLE LEVER CONTROL 
A new single-lever control for 
all outboard motors features 
one-hand control, a positive 
stop in neutral and helix wire 
control cables. The control fits 
either right or left hand in- 
stallations. The unit complete 
with all mounting hardware 
and motor fittings sells for 
$41.50. Telefiex helix wire con- 
trol cable in pre-cut lengths 

is $1.10 per foot 
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VANGUARD INDUSTRIES 
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ALLAN-JERV MARINE 
DIV. OF JERVIS CORP. 
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THE HEADMASTER CO. 
21G DALE CIRCLE 
NEW BRUNSWICK. N. J 
CHLORINATOR 
Headmaster Chlorin: 


‘ 


RUMENT CO. 
BILGE PUMP 
e Bilge Pu 


y 
¢ 


ater seepage. Controlled 
from remote location 


®@ 
PERKINS MARINE LAMP AND 
HARDWARE CORP. 
P.O. BOX D 
MIAMI 64, FLA 
MARINE HARDWARE 

Line of marine hardware in- 
cludes “Dynaform” cleats and 
chocks, Perko Skene Chock 
Pathfinder” combination bow 
nd docking lights, outrigge1 
poles of aluminum 
la pole holders for 
deck mounting and side 
mountin and other equip- 
ment for both inboard and 
outboard boats. Also availabl 
ire Perko General Catalog, $1, 


and small boat , 


catalog, 25c 
& 

M. L. SNYDER & SON 
JASPER & YORK STS 
PHILADELPHIA 25, PA 

FIRE EXTINGUISHER 
A new non-toxic waterproof 
dry chemical type pressurized 
extinguisher is now 
It has a 2% lb. capacity and 

h Ze ing 


Underwriters’ 


fiber- 


fiusn 


mnd 
ana 


INC, 


f 


available 


Init atin by tne 


ni 





NAVIGATION 
AIDS 











* 
APELCO 
3 EAST GRAND AVE 
YUTH SAN FRANCISCO, C 
AE-25M 
ne radio ha 
power and 
into 
Five crystal 
innels provide 


commonly 
Operates tandard 


Price 


requen- 


ne radio 


AUTO MATIC PRODUCTS 
2268 SOUTH PARKWAY 
CHICAGO 16. ILI 
CADET HORN 
ig, 414” high, 3% 


} 


edly built 


BURGESS BATTERY CO. 

DIV. OF SERVEL, INC 
FREEPORT, ILL 
BOAT-LITE KIT 
Kit contains everything needed 

meet USCG requirements 


l boat 


SAMUEL JACKSON FUSEE CO 
EASTON, MD 
MARINE FLARE KITS 
Kits include Off-Shore and 


Ship-Shore l 


models both 


inbreakable signal mirror 
Ship-Shore kit contains three 
5-minute burning red flares 
and distress flag. Prices: $3.60 


and $1.95. 
* 
KAAR ENGINEERING CORP. 
2995 MIDDLEFIELD RD 
PALO ALTO, CALIF 
D PHONE 
Phone was developed specifi- 
cally for Citizens Band opera- 
tion, offers under-dash or on- 
top mounting and features 
} speaker, 4-channel opera- 
squelch, signal level me- 
and front panel transmit- 
“power tuning” control 
* 
KAINER & CO. 

763 LEXINGTON ST 
CHICAGO, ILL 
THROUGH-CABIN 
SPOT LIGHT 

light is of all brass con- 
struction, with control unit 
completely enclosed and water- 
proof Unit operates in both 
horizontal and vertical range 


ind is available for either 


Spot 


6 or 


12 volt systen 


& 
MUNSTON 
ELECTRONIC MFG. CORP 
| BEECH ST 
ISLIP, L.1.. N.Y 
HAMPTON 
Radiotelephone has 
input and 
broadcast ba 
in on sts 


150 watt 

8 channels and 

nd. Low current 

ndby. Aluminun 
truction. Moisture and 
us proofed. This i 
item of Munston’s 

ff Marine Radio Elect 


Equipment 

% 

NIKON INC 

FIFTH AVE 
NEW YORK 3, N.Y 
BINOCULARS 

company h 
» of binoculars and binocu- 
available. Mod- 
els include 9 x 35, 7 x 35, 7 x 50, 


8 x 30, 8 x 50,5 x 15,6 x 18 


nd 7 x 15 
fe 
TRI-TRONIC, INC. 
650 TENTH ST 

SANTA MONICA, CALIF 
AUTO PILOTS 
i-Tronic has introduced two 
new automatic pilots for 1961, 
he Mark IV A and the Mark 
IV B. The A is for boats up to 
65 ft. in length and the B 
model for boats to 100 ft. The 
12, 24 or 32 
A retails for 
$325, F.O.B 


remote con- 


y ry! tT 
a complete 


lar accessorie 


units operate 
volts D.C. The 
$249 and the Bf 
Santa Moni 


trol 


o1 18 $25 
ZENITH SALES CORP. 
SUB. OF ZENITH RADIO CORP. 
600! W. DICKENS AVE 
CHICAGO 39, ILL 
TRANS-OCEANIC 
PORTABLE RADIO 

tandard and 

wave radio 

wave 
re- 


nine 
provides 
to-ship and 
munications 
Coast 7 rd ms: ne weathe! 
standard 
l as FAA 


stations 


ception 


ther 


broad 


beacons 


transmitting in the 150-400 KC 
band. Features iriclude three 
antennas. Also available is an- 
other version of the radio 
omitting the long wave band. 





ACCESSORIES 











ca 

AIROLLER CO. 

GUILFORD, CONN. 

AIROLLERS 
Airollers are large canvas- 
rubber lined cylinders which 
are inflated to a low pressure 
by mouth. A heavy boat can 
be rolled to the water over 
mud, stones, rocks, or soft 
sand. A number of models are 
available for boats to 3000 lbs. 


in weight 
o 
DANA CORP. 

PARISH PRESSED STEEL DIV. 
READING PA 
HULL-GARD TRAILERS 
Four main Hull-Gard lines 
comprising 32 models and sizes 
are made by the company 
They take boats 14 to 20 feet 
long, weighing up to 2400 lbs 
Lines are Peerle Premier, 
Packall, and Pony Trailers 
are covered by one-year war- 
ranty issued by company. 

& 

PETERSON BROS., INC. 
BOX 51, STA. G 
JACKSONVILLE. FLA 

GATOR TRAILERS 
Two additions to Gator trai 
line are the turbocraft trai 
and the catamaran trailer 
30th feature the excellent 
workmanship found in all 
Peterson Traile: Trailers are 
made for almost every use 
Optional equipment on many 
units is a surge brake system 


ler 
ler 





PAINTS. & 
SEALERS 








M. L. Condon Co., 276 Ferris 
Ave., White Plains, N. Y. Boat- 
Life finishes come in red, 
green, gray, ivory, gloss or flat 
white, and plasticlear. Price is 
$3.85 per quart and $12.80 per 


gallon 


Co., Box 181, 
Poly-Aqua is 


D. J. Peterson 
Sheboygan, Wis 
epoxy marine finish and has 
been used in fresh and salt 
water. Provides racing bottom 
and good for water 
skis 


coating 


Pittsburgh Plate Glass Co., 
632 Fort Duquesne Blvd., Pitts- 
burgh, Pa. Complete line of 
marine finishes include Pitts- 
burgh Marine Anti-Fouling 
and Anti-Corrosive paints. 
Waterspar enamel, spar var- 
nish and Rinse Away paints 
and varnish removers. 


Surface Coating Engineers, 
Inc., 272 Doremus Ave., New- 
ark 5, N. J. Vinylon is a liquid 
plastic marine ¢ avail- 
able in 12 colors and is durable 


and anti-fouling 


POPULAR BOATING 


oating 





BUYING No-Risk Offer For POPULAR BOATING Readers 
GUIDE 


DIRECTORY Here’s High Adventure Aboar 
the World’s Great Ships... 


WITH OVER 400 THRILLING PHOTOGRAPHS! 


AN EXCITING 
STORY - AND - PICTURE 
VOLUME FOR LOVERS 

OF SHIPS AND THE SEA! 


YOURS 
FOR A 7-DAY 
REE TRIAL 


Iston Enterprise 257, 265 an of 

uma Craft Boat C 38 be dre ® OVER 400 DRAMATIC 
\lumakit Company n 307 

luminum Cruisers, In 305 PHOTOGRAPHS 
American Boatbuilding Corp 1€ 
American Bosch 257 v BIG 9 t 12 INCHES 
American La France 27 
American Chain & Cable C By Penrose Scull * Forward by Frank 0. Braynard, American Merchant Marine Institute 
American Finn. Boat Corp 138 
pene. ns ~- tle C a Soe } | ERE’S a unique story-and-picture vol- You'll meet crews, officers and harbor 
sone os aoe Waal . ¥ ‘ » Radio O - ume for all those to whom the throb  pilots—spend Christmas at sea—round 
Mexeetiiat Tuatha, Mihi Cin 286 of a ship’s propellers, the moan of a fog- Hatteras in a storm. And you'll read 
Amerimex Cor} 208 horn, the tang of salt air and the aroma about ship design and shipbuilding, nav- 
The Ames Lal ne of diesel oil mean endless wonder and igation, port operation, cargo manage- 
Amidon Engineeri: ; 292 excitement! ment, and all the other absorbing 
Ams« mechanics of ship opération...the true 
A 

I 

A 


Mloy Marine Prods.. I 286 een ® 272 PAGES 


nearrow Marin This beautiful, giant book brings you and wonderful “inside story” of ships 
he Anchorage Inc 138, 162, 18 over 400 unforgettable photographs of and shipping . 
ichormatic C« great ocean liners and sea-hardened 

nsul Chemical ” s . 
tramps—high speed freignters and pow- . ' — . 

thony Power . We will send you this exciting book, 
: erful salvage tugs—gigantic tankers and , “age ADs 

lco : 308 : ae Ove ee at no cost or obligation, for 7 days. If 
vex Marine & Equipment modern ore Carriers—a nuciear-powerea ierfectl lelighted ; 3 

: a : ” not perfectly delighted, you may return 

plied Electronk ‘0 r merchantman and a “seatrain ’ 4 “= am rt 

> the volume—and you pay nothing; owe 

ua yvnami . . ° 

waters. 3 Here are ships on the high seas...in nothing. Otherwise you need remit 

1a Meter Inst. Cor 10. 282. 283 gales and winter storms...in calm tropi only $15.00 plus a small charge for post- 

a Sport Water Ski ; cal lagoons...alongside gigantic dock in age and handling. But send no money 

Mf ‘0 292 stallations and in still-primitive harbors now. Mail free-trial examination coupon 


on Boat ( 44 in Africa and the Far East today to see this magnificent volume! 
Aarons 138. 257. 973 


>>> >>> PP > 


e Scull for a 7-day FREE TRIAL EXAMINATION, 
; and owe nothing, pay nothing. Otherwise, | will 
ling for this beautiful book. 





PRINT NAME 
ADDRESS 


CITY _ | STATE — 
SAVE MONEY! Er > $15.00 now eck or mone der) with this coupon, and we'll pay all shipping 
ar charges. same j privileg nd ftullt 
Inc “138 : (7-Day free trial offer good y in U.S.A. and Canad oreign customers must enclose payment in full, 


it Company 13 x On guaranteed or money refunded.) 00 EF1OI6 
Prod. Co D* 37 
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DO YOU 
NAVIGATE 
BLINDLY? 


dépth below and 


Only The PILOT provides a continuous 
of the depth ahead of the 

appr oachi ling shorelines, floating 

bstacles, docks, bottom contours, 

submerged obstacles and schools of 

fish. Make boating a pleasure re 

ardiess of weather with a forward 
king Pilot Indicator 


boat, 


3 ALL NEW DUAL BEAM MODELS 


Model $0215: Slant/Depth Indicator 
ASURE WATER DEPTH AHEAD OF THE 
Bi AT as well as water depth below! 


Model 0D180 Depth Distance Indicator 
DETECTS FORWARD OBSTACLES 
ind measures water depth 
IMULTANEOUSLY! 


Model DD300: Depth or Distance Indicator 
TECTS Fi ORWARD OBSTACLES 


lepth up 


VU 


teh! 


CONVERT YOUR PRESENT 
DEPTHOMETER TO A 
DEPTH AND DISTANCE 
INDICATOR 
$89.50 
See your dealer or write for free 
literature for complete details 


Oe A t/ dynamics corporation 


rer ~ tc of ‘Ele 2ctronic Resserdh y eal 


ON DISPLAY AT THE NEW YORK NATIONAL MOTOR 
BOAT SHOW sooth NOS. 110-111 
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George Barker Engineering Co..... 
Barracuda Marine Co : 
Bay City Boats 

Bay Pattern Works 

Beall Boat Shop 

Bedford Co 

Bee Boat Company 

Beetle Boat Co., Inc 

Belair Mfg. Co 

Bell Boy Co 

Bell Woodworking Co 

Bemis Bros. Bag Co 

Bendix Aviation Corp 


Bensen Aircraft Corp 
3enson’s Anchors, In¢ 
Bernard Engraving Ct 
Berryllium Corp 
Richard Bertram & Co 
Bete Mf Co 
Betts Machine Company, 
Bilt-to-Last Fiberglas 
Bilt Well 
Black Panther 
James Bli & Co 
Roy M 3loom, Inc 
Blue Crown Spark Plu 
Blue Mfg. Co., Inc 
Boatco Inc 
Boatel Company, Div 
Industries, Inc 
Boat Names Co 
Bock Boats, In 
The Borden Co 
Borrie James Mfg. Co 
Howard F. Borroto 
joston Yacht Sail Co 
3owers Battery & Spark 
Braincon Corp 
H. E. Bremer Mf Co 
Brennan Motor Mfg. Co 
Briggs Bituminous Compos 
Bright Star Industries 
Bristol Boat Corp 
sristol Boats Div. of Allen Quimby 
Veneer Co 
Bristol Flare Corp 
British Industries Corp 
British Marine Prod 
British Seagull Co. Ltd 
Broadwater Boat Co 
Andrew Brown, C¢ 
Brown, Catamarans 
Laboratories, In« 
wick Boat 
r Turbocraft 
Marine Co 
uck-Algonquin 
Burger Boat Co 
3urgess Battery 
Burmeister & Wain ! 
3urnham Produ 
3urr Bros. Boat 
Burroughs Mf 
Burton-Roger 
Byron Jackson 


Cc. L. B. Company 
Division, Calcinator Corp 
E. L. Caldwell & Son 
A. Calvert & Sons, Ltd 
Calkins Craft 
Campbell Chain Co 
Campbell Mfg. Co., In« 
Cambridge Rubber Co 
Capco Products 
Cape Ann Mf Co 
Cape Cod Shipbuildin 
Capitol Gears 
Captain Cod Products 
Captain John’s Marine Hardware 
Carling Electric, In¢ 
Carlson Prod. Co 
Richard D. Carlson 
Carolina Fibergla Prod 

soat Co 























GET READY FOR THE 1961 
BOATING SEASON! 


Choose from a selection of useful 
and informative boating books on 
pages 201-203 of this issue. 

For yourself—for gifts—books 
on boating are perfect choices to 
add knowledge and enjoyment to 
the life of a sailor! 

Check pages 201-203 right now! 


POPULAR BOATING BOOK SERVICE 
One Park Avenue, New York 16, N. Y. 


Steer clear of ALY £9 
trouble with 

this handy guide to channel buoys. 
“Red Right Returning” shows colors, 
shapes, etc., of typical buoys... the 
most important navigational aids on 
the U. S. coasts. 


fo nr 8 
Dept. PB-1 
AINA CASUALTY AND SURETY COMPANY 


STANDARD FIRE INSURANCE COMPANY 
Hartford 15, Connecticut 


Affiliated with Atna Life Insurance Co 
Please send me free piloting guide and 
complete information on yacht and motor 
boat insurance. 

Name 


Address 


City State 


Lawes meee eweewemoeesesenanaoad 
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Equitable Equip. Co., Inc 
Era Dynamics Corporatio 
Era Meter Co 

Esco Corporation 

Eureka Tent & Awnin 

P. Evanson Boat Co 


Motors 
Motor Co. 


Fabricated Steel Produc 


(Wind 
Limited 


“ae Ole Oe an is ee © | 
BEAU T Y 


THE NEW 


PERK DYNAFORM 


LINE 
Typical of the dramatic styling of the com 
plete PERKO ‘‘Dynaform"’ line of lights, 
hardware and accessories is this 
rakish combination bow light with 
a built-in landing light. See 
the complete PERKO line at 
better dealers. everywhere. 


Send 25¢ for catalog 
x176 presenting the 
complete Perko line for 
popular sized boats 
Send $1 fol am OF) elle) -4 
2175 showing the com 
plete PERKO line for 
boats and ships of all 
sizes. Catalogs Free to 
Trade 


PERKINS MARINE LAMP & HARDWARE CORP. 








DIRECTORY INDEX aaa | 


POPULAR 


BOATING 


ARE VALUABLE 


Now vou can Keep a \ r’s copies 
POPULAR BOATING in a rich-looking Ie 
erette | lat makes it « 

any issue for ready reference 

Specially designed for PorpuLar BOATtine 
this handy file—with its distinctive, was} 
able Kivar cover and |6-carat gold leat 
lettering—not onlv looks good but keeps 


every issue neat, clean and orderly. 


Fhe hho koko ke kok heo keke koko konokokeo hone Romeo! 


<q . 


So don't isk tearing and soiling 


copies of POPULAR BOATINe always 


ready source of valuable information 


es Me > Me) Mes Meo) 


Order several of these Porttar Boatir 
volume files today. Thev are 82.50 ea 
postpaid > for $7.00, o1 

Satistaction @uaranteed 

back 

Order direct from: 

JESSE JONES BOX CORP. pepr. ps 
Box 5120, Philadelphia 41, Pa. 


(Established 1843) 











to COMPARE 
HERCULITE 





Marine Fabrics | °°? 2". t SEND 
with old-style Giar-Ban Corp | 
Canvas Coverings! gi tietticcmin vai || POPULAR BOATING 


EVERY MONTH 


yer, more rable and economical. Coast 
Guard approved Herculite will outperform any 
other boat fabric ind comes with ex 


k 


FOREIGN RATES: Pan American V1 
countries, add .50 per yea 
other foreign countries, add $1 


In Rich Sun-fast Colors 
ky Blue = Fem Poopalge 6 year. Mail to: 


sessiol Canada 
enclosed Bill 


POPULAR BOATING 


Dept. PB 261H, 434 S. Wabash, Chicago 5, Ill. 


e 
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Featherwei 
eflar Enterprises, Inc 
Lehman Mf Co 
Lepel Waterscooter, In« 
Lesnor-Maehr Marine Co 
Liberty Engineering Co 
Lily Tulip , 
ter Blackstone, In« 
ter Industrie In 
Dude Trailer Co., In 
Little Giant Pump Co 
id Glaze 
yne Star Boat Co 
F. A. Long Co 
port Marine Co 
»ve Corporation 
Boy Mf Div 
M. Low, In 
Lowell Wrench Co e« 
vrance Electronic Mf 
iders Marine Const 
er Industries, Inc 
iry Luhrs-Sea Skiffs 
re Prod 
A 


man Boat Work 


From coast to coast... 


® 
Marine Finishes 


are recognized 
for QUALITY 


Major boat 
manufacturers 
throughout the 
world attest to 
Z-Spar excellence. 


ard Bertram, leading yachtsman 
yacht broker and builder with 
“Phyllis” at the 
Bertram Yacht Yard, Miami, Florida 


at 
| 


a 
“sana YACHT ee 
4 
: The Z-Spar family of 
supreme marine finishes 
4 


includes enamels, under- 

coats, bottom paint, 

epoxies & polyurethane 

Ask for the free, “easy- 

to-read” Z-Spar painting 
' manual. 


<> 
| U-spas 


ANDREW BROWN COMPANY 


Factories: Los Angeles, California—Irving, Texas—Laurel, Maryland. Factory Warehouses 
Seattle, Washington—Portland, Oregon. Offices: San Francisco, Calif.—San Diego, Calif. 














The Maracaibo is the widest, deepest, roomiest, best riding 14 footer you ever saw. 
Built for family fun, water-skiing, fishing fun and cruising pleasure, it is just one 
of the twenty-three great 1961 Aluma Craft awaiting your inspection 

Enjoy the prestige and pride of owning America’s finest...runabout, fishing boat, 
canoe or hunting boat by Aluma Craft. All great boats and great values... all 
realistically priced to fit your budget. Easy terms. Pay while you play. New catalog 
how complete beautiful line 


ALUMA GRArT BOAT COMPANY 


59 N. E. Central Avenue, Minneapolis 13, Minr 


Send For Beautiful 
New Catalog Today 


send 1961 catalog and p 


ALUMA CRAFT BOAT CO. 
DIVISION OF HUPP 


}>> CATALOG-MANUAL 


bmprete PRO-“lung” information 


g FREE PRO-DIVING lefstotethentciretennenctes 
° ’ 


water fun and adventure 
ng, treasure hur 
at maintenance 


“PRO-ST “ye and aan rien Es 5 for FREI SAM 
h PRO ‘ ‘Factory-to- You” 


writ oday Satisfaction guaranteed 
Tor FREE ( g-Manual now 


ROSE AVIATION, Inc. VICTORIA PRODUCTS 


BOX 42 AURORA. OHIO 512 LUCAS ST., ST. LOUIS 1, MO. 





Own Your Own Home in 


GULF PARK ESTATES 


“WHERE THE LIVING IS EASY" 


where the where the 


BOATING IS BETTER | FISHING IS FINER 





$ down $ monthly. . . buys a lot in GULF PARK ESTATES! 
y 


pa LJ SEND THIS COUPON SO WE CAN TELL YOU ALL ABOUT IT 


ulf Park Estates 
Dept. B, Biloxi, Miss. 


A Vacation Home 
A Retirement Home 
An Investment 








DIRECTORY INDEX 


MacKenzie-Gray Boat Co 
R. J. McCallister Co 
Fred McCarthy Boats 
McCulloch Corp 
McCune Shipbuilding 
McPherson, Inc 
M. & B. Sales Co., Inc 
M. & G. Sheet Metal Co 
Madison Marine Co 
Magic Tools, Inc 
Magna-Bond Company 
Magna-Kold Co 
Magnolia Boat Mfg. Co 
Ernest J. Maiwald, Mef 
Industries, Inc 
nchester Yacht Sails, In« 
Manhattan Marine & Elec. C 
Manning Maxwell & Moore, Inc 
Manson Boat Works 
Marinecraft 
Marine Manifold Corp 
Marine Mfg. & Dist. Cx 
Marine Products C 
Marine Products, In« 
Mark Mf Co 
Marlin Fiber 
Mar-Mar 
Martindale Electric Co 
Martin Marine Produ 
Martin Steel Corp 
Marvel Industrie 
Masco Corp 
Mastercraft Trailer 
John W. Masury & 
Matthews Co 
Max Pillow C 
May Craft 
Mercer Reinfor« 
Merimman Bro 
Merrill Sails ‘ 
Metallic Coatir Cor} 
Meyers Aircraft Co 
Michigan Modern En 
Michigan Wheel Co 
Midget Yachts, Inc 
tern Industries Cor 
Mil ni Boat Co 
Miller- : r Corp 
Miller-Stephenson Chemical Co., Inc 
Milwauk Stamping C 
Minrob Inc 
Mintrex p 
Mirro Aluminum Co 
Mitchell Boat Div. of Cor 
Mitchell Metal Product 
Miterite, In¢ 
Modern First Aid Neces 
Moeller Mfg. Co., I 
Molded Fiber Glass 
Molded Product In 
Monark Boat Co 
J. H. Monteath Co 
Montgomery Ward & 
Moody Mf Co 
3enjamin Moore & C 
Morphy-Richards, In 
Morse Instrument Co 
Mount Desert Yacht Yard 
Multi-Products Co 
Muncie Gear Work In 
Mun n Electronic Mf 
R pl ; 
Mur 


Napko Corp 
Nash Mfg. Co 
National Canvas 
National Casein 
Baroid Dit National 
National One Desigr 
National Radio Com 
lloy Prod. Inc 


inds Trade Comn 

~w Jersey ue icht Sales 
w Y 

yewage, ty td 

Yewport Pla 

Jake Newson 

Nikon Inc 

Noble Prod 

Noramgrex ( Ine 
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ick n Richardson Controls Corp ; 253, 281 
vest Georgia Enterprise, In 21 Rickborn Industries, Inc...... ...304, 306 OBEY INTERNATIONAL 
ilk F & ina, ee Richmond Ring Co fciacearecaielte 261, 263 

Riehl Mfg. Co Peete cr 152 d INLAND WATERS 

E. S. Ritchie & Sons, Inc. 282 an 


Ritter Marine Mf Co 260 LIGHT REGULATIONS 
River Queen Boat Works....... 307 | 2? 
Rhowen, Inc wate 192 . a 

pthionta wi aeiet as 192. 200. 206 National and state authorities have begun a 
Robertson-Hedges. Inc 211. 225 serious campaign to promote and enforce 
Robinson & Ci ; ee 272.2 safety regulations for boats. A very impor- 
Rochester Ropes, Inc........... tant part of this safety effort concerns the in- 
Rona) Int). Tn x. 283 stallation and use of the proper running lights. 


1 


REQUIREMENTS for 

INTERNATIONAL LIGHTS, required by the Coast 
Guard in international waters, and also meet- 
ing REQUIREMENTS for Inland Waters, Great 
Lakes and Western Rivers: 


] eee 12 Point White Stern Light 
R 


Rubbermaid 
“st 
tug 


No. 320 


No. 312 No. 32 with 12 pt.cap 
No. 324 


2 ee @ 20 Point White Light as high as prac- 
tical in fore part of vessel. 


No. 311 with 20 pt. cap 
No. 323 


3 eee Combination Red & Green Bow Light, 
total 20 pts. 


iddons & §S ] y fy 
Sierra Madre I , 254 Mae: a - 


-_ 


No. 411 or No. 44 
or SEPARATE Red & Green Side Lights, 10 pts. 


each. ys 
Send for your copy of our new 1961 Catalog 


K-S MARINE PRODUCTS, INC. 
Oakville, Connecticut, U.S.A. 








7-DAY 
FREE 

TRIAL 

OFFER! 








210-203 of this issue of 
Popular Boating you will find a 
selectio} of exciting books on 
every aspect of seamanship 


On page 


your own li- 
ship- 
mates. All yours for 7-days 


FREE! 


See pages 201-203 now! 


cnoices for 


Perfect 
brary . or as gifts for 


POPULAR BOATING BOOK SERVICE 


One Park Avenue, New York (6, N. Y. 





Remarkable! 


“Juscalon coatings last and 
last. My coating is three 
years old... still like new.’ 


Suscaion 


LIQUID PLASTIC COATINGS 
a 


v/vscaion \ - 


LIQUID 
PLASTIC 
COATINGS 


Protects ag ct Beant? 


— 





ly ones 
hard, elas ‘sti 
chip or fade 
st use 
ant ote 
1 is a live coatin 
action. J 
ng in differer 
> weather chang 
n user 


JUSCALON, Inc. 17 Union St. 
East Walpole, Massachusetts 


Pioneer in the Development of 


Marine Liquid Plastic Coatings 
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261 
280 


176 
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302 
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POPULAR BOATING 


HAS A BUYER FOR 
YOUR USED BOAT, 
EQUIPMENT, OR 
ACCESSORIES! 


POPULAR BOATING's 
175,000 readers are al- 
ways in the market for a 
good used boat or acces- 
sory. If you have some- 
thing to sell, use POPULAR 
BOATING's classified col- 
umns. They bring fast re- 
sults. And it costs very 
little: just 35¢ a word, in- 
cluding name and address. 
Minimum message: 10 
words. 








For Martin Lincoln 
further POPULAR BOATING 
Tahielgust-)4lela| One Park Avenue 
write: New York 16, N. Y. 


For Best Results in Bedding & Caulking! 
STAY-TITE | BUTYL 
CAULKING COMPOUND ‘tay Tite 


nm putty fe 


© construction 
g, transom se 
wood, fiberglass 
us includes 
thtubs and s 
pt $2.45 ‘ppd 
order dire 


STAY-TITE PRODUCTS CO. Inc., Dept. PB, Cleveland 4, Ohic 


n our successful authors in a 
YOUR ue and reliable publishing 


program: publicity, advertising, 
SAVE OVER $50 WITH THIS 


handsome books. Speedy, efficient 
service. Send for FREE manuscript 
BOAT TRAILER KIT 


report & copy of Publish Your Book 

CARLTON PRESS Dept. PSB 
84 Fifth Ave., New York 11, N. Y. 
ONLY ~ 


$8950 


Camping and Utility Trail 
er Kits Also Avaita bie! 


“it 


P.O. Box 176, Kingsport, Tenn 


~ BRITISH SEAGULL 
OUTBOARD MOTORS 


Ideal Power for rowboats, dinghies and 


TRAILER PRODUCTS CO., 1, 
Dept. PB-21 


sailboats. Economical to buy and operate 
run and maintain. We ship to 
parts and servi 
* or Ree 


cortee THE BOAT LOCKER 


Dept. P, 1375 Post Rd., Westport, Conn. 
* FRAME KITS * 


PLANS and PATTERNS 


> in U.S.A. All 





Runabouts, Utilities 
Cruisers, Catamarans 
Inboard & Outboard 
especially for the amateur 
builder 
40 MODERN DESIGNS 
Large new illustrated 
CULVER CRAFT Catalog 50¢ 
Box 381€£ 
Downey. Calif 








A “‘Minimum’’ Sailing Primer 
This easy-to-understand 16 pg. booklet was written 
to teach beginners the fundamentals of sailing. It 
makes no attempt t ver the finer points of sailboat 
handling. Size 5” x 7 12 diagrams, 7 chapters, 15 
important safety precautions, glossary, nomenclature 
diagram. 50¢ ea. Quantity prices on request. John F. 
Jones, I11, Rm. 213, 30 Huntington Avenue, Boston 16, 
Mass. 
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U-C Lite Mf Co 

Charles Ulmer, In« 
Jnion Carbide Con 
Produc ts Co 
Inited oe 
Jnited Boat 

: al Mi 

J -Mak - es 


ted State 





bber C 


TWO SIZES — 
Regular and 


WELDED Heavy-duty 


ONE-PIECE 





Proved safe and rugged with over a million trailers—for small 
boat, large boat, utility, and travel trailers—Draw-Tite’s hitch- 
to-frame attachment provides full pivot action—nothing to as- 
semble, lose, or bend—your assurance of continued satisfaction. 
Made to fit every make, model, year of car, in two sizes—2000-lb. 
and 5000-lb. gross weight capacities. Cadmium or chrome plated. 


SOLD BY BOAT AND AUTO DEALERS EVERYWHERE 


a= Write for TRAILER PRODUCTS DIVISION 


xy descriptive | DRAW-TITE MFG. CO. 


-~—# folder Belleville 21, Michigan 











MONTY MORTON'S 10 FT. | 
"Sea Scouter’’ SAILING DINGHY Mf A { & F 
1961 MODEL i 
One-Cle $295 
ber-glass craiakt | 


ote ADVENTURE : A Hundreds of dealers across the nation 
17th Ave. W eattle rm 


Ph ges st ihre profit by selling PopULAR BOATING each 
nonth to their customers. Are you one of 
them? PorpuLarR BOATING helps build store 


traffic keeps customers coming back 

LFLASGFORM month after month for the merchandise 
NEW FIBRE GLASS you sell—and, best of all, you earn a neat 
3 POINTER : : profit on each copy sold—No Risk IN- 


VOLVED 





12 FT.O. A. « 54 BEAM 
cilimiiewenduectiies So get details on selling PopULAR BoOATIN« 
the world’s largest selling boating m 
zine. Or, order your copies now. Just use 


he h indy coupon below. 





MOLDED-IN TRANSOM and KEEL 


2 é Cc A 8 l N c R ¥ | 5 E R Retail Sales Division 
$895 i ~ pe opular Boating 


P 
ton int One Park Avenue, Att: Jerry Schneide 
25’ CRUISER ’ New York 16, New York 


17’ Model also available a 


Broadwater Boat Co. = cacewater, ma 


ire BOAT "Patterns. 


Frame Kits Store Name 


= ye CATALOGS ; 

Ct aa 4B ; Address 
is 

“I SAVE ‘ 


FREE FREIGHT 2/3 State 
CREDIT TERMS 


SEND 10¢ FOR 2-COLQRED CATALOGS-NOW 
nawanda 1A, N.Y 





30-foot utility patrol boat in San Fran- 


Balanced on the bow of a speeding 
a lifejacket grasps the bow line as he 


cisco Bay, a Coast Guardsman in 
prepares to throw a life preserver to a struggling survivor of a capsized boat 
[his photograph exemplifies the swift and efficient action which prompts 


the United States Coast Guard’s motto—*Semper Paratus” 


BOATING MARKET PLACE 
& SAILOR’S SWAP 


type allowed at 35¢ per word including name & address or box number 


SAILOR’S SWAP & CLASSIFIED are printed uniformly 
ackn iged, they are printed n the first i se t t p 
t am made payable to POPULAR BOATING) mu nh every advertisement. Send 


ec ant 
POPULAR BOATING. One Park Ave New York 16, N 


your advertisement to Martin Lincoln, BOATING 


MARKET 





FOR SALE 


~— —— ~ — — el eel 
RENT by day or week beautiful studio 
apartment rivate dock, at Marathon 
n fabu da Keys. Superb boat 
ng, fishing, bov 20 theater, 
2e pool and rict At 
rney, Brookville, Pennsylvania 
Desires contact 

ste line of 


pstate 


SEER >4 nmmer JISE : 2}uxe 
ya us 22 ? de sinks. har on nell Plast 


/ ACCESSORIES 


patterns 
Powerboat 


POPULAR BOATING 





National Sea Skiff HQ... 


Most successful businesses gain a reputation for being particularly out- offer outstanding value in today’s market. Another new franchised line 
tanding in me aspect of their activity. We here at New Jersey which we have recently added is Egg Harbor, a high-quality Jersey-built 
YACHT SALES, being in the heart of the area which founded and cruiser which, other than its carvel planking, has many of the character- 
developed the versatile r sea skiff, have always made a particular istics of the Jersey sea skiff, including the deep, sturdy keel, the round- 


fer a wide variety of used boats in these popular lapstrake- bilge hull and the jwintless steam-bent framing. Egg Harbor’s 36-foot 


endeavor t 
skiff hulls and to give : complete service as possible to the new-boat cruiser has no peer for value in any of its three model types—the trunk- 

buyer who is interested in on better of these Jersey sea skiffs cabin hardtop, the sedan and the sportfisherman 
This distinctive | rm he ed world renown for spirited per- Of interest to most boatmen, too, is our own on-the-premises building 
formance, easy | y and o ” capability Most veteran offshore operation for the incomparably-crafted BayHead SKIFI We are ex- 
do the members of our staff, all ceedingly proud of these vessels and invite all bona-fide boatmen to 

familiarity with the lore, the see them under construction 

acteris We list below a few of the scores of sea skiffs we presently have 
vand and make ou vice in t ven more complete, we have available. Most of them are here and many qualify as among the 
added the Johnson Bros. § an¢ bert Johnson “Black-Jack” "better quality sea skiffs,'' of which we consider ourselves to have the 


the lines we hanc These are both top-quality skiffs which world's premier coliection. 


33!'2’ MORTON JOHNSON 1953 Express, 155hp Nordbergs 
35° BARNEGAT MARINE 1951 FB Sportfisherman, 130s 
34’ CLAYTON 1959 FB Sportfisherman, 177hp Chryslers 
35’ HUBERT JOHNSON 1948 TC Cruiser, 188hp 1960 Grays 
34’ CLAYTON 1957 TC Cruiser 6-Sleeper, 125hp Crowns 
35’ HUBERT JOHNSON 1942 Sportfisherman, Crowns 
36’ HUBERT JOHNSON 1947 Sportfisherman, ‘53 Crowns 
35’ CHRIS-CRAFT 1956 TC Skiff 6-Sleeper, 130s 
38’ HUBERT JOHNSON 1941 Sedan Cruiser, 115hp Crowns 
32' JOHNSON BROS. 1952 TC Cruiser, 115hp Crowns 
30‘ CARL ADAMS 1951 TC Cruiser, 105hp Chryslers 
38’ J. V. CLAYTON 1949 FB Sportfisherman, Crowns 
SuperSports Express, 30’ CHRIS-CRAFT 1956 Shelter Skiff, CC 105s 6° HUBERT JOHNSON 19 
jecks, COs system, 31’ HENRY LUHRS 1958 FB Sportfisherman, 225hp Grays 7T5hp Chrysler V Ss ! 
teak ner 30° HENRY LUHRS 1951 FB Sportfisherman, CC 130s nes te 
28’ ULRICHSEN 1958 Shelter Skiff, 225hp Gray 
26’ CHRIS-CRAFT 1957-58 TC Skiff, 105hp Chris-Crafts 
2712’ MORTON JOHNSON 1956 Sport Skiff, 135hp, Grays 
33’ PEDERSEN 1948 TC Sportfisherman, 1957 Crowns 
2612‘ KULAS 1958 TC Skiff, 95hp Chryslers 
34° MORTON JOHNSON 1938 TC Skiff, 1956 Crowns 
38’ RED BANK YACHT 1925 TC Cruiser, 1955 Nordberg 
30’ CHRIS-CRAFT 1957 Sport Skiff, 9Shp Chris-Crafts 





New Boats on Display... 


40’ WHEELER Flybridge Sportfisherman, twin 225hp Chryslers 

36’ EGG HARBOR Flybridge Sportfisherman, twin 177’s 
58 Express Cruiser 34’ WHEELER 7-Siceper Sedan, twin 177hp Chryslers %’ BayHead SKIFF 1058 Ex 
flecks, Monel tank 33’ CRUIS-ALONG Flybridge Sportfisherman, twin 225hp Grays p Nordberg teak 

c, wutrigger 33‘ BayHead SKIFF Flybridge Sportfisherman, twin 300s ft 

31’ CRUIS-ALONG Fiybridge Gulfstream, twin 225hp Grays 

30’ BayHead SKIFF Caribbean Cruiser, twin 300hp Crusaders 

29’ CRUIS-ALONG Clipper Cruiser, twin 188hp Grays 

26’ JOHNSON BROTHERS Shelter Skiff, 188hp Gray 

25’ CRUIS-ALONG Courier, 225hp Gray 

25’ WHEELER Fiberglas Skiff with hardtop, 177hp Chrysler 

24‘ HUBERT JOHNSON “‘Black Jack” Skiff, 200hp Crusader 

22’ CENTURY Raven Sport Skiff, 200hp Crusader 

22’ CRUIS-ALONG Angler with hardtop, 109 Gray 

21’ CENTURY Coronado with landau top, 325hp Crusader 

20’ JOHNSON BROTHERS Sport Skiff, 70hp Gray 

19° CENTURY Resorter with top, 240hp Interceptor 

17’ CENTURY Resorter with top, 170hp Gray 

16’ CENTURY Corsair, 170hp Gray 


ak 


ig The Yachtsman’s Center 

With app. 200 inboard boats currently on display in our yard 

and showroom we offer true one-stop convenience to the yacht 

purchaser. In addition to being New Jerseys leading yacht 

brokers, we are also franchised dealers for a wide variety of 

top quality boats—WHEELER yachts, BayHead SKIFFS, CRUIS 

ALONG utilities and cruisers, CENTURY sport utilities and run- 

abouts. EGG HARBOR cruisers, and JOHNSON BROS. and 

HUBERT JOHNSON skiffs. All are on display up to and including 

the magnificent 36’ BayHead SKIFF SuperSports Express and 

the 40’ WHEELER Sportfisherman. We concentrate on the better 

quality boats—boats that we can honestly represent to our clients 

as sound investments in pleasure. Our comprehensive services 

include = 

’ MORTON JOHNSON 

1. More than 700 up-to-date listings of sail and power vessels : eon 
Correspondent relations with app. 100 other yacht brokers 
and boat yards to assist us in finding any desired boat if 
it is available in the American market 


Complete yacht service, including carpentry and engine work 


Licensed insurance agents for Home and Reliance Insurance 
Cos., representing also Lloyd’s underwriters and specializing 
in yacht coverages. 


Unparalleled finarcing facilities, including our exclusive new 
long-term lease-purchase plan, which offers tax advantages 
to some purchasers 


Dockage, and inside-and-outside, wet-or-dry storage facilities 
Yacht design, specializing in sport yachts of top quality em- 


ploying the remarkably seaworthy Jersey-skiff-type lap Og Sg agg 
strake hulls 


Hundreds More + Here & Near «+ Get Our List 


gree New Jersey YACHT SALES Corp. 
Member of Yacht Architects & Brokers Association 
& National Assn. of Engine and Boat Mfrs. 


36%’ HUBERT JOHNSON 1946 Flybridge Sport 
t rmat twi 165hy t «hryster )-wat 


att neter, air herr 


i Yacht Brokerage, Design, Insurance, Service  upersports | and 
~ nite JERSEY SKIFF HQ. n exa : 


Dealers exclusively for the Better Boats: Wheeler, Egg Harbor, Century, Cruis- Along, Johnson Skiffs 
Home of the BayHead SKIFF, distributor and service center for Crusader Marine engines 
At the Gateway to Jersey's Boatingland—Route 35 & the Manasquan River (Intracoastal Waterway), Point Pleasant Beach, N. J., TW 9-6000 
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FEBRUARY—POPULAR BOATING 


ADVERTISER C ADVERTISER 


Pearson Corporation 
Pembroke Boats, Inc 
Penn Fishing Tackle Mfg. Company 
Penn Yan Boats, | 
Perkins Marine Lamp & Hardware C 
Peters & Russell, Inc 
Peterson Brothers, Inc 
Pettit Paint Company, Inc 
Phillips Petroleum Company 
Pittsburgh Plate Glass Company 
Plastic Wood 
Popular Boating Book 
Post Marine 
Powerwinch 
C Marir an 
Gieene & om 4 Rad Co 
Griffiths Come he Ef Randolph 
Giniinen aa Raritan Engineering 
3 ‘ Raytheon Company 
Gulf Park Regatta 
Reimann & Georger, Ir 
Richardson Boat Company 
Roehm Company. W. F 
Hatteras Yacht npar Rose Aviation, Ir 
Heath Company 2 Rybovich & Sons Boat Work 
Hedlund Manuf Y r 
Henry Boats ailstar Boats 
Herculite Prote : rics av-Cote Laboratories 
Hobbs Corp n t Sea Mac Boats 
Holsclaw Bro n ‘ Shannon & Company, J. Jacob 
Shell Lake Boat Company 
Shipmate Stove Division 
Skee-Craft Boat Company 
ck-Craft Boat Company 
Lo Marx Rubber Company 
>uthwest Manufacturing Co 
Corporation 
Top-Sider 


rE 
Shoe 


Harn 


Hartman Mar 





In 
Starcraft Boat Company 
Stay-Tite Products 
Stewart-Warner Corporation 
ekhaefer Co 32 3 Sover Stokes Marine Supply Company 
j-Tite Storecrafters 
B. Fred Stowman Shipbuilding Company 
Division Of Welsbach Corp 
Sudbury Laboratery 
Su-Mark, In 
Surface Coating Engineer: 


Swift Products 


Taylor Company, N. A 
Tee-Nee Trailer Company 
Telescope Folding Furniture 
Thompson Boats 

Brothers 

oats, In 

orpc 


Products 
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Deep, Wide and Handsome. ..owens rieetships 
are built for pleasure...made of durable fibreglass, equipped with every 
requirement for your comfort and safety. Thrill to the thoroughbred perform- 
ance of the longitudinal step hull. Experience the ride of the foam-filled 
double bottom that absorbs vibration and sound while it provides positive 


flotation safety. Owens Fleetships...buzlt in the quality tradition of Owens Yachts. 


SERS. 
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EXETER 17’6” flying bridge cruiser with comp 
Ride Guide” mechanical steering 
helmseat e« foam-cushioned double bunks « 
e sliding side windows ¢ com} * speedomete 
° hardware 


$2305* including 





accesso 


Built in the quality tradition of Owens Yachts 


OWEN 3 
BRISBANE... 13’ \ great stability: com- G/ A fy, : 
windshield. « “Ride Guide™ ATOM Y 04 


fortable to-back upholstered 


¢ hardware e 
filled double bottom 
J 


Tex 


range $795 CQ%*C* 


A Product of Baunwick World Leader in Recreation 





the motor that started 
it all...leads them all 





world’s No.! OUTBOARD 


Mercur power d_ the 
luxuriou I > eaworthy yet | weight craf 
that « ild be ifely trailered and launched 
tandarad ize automobiles With low cost ligh 
weight power, Mercury brought the extra safety 
of dual engine installations within easy reach of 
million with combinations of up to 160 horse 
ivailable for 1961. Mercury, the name that 

spells compactness without complications, made 
family outboarding a reality 

Unlike the automobile industry Mercury par 


yom ai ‘ble. Pas Mesen ‘with the a inet Bupcaaina = ir gear oh Paps oo ner 
neutral-reverse lower unit. 
Automatic transmission on the 
Merc 200, 150 and 100 combines 
forward - neutral - reverse shift 
and throttle in twist-grip steer - 
ing handle. Slanted weedless 
design, Jet-Prop Drive are 
Mercury exclusives! Single- 
lever control and Ride-Guide 
Steering available for remote 
operation. Only Mercury builds 
Glide-Angle Twins! 


to fill a clearly apparent demand — not for the 
of horsepower alone 

Mercury, the motor that started it all leads them 
all for 1961. Get a demonstration and you'll know 
why. See the result of twenty-one years of intensive 
engineering development, the big difference that 


make Merc ury the World’s No. 1 Outboard 


XR fd 
—— ye | 
i 


ai 


°e Sey 


ONE LEVER, ONE HAND, CONTROLS THROTTLE 
AND SHIFT with Running Neutral in 


ontrol } 


other. What 


Orly INERCURY | 











40 hp Merc 350 

45 hp Merc 400 
ALL NEW 

50 hp Merc 500 


THREE 4-CYLINDER MODELS 


Outboarding’s most proven 
fours have ful! gear shift with 
running neutral and single-lever 
remote control. Shock absorbers 
are available on the Mere 400 
and 500 to increase outboarding 
safety. Mercury’s fuel economy 
throttle linkage yields up to 50 
per cent more mileage at cruising 
speed. Low first cost, low main- 
tenance cost, low fuel cost make 
a Merc four one of the best buys 
ever. Only Mercury has 12 years 
of four-in-line experience! 


offers I! models for 1961. 610 8 


ALL NEW 
80 hp Merc 800 


“ 
es ALL NEW 
» re 70 hp Merc 700 


FOUR 6-CYLINDER MODELS 


The world’s most powerful fam- 
ily outboards! Four models and 
two single-lever power control 
systems: (a) full gear shift lower 
unit, for those who prefer a run- 
ning neutral, utilizing a prin- 
ciple proved for over a decade 
on Mercury fours; (b) Mercury’s 
exclusive direct-reversing en- 
gine, preferred by many experi- 
enced outboarders. . . eliminates 
shifter clutch, reverse gear and 
shift mechanism from lower 
unit. Only Mercury builds sixes! 


ye 
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~ own your own ) 
fun-making machine ! 


manufacture the best days of your life 


Why settle for a humdrum life ashore? Join the people You don’t have to be a millionaire to live like one. 
who know how to make a living 5 days a week an From the 75 hp V-4 Starflite III (world’s speed record 
how to live the other two. Owning an Evinrude is like holder at 122.9 mph) and the fabulous 40 hp Lark III 
owning the that lays golden eggs. It turns weekends most popular motor made) to the trim little take-along 
into golden days of far-ranging freedom and_ high “> you'll find Evinrude power to match every size 
adventure! of boat or budget. A visit to your Evinrude dealer will 


It gives y he blessed quiet of sound-sealed cushioned show you how easy it is to own your own fun-making 
power (22° quieter t year instant starting machine. He’s listed in the Yellow Pages under ‘‘Out- 
with aut aul incre 


ol] f 
isea 


el economy with board Motors.” Free 24-page catalog—write: Evinrude 
Evinrude’s 1 vy therme ontrolled fixed-jet carbure- Motors, 1086 N. 27th St ; Milwaukee 16, Wisconsin. 
tion new ODatter) 1 p enerator which charges ? nada Peterbor ugh, Ont. A Divi zon f Outboard 


g 
while your motor idle } ioubles output ation 


EVINRUDE = FIRST IN OUTBOARDS 














